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EINLEITUNG 

Das vorliegende Handbuch ist eine Neu- 
bearbeitung des Servicehandbuches Nr. 
23.500.0682 und bezieht sich ausschliess- 
lich auf die B67 MK2 Tonbandmaschine 
(inkl. Pilottonversion). 

Das Kapitel 1 enthalt eine Kurzbeschrei- 
bung der Tonbandmaschine, Beschreibun- 
gen derhauptsachlichenVarianten und des 
wichtigsten Zubehors, Technische Daten 
und Abmessungen. 

Installation und Inbetriebnahme ist in 

Kapitel 2, die Bedienung des Derates in 
Kapitel 3 beschrieben. 

Nach einer Funktionsbeschreibung enthalt 
das Kapitel 4 Hinweise fur die Wartung 
und die Plege derTonbandmaschine sowie 
eine Kurzanleitung fur das Einmessen. 

Kapitel 5 Service mechanisch enthalt Er- 
satzteilzeichnungen und -Listen sowie Ein- 
stellanleitungen. Kapitel 6 Service elek- 
trischerklartdenAufbauderSTUDER-Ver- 
drahtungslisten, beschreibt die wichtigsten 
Baugruppen von Laufwerk- und Audioteil 
und vermittelt detaillierte Einstellanleitun- 
gen. 



DerSchemateil istauf die Kapitel 7 (Lauf- 
werk) und 8 (Audio) aufgeteilt. 



Die Verdrahtungslisten sind in Kapitel 9 
zu finden (Benutzungshinweise siehe Kapi- 
tel 6). 

Im Anhang Kapitel 10 sind Optionen sowie 
weitere, zusammen mit der B67 Tonband- 
maschine einsetzbare STUDER-Produkte 
beschrieben. 



INTRODUCTION 

This book is a revised edition of the mainte- 
nance instruction manual no. 23.500.0682; 
it refers to the B67 MK2 tape recorder only 
(including the pilottone versions). 



Section 1 comprises a quick-reference de- 
scription, a summing of the various ver- 
sions and their accessories, technical spe- 
cifications and dimensions. 



Installation and putting into operation 

is described in section 2, the operating 
instructions can be found in section 3. 

In section 4 a functional description is fol- 
lowed by hints for care and maintenance 
and a quick reference guide for line-up. 



Section 5 mechanical service comprises 
drawings and lists for spare parts as well as 
instructions for mechanical settings. Sec- 
tion 6 electrical service explains the use 
of STUDER wire lists, describes the func- 
tion ofthe mainelectrical units oftape trans- 
port and audio sections and contains a de- 
tailed line-up instruction. 



The schematic diagrams are divided into 
two parts: tape transport section in section 
7, audio section in section 8. 

Wire lists can be found in section 9 (for 
user instruction refer to section 6). 



The appendix section 10 comprises op- 
tions and other STUDER products which 
match the B67 tape recorder. 
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INTRODUCTION 

Ce livre est une edition revisee du manuel 
destructions de maintenance 23.500.0682; 
il se ref ere uniquement au magnetophone 
B67 MK2 (versionsa signal pilote incluses). 



Le chapitre 1 comprend une courte descrip- 
tion du magnetophone, une liste des princi- 
pales variantes et de leurs accessoires, les 
specifications techniques et les dimen- 
sions. 

L'installation et la mise en service sont 
decrites dans le chapitre 2, 1'utilisation de 
I'appareil dans le chapitre 3. 

Le chapitre 4 contient, outre la description 
des fonctions, des conseils pour I'entre- 
tien et la maintenance du magnetophone 
ainsi qu'un guide resume des mesures. 

Le chapitre 5, consacre a la maintenance 
mecanique, comprend les schemas, les 
listes de pieces de rechange et les instruc- 
tions de reglage. Le chapitre 6, mainte- 
nance electrique, explique I'usage des 
listes de cablage STUDER, decrit les princi- 
paux circuits electriques du transport de 
bande etde la section audio, comprend en- 
fin une liste detail lee des reglages. 

Les schemas sont repartis en deux grou- 
pes: transport de bande dans le chapitre 7, 
section audio dans le chapitre 8. 

Les listes de cablage se trouvent dans le 
chapitre 9 (pour plus d'instructions, voir 
chapitre 6). 

Le chapitre 1 0, en appendice, decrit les op- 
tions etautres produits STUDER adaptesau 
magnetophone B67. 
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SICHERHEIT UND ERSTE HILFE 



SAFETY AND FIRST AID 



SECURITE ET PREIVIIERS SECOURS 



SICHERHEIT 

Durch Entfernen von Gehauseteilen, Ab- 
schirmungen etc. werden stromfuhrende 
Teile freigelegt. Aus diesem Grunde mus- 
sen die folgenden Sicherheitsvorschriften 
unbedingt beachtet werden; 

1 . Eingriffe in ein Gerat 

durfen nur von Fachpersonal vorgenom- 
men werden. 

2. Vor Entfernen von Gehauseteilen: 

Gerat ausschalten und vom Netz trennen. 

3. Bei geoffnetem Gerat: 

- Netzteil- oder Motorkondensatoren mit 
einem passenden Widerstand entladen. 

- Bauteile grosser Leistung, wie Leistungs- 
transistoren und -widerstande sowie 
Magnetspulen und Wickelmotoren erst 
nach dem Abkuhien beruhren. 

4. Servicearbeiten bei geoffnetem, 
unterSpannung stehendem Gerat: 

- Keine bianken Schaltungsteile beruhren 

- Isolierte Werkzeuge verwenden 

- Metallene Halbleitergehause nicht be- 
ruhren, da sie hohe Spannungen aufwei- 
sen kbnnen. 



ERSTE HILFE (bei Stromunfallen) 

1. Bei einem Stromunfall die betrof- 
fene Person raschmoglichst vom 
Strom 

- Durch Ausschalten des Ge rates 

- Ausziehen oder Unterbrechen der Netz- 
zuleitung 

- Betroffene Person mit isolierendem Ma- 
terial (Holz, Kunstoff) von der Gefahren- 
quelle wegstossen 

- Nach einem Stromunfall sollte immerein 
Arzt aufgesucht werden. 

ACHTUNG 

EINE UNTER SPANNUNG STEHENDE PER- 
SON DARE NICHT BERUHRT WERDEN, 

SIE KONNEN DABEI SELBST ELEKTRI- 

SIERT WERDEN! 

2. Bei Bewusstlosigkeit des Verun- 
fallten: 

- Puls kontrollieren, 

- bei ausgesetzter Atmung kunstlich beat- 
men, 

- Seitenlagerung des Verunfallten und 
Arzt verstandigen. 



SAFETY 

There are no user serviceable components 
inside the equipment, live parts are laid 
open when removing protective covers 
and shieldings. It is essential therefore to 
ensure that the subsequent safety rules are 
strictly observed when performing service 
work or repairs. 

1 . Servicing of electronic equipment 

must be performed by qualified personnel 
only. 

2. Before removing covers: 

Switch off the equipment and unplug the 
mains cable. 

3. When the equipment is open: 

- Discharge power supply- and motor 
capacitors through a suitable resistor. 

- Components, that carry heavy electrical 
loads, such as power transistors and 
resistors as well as solenoid coils and 
motors should not be touched before a 
cooling off interval, as a precaution to 
avoid burns. 

4. Servicing unprotected and opera- 
ting equipment: 

- Never touch bare wires or circuitry 

- Use insulated tools only 

- Nevertouch metal semiconductor cases 
because they may carry high voltages. 

FIRST AID (in case of electric shock) 

1 . Separate the person as quickly as 
possible from the electric power 
source: 

- by switching off the equipment, 

- unplugging or disconnecting the mains 
cable, 

- pushing the person away from the 
power source by using dry insulating 
material (such as wood or plastic). 

- After having sustained an electric shock, 
always consult a doctor. 

WARNING: 

DO NOT TOUCH THE PERSON OR HIS 
CLOTHING BEFORE POWER IS TURNED 
OFF, OTHERWISE YOU STAND THE RISK 
OFSUSTAININGAN ELECTRIC SHOCK AS 
WELL! 

2. If the person is unconscious 

- Check the pulse, 

- reanimate the person if respiration is 
poor, 

- lay the body down and turn itto one side, 
call for a doctor immediately. 



SECURITE 

Si les couvercles de protection sont en- 
leves, les parties de I'appareil qui sont sous 
tension ne sont plus protegees. II est done 
d'une necessitee absolue de suivre les in- 
structions suivantes: 

1. Les intervensions dans les appa- 
reils 6lectriques 

doivent etre faites uniquement que par du 
personnel qualifie 

2. Avant d'enlever les couvercles de 

protection: 

Couper I'interrupteur principal et debran- 
cher le cable secteur. 

3. Apr^s avoir enlev6 les couvercles 
de protection: 

- Les condensateurs de I'alimentation et 
des moteurs doivent etre decharges a 
I'aide d'une resistance appropriee. 

- II est prudent de laisser refroidir les com- 
posants de haute puissance, par ex.: 
transistors de puissance, resistances de 
puissances de meme que des electro- 
aimants et les moteurs de bobinage. 

4. S'il faut que I'appareil soit sous 
tension pendent les r6g!ages in- 
ternes: 

- Ne jamais toucher les circuits non isoles 

- Travailler seulement avec des outils 
isoles 



PREIVIIERS SECOURS (en cas d'electro- 

cution) 

1 . Si la personne est dans I'impossibi- 
Iit6 de se lib^rer: 

- Couper I'interrupteur principal 

- Couper le courant 

- Repousser la personne de I'appareil a 
I'aide d'un objeten matiere non conduc- 
trice (matiere plastique ou bois) 

- Apres une electrocution, consulter un 
medecin. 

ATTENTION 

NE JAMAIS TOUCHER UNE PERSONNE 

OUl EST SOUSTENSION, SOUS PEINE DE 

SUBIR EGALEMENT UNE ELECTROCU- 
TION! 

2. Encasdepertedeconnaissancede 
la personne 6lectrocut6e: 

- Controller le pouls 

- Si necessaire, pratiquer la respiration 
artificielle 

- Mettre I'accidente sur le cote laterale et 
consulter un medecin. 
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Behandiung von MOS-Bauteilen 

MOS-Bausteine sind besonders empfind- 
lich auf elektrostatische Ladungen. Folgen- 
des ist daher zu beachten: 

1 . Elektrostatisch empfindliche Bauteile 
warden in Schutzverpackungen gelagert 
und transportiert. Auf der Schutzverpak- 
kung wird untenstehende Etikette ange- 
bracht. 



2. Jeglicher Kontakt der Elementanschius- 
se mit Kunststofftuten und -folien aus 
Styropor Oder ahniichen elektrostatisch 
aufladbaren Materialien ist unter alien 
Umstanden zu vermeiden. 

S.Anschlusse nicht beruhren oder nur 
dann, wenn das Handgelenk geerdet ist. 



4. Als Arbeitsunterlage eine geerdete, lei- 
tende Matte verwenden. 



5. Printkarten nichtunterSpannung heraus- 
ziehen oder einstecken. 



Handling MOS components 

MOS components are extremely sensitive 
to static charges. Please observe therefore 
the following regulations; 

1 . Components sensitive to static charges 
are stored and shipped in protective 
packages. On the package you find the 
subsequent symbol. 




2. Avoid any contact of connector pins with 
foam packages and -foils made of styro- 
por or similarchargeable package mate- 
rial. 



3. Don't touch the connector pins when 
your wrist is not grounded with a con- 
ducting wristlet. 

4. Use a grounded conducting mat when 
working with sensitive components. 



5. Never plug or unplug PCBs containing 
sensitive components when the ma- 
chine is switched on. 



Manipulation des composants MOS 

Les composants MOS sont extr^mement 
sensibles ^ I'^lectricit^ statique. Veuillez 
done suivre les conseils suivants: 

1 . Les composants sensibles ^ I'electricit^ 
statique sont stockes et transportbs dans 
des emballages protecteurs. Surces em- 
ballages est represente le symbole sui- 
vant; 



2. Evitez tout contact entre les broches des 
circuits et les sacs en plastiques, feuilles 
de styropor ou tout autre materiau sus- 
ceptible de porter une charge blectrosta- 
tique. 

3. Netouchez pas les broches des circuits si 
votre poignet n'est pas reli6 ^ la ter re par 
un braclet conducteur. 

4. Utilisez un tapis conducteur reli6 a la ter re 
quand vous travaillez avec des compo- 
sants sensibles. 

5. Ne jamais enficher ou retirer des circuits 
imprimbs contenant des composants 
sensibles si I'appareil est sous tension. 
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1. ALLGEfVIEIIME HflMWEfSE 



1.1 

KURZBESCHREIBUfStG 

1.1.1 

Hauptmerkmale 

DieTonbandmaschine STUDER B67 istlei- 
stungsfahig, kompakt und leicht zu trans- 
portieren. Die Konzeption wurde, unter Be- 
rucksichtigung spezieller professioneller 
Aspekte, fur den vielfaltigen Einsatz in Stu- 
dios Oder Obertragungswagen beim Rund- 
funk, Fernsehen, und Film sowie in Schall- 
plattenstudios, an Schauspielbuhnen oder 
in wissensohaftlichen Instituten ausgeiegt. 
Die ubereinstimmenden Frontmasse der 
Tonbandmasohine B67 und des Regiepul- 
tes 1 69 schaffen idealeVoraussetzungen in 
bezug auf den mobilen Einsatz und den Auf- 
bau von Kompakt-Studios. 

Ein robuster Aufbau mit Leiohtmetail- 
Druokgusschassis, modernste Elektronik 
fur die Audiozweige und die Laufwerk- 
steuerung sowie ein stabiler Kopftrager mit 
einem Prazisions-Leichtmetall-Gusschas- 
sis gewahrleisten ein auoh unter schwierig- 
sten Bedingungen zuverlassiges Arbeiten 
und garantieren im weiteren eine lange Be- 
triebsdauer. Dank einheitlicher Baugrup- 
pentechnik sowohl fur die Mechanik wie 
auchfurdieEiektroniksindServicearbeiten 
jederzeit einfach und muhelos durchzufuh- 
ren 

Das Laufwerk ist mit drei robusten, servo- 
geregelten Wechselstrommotoren ausge- 
rustet und gewahrleistet einen wartungs- 
freien Betrieb. 

Die Drehzahl des Tonmotors wird durch ei- 
ne Servoschaltung mit Quarzreferenz kon- 
trolliert. Damit ist eine von Netzfrequenz- 
und Spannungsschwankungen unabhan- 
gige, grosstmogliche Genauigkeit garan- 
tiert. Sobald die Drehzahl des Tonmotors 
mitderQuarzreferenzphasenstarrsynchro- 
nisiert ist leuchtet die gedruckte Geschwin- 
digkeitstaste auf. 

Drei Bandgeschwindigkeiten, 3%, IVi und 
1 5Zoll/ssindfestprogrammiert.Geratemit 
7V2, 1 5 und 30 Zoll/s sind auf Anfrage er- 
haltlich. Ein Nachrustsatzermogliohtes, die 
Bandgeschwindigkeiten im Bereichvon±7 
Halbtbnen zu variieren. 



JedemWickelmotor sind drei Einstellregler 
zugeordnet die ein getrenntes Einstellen 
des Bandzuges fur alle Betriebszustande 
(Wiedergabe, Aufnahme, Vor- und Ruck- 
spulen) ermoglichen. 



1. GENERAL INFORIVIATIOiM 



1.1 

SHORT DESCRfPTIOIM 

1.1.1 

fVfairi features 

The STUDER B67 Tape Recorder is an easi- 
ly transportable, versatile and compact 
unit It is designed for a wide range of appli- 
cations, such as in broadcasting and 
TV studios, film and recording studios, in 
theaters or scientific institutes by taking the 
special requirements of these professional 
applications into consideration. Amongst 
other quality features, its matching front di- 
mensions with the 169 mixing console 
makes it ideally suitable for mobile work or 
for incorporation in a compact studio de- 
sign as well. 



A rigid die-cast chassis for the tape trans- 
port mechanism, state of the art electronics 
for all audio and motor control circuits, plus 
a precise light alloy casting for the head 
block ensure high reliability and long ser- 
vice life even under most difficult operating 
conditions. The strict adherence to the mo- 
dular design principle for all mechanical 
and electronic subassemblies makes ser- 
vicing easy and ensures speedy repairs. 



The tape transport is equipped with three 
electronically regulated heavy duty AC mo- 
tors which require no special service atten- 
tion. The speed of the capstan motor is con- 
trolled by a quartz referenced servo circuit 
thereby ensuring outstanding speed accu- 
racy regardless of mains frequency or vol- 
tage fluctuations. The motor runs phase- 
locked to the quartz reference and lock-on 
is indicated by illumination of the de- 
pressed speed selector button. 



Three nominal tape speeds of 3%, IVi and 
15ips are programmed. Recorders with 
speeds of 1V% 1 5 and 30 ips are available 
on request. An optional kit permits continu- 
ous variation of the three nominal speeds 
over the range of ±7 musical halftones. 



Three separate controls are provided for 
each spooling motor to permit individual 
adjustment of the tape tension during play/ 
recording, fast forward and rewind. 



1. INFORIViATION GEIMERALE 



1.1 

BREVE DESCRIPTiOIM 

1.1.1 

Caracteristiques principales 

Lenregistreur STUDER B67 est un appareil 
versatile, compactetfacile a transporter. Sa 
conception a ete etudiee en tenant compte 
des aspects professionnels specifiques a 
I'utilisation en studio fixe ou mobile pour la 
radio, la television et le cinema, de meme 
que pour les studios d'enregistrement de 
disques, les salles de spectacles ou les insti- 
tuts de recherche scientifique. Les dimen- 
sions frontales de I'enregistreuer B67 et de 
la console de mixage 169 sent identiques 
ce qui permet une installation extremement 
rationnelle dans les studios compacts ou 
mobiles. 

Une construction robuste basee sur un 
chassis en metal leger injecte, une electro- 
nique moderne pour la partie audio et un 
porte-tetes de precision en matiere injectee 
garantissent une utilisation sure et une lon- 
gue duree de vie meme lors de conditions 
d'utilisation difficiles. Grace a I'utilisation de 
la technique modulaire aussi bien pour la 
mecanique que pour I'electronique, le ser- 
vice est rendu facile et les reparations rapi- 
des. 



Le mecanisme de transport est compose 
de trois robustes servo-moteurs a courant 
alternatif qui garantissent une utilisation in- 
tensive sans service particulier. 

La Vitesse de rotation du moteur cabestan 
est pilotee par une frequence de quartz, de 
telle facon que celle-ci soit independante 
des variations de tension et de frequence 
du secteur. Des que la vitesse choisie est 
verrouillee en phase avec la frequence de 
reference (quartz), la lampe de la touche 
correspondante s'allume. 



Trois vitesses nominales sont program- 
mees: 9.52 cm/s; 19.05 cm/s et 38.1 cm/s. 
Des appareils avec 19.05, 38.1 et 76.2 cm/s 
sontlivrablessurdemande. Un kitoptionnel 
permet la variation continuelle des trois vi- 
tesses nominales sur une gamme de±7 de- 
mi-tons musicaux. 

Pourchaque moteur porte-bobine ilyatrois 
reglages separes permettant le reglage de 
la tension de bande dans tous les modes de 
fonctionnement (lecture, enregistrement, 
marche avant et arriere rapide). 
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Kontaktiose, induktive Bandzugsensoren 
steuern die Laufwerkelektronik und ge- 
wahrleisten sicheren und genauen Band- 
lauf bei grosstnnoglicher Schonung des 
Bandes. 

Der seriemassig eingebaute elektronische 
Zahler wird vom Bandbewegungssensor 
angesteuert. 



Sinusansteuerung derWickelmotore bietet 
die Gewahr fur konstante Gleichlaufeigen- 
schaften vom Beginn bis zum Ende einer 
Bandspule. 

Die elektronisch verriegelte Laufwerklogik, 
die aus einem einzigen integrierten Schalt- 
kreis besteht, speichert die internen und ex- 
ternen Steuerbefehle. Funktionsubergan- 
ge, welche zuerst eine Stopp-Funktion er- 
fordern, warden erst freigegeben, wenn 
das Band stillsteht. Diese Arbeitsweise be- 
wirkt sehr schonende Bandbehandlung 
und eine angenehme, ruhige Bedienung. 



Die Ruckmeldung der Laufwerkfunktionen 
erfoigt aktiv, das heisst, alle Tastenlampen 
warden durch die Logik angesteuert. Alle 
Laufwerkfunktionen sind fernsteuerbar 
(kompatibel mit der A80-Fernsteuerung). 



Die Laufwerklogik ermoglicht zudem fol- 
gende Funktionen: 

AUTOMATIC (Auf Laufwerkprint umpro- 
grammierbar); 

Dieser Befehl wird aktiviert, wenn der Klar- 
bandteil am Bandende erreicht ist. So- 
gleich erfoigt automatisches Ruckspulen 
an den Bandanfang. Bei Erreichen des Klar- 
bandteils am Bandanfang wird, entspre- 
chend der Programmierung, Stopp, Wie- 
dergabe Oder Aufnahme ausgelost. 



PAPIERKORBBETRIEB (MOT OFF): 
Durch Tastendruck wird der rechte Wickel- 
motor abgeschaltet. 



FADERSTART (FAD. ST): 

Durch Drucken dieser Taste erhalt der Fa- 
derstart die Prioritat uber die Laufwerkfunk- 
tionen PLAY und STOP 
In diesem Betriebszustand sind alle lokalen 
Laufwerk- und Fernsteuerungstasten blok- 
kiert. BeigelosterFaderstart-TasteistderFa- 
derstart blockiert. 



Electrically non-contacting tape tension 
sensors, working on the induction principle, 
control the tape transport electronics to en- 
sure safe tape handling during any operat- 
ing mode. 

An electronic counter with positive and ne- 
gative read-out is standard equipment. It re- 
ceives its count signals from the tape mo- 
tion sensor. 



A sinusoidal drive currentfor both spooling 
motors ensures stable wow and flutter per- 
formance from start to end of a tape reel. 



The electronically interlocked tape trans- 
port logic consists of one large-scale inte- 
grated circuit which stores all internal and 
external commands. Transport functions 
requiring the stop mode before the next 
command can be carried out, are released 
only after the tape has reached standstill. 
This sequence results in smooth tape han- 
dling and ensures agreable operation. 



The control logic indicates each transport 
function by illuminating the corresponding 
push button. All transport functions can be 
fully remote controlled (compatible with 
the ABO remote control). 



In addition the tape transport control logic 
allows the following functions: 



AUTOMATIC (programmable on the 
transport control board): 

The transparent leadertape atthe end of the 
reel activates this command. The recorder 
switches automatically into rewind until the 
transparent leader at the beginning of the 
reel activates either STOR PLAY or RE- 
CORD depending on the program selected. 



DUMP EDITIIMG (MOT. OFF): 

Push button switch disables the right-hand 
spooling motor. 



FADER START (FAD. ST): 

With that push button pressed, fader move- 
ment activates PLAY and STOP functions 
with priority; ail local and remote control 
push buttons are disabled. Fader start is dis- 
abled when thefader start push button is re- 
leased. 



Des tensiometres sans contacts electri- 
ques fonctionnant par induction magneti- 
que controlent lelectronique du transport 
de bande etassurent une manipulation sure 
de la bande dans tous les modes de fonc- 
Tionnement. 

Un compteur electronique faisant partie de 
I equipement standard permet des afficha- 
ges positifs et negatifs du mouvement de la 
bande mesure par ie guide rotatif droit. 

Un signal de commande purement sinusoi- 
dal pour les moteurs porte-bobine assure 
un minimum de pleurage du debut a la fin 
d'une bobine. 

Le systeme logique du controle de tran- 
sport de bande est constitue d'une unique 
circuit integre L.S.I. qui memorise tous les 
ordres de commande internes et externes. 
Les modifications de fonctionnement qui 
necessitent un passage par le mode STOP 
ne sont activees que lorsque la bande se 
trouve a I'arret. Ce type de fonctionnement 
permet une manipulation optimale de la 
bande de meme qu'une utilisation agreable 
et silencieuse. 

La notification du fonctionnement du tran- 
sport de bande se fait de maniere active, 
c'est-a-dire que les lampes des boutons 
poussoir sont commandees par le circuit 
logique. Toutes les fonctions de transport 
sonttelecommandables (compatible avec 
la telecommande du ABO). 

De plus le circuit logique de controle du 
transport de bande permet les fonctions 
suivantes: 

AUTOMATIQUE (programmable sur le 
circuit imprime du controle de transport de 
bande): 

Une amorce transparente en fin de bobine 
active cette fonction, aussitot I'appareil se 
met en rebobinage rapide jusqu'au debut 
de la bande. Lorsque I'amorce transparente 
du debut de bande estatteinte, I'appareil se 
remet automatiquement en mode lecture, 
enregistrement ou arret selon la program- 
mation. 

DEVIDEMEIMT LIBRE (MOT OFF): 

Une pression sur le bouton poussoir MOT. 
OFF permet d'arreter le moteur porte-bobi- 
ne droit. 

DEPART AU POTENTIOMETRE 

(FAD, ST): 

Lorsque ce bouton poussoir est enfonce la 
priorite de commande du transport de ban- 
de pour les fonctions PLAY et STOP est ac- 
cordee a la prise fader start. 

Dans ce mode toutes les fonctions locales 
et telecommandees sont bloquees. 
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PAUSE: 

Durch Drucken der Kurzstopp-Taste wer- 
den alle Betriebszustande unterbrochen; 
diese bleiben abergespeichertund werden 
nach derm Loslassen der Taste wiederfrei- 
gegeben. 

Kurzrepetition ist jederzeit mit der einge- 
bauten Repetitionstaste moglich. Sie lost 
die beiden Funktionsablaufe Ruckspulen 
(beim Drucken) und Wiedergabe (nach 
denn Loslassen) aus. 

Der eingebaute elektronische Bandzahler 
weist folgende Eigenschaften auf: 

Vor- und Ruckwartszahlung. 
Echtwertanzeige fur alle Bandgeschwin- 
digkeiten. 

Sechsstellige Zahlung in Stunden, Minuten 
und Sekunden. 

Funfstellige Anzeige mit Siebensegment- 
LED-Ziffern. 

Die Darstellungsart kann mit einem Bruk- 
kenstecker intern umprogrammiert wer- 
den. 

Mathematische Abbildung: 

0.00.01 / 0.00.00 / -.00.01 . Bei negativen 
Zeiten wird die Stundenziffer in ein Minus- 
zeichen umgewandelt. 

Komplementare Abbildung: 

0.00.01 / 0.00.00 / 9.59.59 . Negative Zei- 
ten werden durch das Komplement darge- 
stellt. 

Der steckbare und neu konzipierte Kopftra- 
ger mit Dreipunkt-Auflage weist eine sehr 
hohe Stabilitat auf. 

Die engen Kopfabstande bieten idealeVor- 
aussetzungen in Bezug auf den Bandlauf 
und den elektronischen Schnitt. Durch den 
Einbau einer Zwischenberuhigungsrolle, 
bzw. eines Pilottonkopfes bei Pilotmaschi- 
nen, konnten die Bandlangsschwingungen 
auf ein absolutes Minimum reduziert wer- 
den. 



Die manuell bedienbaren Kopfabschirmun- 
gen lassen sich bei Schneide-Betrieb 
(EDIT) jederzeit vollstandig versenken. Sie 
sind so angeordnet dass sie beim Umspu- 
len an den Kopfen belassen werden kon- 
nen. 

Cerate mit Sync-Wiedergabe besitzen zu- 
satzlich noch eine identische Abschirmung 
vor dem Aufnahmekopf. 

Die im Flerstellerwerk mit Flilfe von Prazi- 
sionsinstrumenten eingestellte Kopfhohe 
muss auch bei einem Auswechsein der 
Kopfe nicht neu eingesteilt werden, da die 
Distanz zwischen Auflageflache und Kopf- 
spiegel bei alien Kopfen auf exaktdasselbe 
Mass gearbeitet ist. 



PAUSE: 

Pressing the button PAUSE causes all func- 
tions to be interrupted but not cancelled. 
Releasing the push button reactivates the 
selected function. 



The repeat push button permits repetition 
of words or phrases. This button combines 
the functions rewind (depressed) and play 
(released). 



The built-in electronic timer offers the fol- 
lowing features: 

Forward and reverse counting. 

Real time read-out for all tape speeds. 
Counting provides forsixdigits in hours, mi- 
nutes and seconds. 

Five digit read out with 7-segment LED-dis- 
plays. 

Representation is programmable by means 
of a jumper. 

Mathematical display sequence: 

0.00.01 / 0.00.00 / -.00.01 . When display- 
ing negative times, the hour digit changes 
to a minus sign. 

Complementary display sequence: 

0.00.01 / 0.00.00 / 9.59.59 . Negative times 
are displayed by the complement. 



The newly designed and highly stable head 
block is pluggable and features three point 
mounting. 

The magnetic heads are closely spaced, a 
much needed prerequisite for electronic 
editing and exact tape guiding. Longitudi- 
nal tape vibrations (scrape flutter) are kept 
to an absolute minimum by means of an 
anti-scrape flutter roller. This is replaced by 
the pilot tone head on the film sync special 
version. 



For editing, the head shield can be lowered, 
thus permitting access to the head face. 
The mechanics of this arrangement are 
such that the shield may remain over the 
head during fast wind. 

On models with sync playback, an identical 
shield is provided for the record head as 
well. 



The factory aligned head height does not 
need to be readjusted even after head re- 
placement, because all heads are ma- 
chined to the same dimensions between 
core edge and mounting surface. 



PAUSE: 

En pressant le bouton Pause, toutes les 
fonctions sont interrompues mais ne sont 
pas annulees. Le relachement de ce bouton 
reactive lafonction precedemmentchoisie. 



Le bouton poussoir REPEAT permetia repe- 
tition de mots ou de phrases. Ce bouton 
combine les fonctions de rebobinage rapi- 
de (enfonce) et de lecture (position de re- 
pos). 

Le compteur electronique incorpore poss- 
ede les proprietes suivantes: 

Comptage en avant et en arriere. 
Affichage en temps reel a toutes vitesses. 
Affichage a six decimales: heures, minutes 
et secondes. 

(Cinq decimales avec LED a sept seg- 
ments.) 

La sequence d'affichage est programma- 
ble a I'aide d'un pontage. 

Seauence mathematiaue: 

0.00.01/ 0.00.00/ -.00.01. Lors de I'affi- 
chage de temps negatifs, la decimale des 
heures se change en un signe moins. 
Sequence complementaire: 
0.00.01/0.00.00/9.59.59. Les temps ne- 
gatifs sontaffiches par leurs complements. 



Le nouveau porte-tete enfichable s'ap- 
puyant sur trois points offre une excellente 
stability. Lespacement entre les tetes ma- 
gnetiques a ete reduit au minimum de fa- 
con a permettre le montage electronique 
avec un delai tres court et un guidage de 
bande parfait. Les vibrations longitudinales 
de la bande ont ete reduites a un minimum 
absolu a I'aide d'un guide rotatif intertiel; 
celui-ci est remplace par la tete pilote sur 
les machines equipees d'un systeme de 
synchroniation. 

Lors du montage, le blindage destetes peut 
etre abaisse donnant ainsi un libre acces a 
la bande. En bobinage rapide, ce blindage 
peut etre indifferemment utilise en position 
levee ou abaissee. 

Les modeles avec possibilite de lecture 
sync possedent un blindage identique de- 
vant la tete d'enregistrement. 



La hauteur des tetes est ajustee en usine et 
ne necessite aucun reglage meme apres 
avoir change celles-ci. Cela est du au fait 
que les tetes sonttoutes usinees a la meme 
dimension entre le bord des pistes et leur 
surface de base. 
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Die Azimut-Einstellschraube ist nach dem 
Abschrauben der Kopftragerabdeckung 
von oben zuganglich. 

Die eingebaute mechanische Bandschere 
und die auf der Kopftragerabdeckung an- 
gebrachte, auswechselbare Bandklebe- 
schiene ermoglichen ein sauberes und 
schnelles Schneiden und Kleben der Ban- 
der. 

Die auf steckbaren Printplatten zusammen- 
gefasste und in Modultechnik aufgebaute 
Audio-Elektronik ist nach dem Aufkiappen 
der Frontplatte ohne Ausbau der Maschine 
von vorne zuganglich. Damit besteht ein 
leichter Zugang zu den Einstellreglern fur 
Aufnahme, Wiedergabe, Vormagnetisie- 
rung und LED-Aussteuerungs-Spitzenan- 
zeigen. 

Uneingeschrankte Einsatzmoglichkeiten 
bieten; 

Netzspannung umschaltbarzwischen 1 00, 
120, 140, 200, 220, 240 V AC, 50 Oder 
60 Hz. 

Drei Bandgeschwindigkeiten. 

Mit einem Programmstecker kann die Ein- 
gangsempfindlichkeit im Bereiche von 0, 
-10, -20, und -30 dBm eingestellt werden. 
Mit Bruckensteckern konnen die Entzer- 
rungsnormen CCIR und NAB fur alle drei 
Geschwindigkeiten individuell program- 
miert werden. 



1.1.2 

B67 IVIK2 

DieTonbandmaschine B67 MK2 bietet fol- 
gende zusatzliche Moglichkeiten: 

1 . Bessere Zuganglichkeit zu den Tonkop- 
fen fur leichteres Markieren und Reinigen. 

2. Verbesserte Schneidemoglichkeiten; In 
Stopp-Stellung sind die Bandzugsensoren 
blockiert: gleichzeitig wird das Bremsmo- 
ment automatisch reduziert. 

S.Aufhebung der Bandabhebefunktion 
beim Umspulen: Beide Tasten "Vorwarts" 
und "Ruckwarts" mussen gleichzeitig ge- 
druckt werden, um die Aufhebung dieser 
Funktion zu aktivieren. Um diesen Betriebs- 
zustand beizubehalten, muss eine der bei- 
den Umspultasten standig gedruckt blei- 
ben. Bei Verwendung der Fernsteuerung ist 
diese Betriebsart nicht moglich. 

4. Der Abstandzwischen den Wickelmoto- 
ren wurde vergrossert, was die Verwen- 
dung von 282 mm grossen Bandspulen 
(bis 1 000 m Tonband) ermoglicht. 



The azimuth adjustment screw is acces- 
sible after removal of the head block cover. 



Quick and clean editing is facilitated by the 
built-in mechanical tape cutter and the in- 
terchangeble splicing block on the head 
block cover. 



The pluggable amplifier boards are mount- 
ed behind the hinged front cover, whereby 
easy access to the line-up controls of the re- 
cord and reproducing amplifiers as well as 
bias adjustment and LED peak level indica- 
tors is gained. 



Unlimited operational possibilities are pro- 
vided by: 

Mains voltage, selectable between 100, 
1 20, 1 40, 200, 220, 240 V AC, 50 or 60 Hz. 
Three tape speeds. 

Selectable input sensitivity between 0 to 
-10, -20, or -30 dBm, by means of a 
jumper plug. 

Individual programming of CCIR and NAB 
equalization for all 3 speeds with jumper 
plugs. 



1.1.2 

B67MK2 

The B67 MK2 offers the following additi- 
onal features: 

1 . Easier access to the tape heads for better 
marking and cleaning. 

2. Improved editing: 

The tape tension sensors are mechanically 
blocked in stop mode, atthe same time the 
brake moment is automatically reduced. 

3. Tape lifter defeat in wind mode. Both 
push buttons "fast forward" and "rewind" 
must be pressed simultaneaously in order 
to activate the "defeat" function. After this 
initial activation, one push button (<or>) 
must be constantly pressed, to maintain the 
defeat function. This is not possible from 
the remote control. 



4. Spacing of the spooling motors has been 
increased. This allows the use of 282 mm 
(1 1 .1 in.) spools or up to 1000 m (3281 ft) 
of tape. 



La vis de reglage de I'azimut est accessible 
apres demontage du couvercle du porte- 
tete. 

Les ciseaux de bande incorpores et le rail 
interchangeable de collage de bande mon- 
te sur le porte-tetes, permettent un monta- 
ge impeccable et rapide de la bande. 



Les circuits electroniques enfichables sont 
montes derriere le panneau frontal pivotant 
sur des charnieres, ce qui permet un acces 
direct sans demontage de la machine. Les 
reglages de premagnetisation, denregi- 
strement, de lecture et de seuil des LED 
d'indication de surmodulation sont ainsi 
grandementfacilites. 



Les proprietes suivantes conferent du B67 
une souplesse d'utilisation quasiment ine- 
galable: 

Tension d'alimentation selectionnable pour 
100, 1 20,140, 200, 220 ou 240 V AC a 50 ou 
60 Hz. 

Trois vitesses de defilement. 

Sensibilite d'entree selectionnable pour 0, 
-10, -20 ou -30 dB a I'aide d'un pontage. 
Programmation individuelle des egalisa- 
tions NAB ou lEC a I'aide d'un pontage pour 
chacune des trois vitesses. 



1.1.2 

B67 IVIK2 

Lenregistreur B67 MK 2 offre de plus les 
possibilites suivantes: 

1 . Meilleuraccesauxtetespourunmarqua- 
ge et un nettoyage facilite. 

2. Possibilites de montage ameliorees: en 
position STOP les tensiometres sont blo- 
ques et le couple de freinage des bobines 
est automatiquement reduit. 

3. Maintien des guides d'ecartement de 
bande au repos en bobinage rapide: les 
deux touches <et> doiventetre enfoncees 
enmeme temps pour activercettefonction. 
Pour garder ce mode de fonctionnement 
I'une des deux touches doit etre maintenue 
enfoncee. Cette operation ne peut pas etre 
effectuee avec la telecommande. 



4. La distance entre les moteurs de bobina- 
ge a ete augmentee, ce qui permet I'utilisa- 
tion des bobines d'un diametre pouvant at- 
teindre 282 mm (11.1") et nontenant jusqu'a 
1000 metres de bande. 
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Fig. 1.1 



5. Die Bandzug-Einstellregler sind von vor- 
ne zuganglich (neben den Audioreglern). 



6. Die Betriebsart "Aufnahme" wird beim 
Betatigen der Wiedergabetaste unterbro- 

chen. 

7. Papierkorbbetrieb (abgeschalteter rech^ 
ter Wickelmotor) wurde verbessert: 

Der Bandzahler stoppt automatisch (mit 
Bruckenstecker anwahibar). 

Die "Wickelmotoraus" -Funktion kann inje- 
der Betriebsart aktiviert werden. 

8. Die Wiedergabeverstarker besitzen ein 
zusatzliches Filter, um Frequenzen uber 
20 khlz zu bedannpfen. Damit wird der Ge- 
rauschspannungsabstand verbessert. 

9. Die Masse der rechten Umlenkrolle 
(Bandbewegungssensor) wurde reduziert 
und die Umlenkrolle mit einem Kugellager 
versehen. 



5. Tape tension adjustments are accessible 
from top (front next to audio adjustments). 



6. Drop out of record mode when pressing 
play. 



7. Dump editing mode (spooling motor off) 
is improved: 

Counter stops automatically (jumperselec- 
table): motor off can be activated in all 
modes. 



8. Reproduce amplifiers have an additional 
filter which rolls off frequencies above 
20 kHz. This results in a better noise figure. 



9. The timer roller mass has been reduced 
and the roller is equipped with a ball bea- 
ring. 



5. Les reglages de la tension de la bande 
sont accessibles frontalement (a cote des 
reglages audio). 

6. La fonction enregistrement peut etre in- 
terrompue en enfoncant la touche de lec- 
ture. 

7. Le devidement libre (moteur de bobi- 
nage droit arrete) est ameliore; II est possi- 
ble d'arreter le compteurautomatiquement 
(programmable a I'aide d'un pontage). 
Larret du moteur peut se fa ire dans tous les 
modes de fonctionnement. 

8. Les amplificateurs de lecture sont dotes 
d'un f litre qui attenue les frequences supe 
rieures a 20 kHz, ce qui donne un meilleur 
recul du bruit de fond. 

9. La masse de la poulie commandant le 
compteur a ete reduite, de plus cette poulie 
est montee sur un roulement a billes. 
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10. Der Audio-Basisprint wurde komplett 
geandert. Stabilisator und Pilottonverstar- 
ker wurden versetzt 
Folgende Kabelbaume sind steckbar: 
Instrumententrager (2 - Kanal Oder Mono),- 
Mono/Stereo-Schalter, Monitorverstarker, 
Pilottonverbindung. 

Die Stecker befinden sich auf der rechten 
Seite des Basisprintes. 



1 1 . Daszum Netzschalterfuhrende Netzka- 
bel ist direkt auf den Logikprint gelotet Auf 
der Stromversorgung befindetsich eine ko- 
dierte Steckverbindung. 

1 2. Das GerM wurde gemass lEC - Empfeh- 
lungen modifiziert. 



LO 

Arbeitsweise des Pilottonsystems 



Das Pilottonverfahren wird allgemein bei 
getrennter Aufzeichung und Speicherung 
von Bild und Ton angewendet. Der Zweck 
ist eine einfache und stabile Geschwindig- 
keits/Zeit-Beziehung zwischen Bild- und 
Tonaufzeichnungsgeraten zu erhaten. 

Es konnen zwei Aufnahmemethoden ange- 
wendet werden: 

1 . Die Filmkamera ist mit einem NF-Gene- 
rator ausgerustet dessen Frequenz propor- 
tional zur Bildgeschwindgkeit ist 
Vier Bild/Geschwindigkeits-Verhaltnisse 
sind standardisiert: 

30 Bilder pro Sekunde 60 Flz ~ (USA) 

24 Bilder pro Sekunde 60 FIz ~ (USA) 

25 Bilder pro Sekunde 50 FIz (Europa) 
24 Bilder pro Sekunde 50 Fiz ~ (Europe) 




10. The audio basis board has been com- 
pletely modified. The positions of the stabi- 
lizer and of the pilot amplifier have been 
changed. Most wire harnesses are of plug- 
in type and the connectors are easily acces- 
sible on the right-hand side of the basis 
board. 

Connectors are provided for: 

VU meter panel (2 CFI or mono), mono/ste- 
reo switch, safe/ready switch, monitor am- 
plifier, pilot tone connection. 

1 1 . The power cable to the mains switch is 
soldered onto the logic board. A coded 
connection is provided atthe powersupply. 



12. The recorder has been modified ac- 
cording to the lEC recommendations. 



1.1.3 

Operating principles of the pilot tone 
system 

Generally, pilottone systems are employed 
when picture and sound date have to be re- 
corded on separate media. The purpose is 
to maintain a simple and constant speed/ti- 
me relationship between picture and sound 
recording units. 

Two recording methods can be used: 



1 . The movie camera isfitted with an AF ge- 
nerator whose frequency is proportional to 
the frame speed. 

Four frame/speed ratios are standardized; 



30 frames per second 60 Flz (USA) 

24 frames per second 60 FIz ~ (USA) 

25 frames per second 50 FIz ~ (Europe) 
24 frames per second 50 FIz ~ (Europe) 



1 0. Le module audio de base a ete comple- 
tement modifie. Les emplacements du sta- 
bilisateur et de I'amplificateur pilote ont ete 
changes. 

Les connections suivantes sont enfichables 
avec cable: 

Panneau VU-metre (2 canaux ou mono), 
interrupteur mono/stereo, amplificateur de 
pre-ecoute, connection du circuit pilote. 
Les connecteurs se trouvent sur le cote droit 
du circuit imprime. 

1 1 . Le cable d'alimentation arrivanta I'inter- 
rupteur d'arret/marche est soude directe- 
ment sur le circuit imprime de la logique. Le 
branchement de I'alimentation est repere. 

1 2. Lenregistreur est conforme aux specifi- 
cations lEC. 



1.1.3 

Principe de fonctionnement dy syste- 
me pilote 

Le systeme pilote s' utilise habituellement 
lorsque I'image et le son sont enregistres 
sur des supports differents. Son but est de 
fixer une relation simple et constante entre 
la Vitesse de prise de vue et prise de son. 
A I'enregistrement, deux methodes peu- 
vent etre employees: 



1 . La camera cinema est munie d'un gene- 
rateur de signal electrique dont la frequen- 
ce de sortie est proportionelle a la vitesse 
de prise de vue, 

Quatre rapports sont standardisees: 

30 images par seconder 60 F^Z'~ (USA) 

24 images parseconde-^60 Flz~ (USA) 

25 images parseconde'^50 Flz~ (Europe) 
24 images par seconde 50 Ffz — (Europe) 



Fig. 1.2 
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Das NF-Signal der Kamera wird derm Ton- 
aufzeichnungsgerat zugefuhrt und von die- 
sem auf einer separaten Tonspur aufge- 
zeichnet (Pilotspur). 

Diese Methode ist heute kaum mehr in Ge- 
brauch. 

2. Die Bildgeschwindigkeit der Filnnkame- 
ra wird von einem externen Signal ge- 
steuert. Dessen Frequenz wird von einem 
Quarzoszillator geliefert und kann durch 
entsprechende Frequenzteilung in die ge- 
wunschte Bildfrequenz von 30, 25 Oder 24 
Bildern/s umgewandelt werden. 

Im Tonaufzeichnungsgerat ist ebenfalls ein 
Quarzoszillator mit Frequenzteiler einge- 
baut. Dessen Arbeitsfrequenz kann auf 50 
Oder 60 FIz eingestellt werden und das ent- 
sprechende Signal wird auf der Pilotspur 
aufgezeichnet. 

Die enge Toleranz und die hohe Stabilitat 
von Quarzoszillatoren erlauben eine Zeit- 
synchronisation mit einer Genauigkeit von 
besser als ±V 2 Bild in 30 Minuten (zwi- 
schen beiden Geraten), d. h. Af/f^ 1 0~^. 

Dies ist eine moderne und einfach zu ge- 
brauchende Methode, die ausgezeichnete 
Ergebnisse liefert und die heute allgemein 
gebrauchlich ist. 

Es existieren wenigstens 3 Mbglichkeiten, 
ein Pilotsignal aufzuzeichnen: 

1. Bei Verwendung eines 2-Spurgerates 
kann das Pilotsignal auf einer der Tonspu- 
ren aufgezeichnet werden. 

2. Fur Vollspur-Mono-Aufnahmen ist spe- 
ziell das NEOPILOT® -System geeignet. 



3. FurStereo-Aufnahmen bietetdasFM-Pi- 
lottonsystem (NAGRASYNC®) eine prakti- 
sche Losung. 

Beim NEOPILOT®-System wird das Pilotsi- 
gnal auf 2 schmale Spuren von je 0,45 mm 
Breite aufgezeichnet. Diese beiden Pilot- 
spuren sind gegenphasig angeordnet und 
liegen auf der normalen Tonspur (Vollspur- 
Mono). Bei dieser Anordnung werden die 
magnetischen Komponenten des Pilotsi- 
gnals am Luftspaltdes Audio-Wiedergabe- 
kopfes automatisch aufgehoben. In ahnli- 
cher Weise werden vom Pilotkopf aufge- 
nommene Anteile des Audiokanals durch 
Phasenumkehrung geloscht (Ubersprech- 
dampfung ^ 14dB). 



The camera AF signal is then forwarded to 
thetape recorderand recorded on a special 
track (pilot track). 

This method is nowadays nearly obsolete. 



2. The camera frame speed is controlled by 
an external signal whose frequencey is de- 
rived from a crystal (quartz) oscillator. This 
frame speed can be chosen to be 30, 25 or 
24 frames per second by appropriate fre- 
quency division. 



A quartz oscillator with divider is also built 
into the tape recorder, Its output frequency 
can be selected to be either 50 or 60 FIz and 
the corresponding signal is recorded onthe 
pilot track. 



The high stability of quartz oscillators al- 
lows a time synchronism with a resolution 
(between both units) better than ± 1/2 frame 
within 30 minutes of movie shooting, i. e.: 
Af/f^10-5. 

This method is modern, straightforward to 
use and delivers efficient results. It's the 
most employed method today. 



There are at least 3 possibilities to record a 
pilot signal: 

1 . If a two track tape recorder is used, the 
pilot signal can be recorded on one of the 
audio tracks. 

2. For monophonic full track recordings, 
the NEOPILOT® system is especially well 
suited. 

3. For stereophonic recordings, the FM pi- 
lot system (also known as NAGRASYNC®) 
is very efficient. 

The NEOPILOT® system performs the re- 
cording of the pilot signal on 2 thin tracks 
(0.45 mm each) which are in phase opposi- 
tion and are laid over the normal audio 
track (mono, full track). With this configura- 
tion, the magnetic components of the pilot 
signal are automatically phased out in front 
of the audio reproduce head gap. In a simi- 
lar manner, the audio signals which are in- 
duced in the pilot reproduce head are can- 
celed by electrical rephasing of both pilot 
tracks (crosstalk^ 14dB). 



Le signal ainsi produit par la camera est 
transmis a I'enregistreur audio par un fil et 
enregistre sur une piste reservee a cet effet 
(piste pilote). 

Ce systeme est aujourd'hui tres peu utilise. 



2. La Vitesse de rotation du moteur de la ca- 
mera cinema est controlee par un signal 
electrique dont la frequence est donnee par 
un oscillateur a quartz. Cette vitesse peut 
etre fixee a 30, 25 ou 24 images par secon- 
des par une division adequate de la fre- 
quence fondamentale. 

Un oscillateur a quartz avec diviseur est 
egalement monte dans I'enregistreur au- 
dio. Sa frequence de sortie peut etre de 50 
ou de 60 F^z. Le signal ainsi fourni peut etre 
enregistre sur la piste pilote. 



La haute stabilite naturelle des oscillateurs 
a quartz permet d'obtenir une synchronisa- 
tion temporelle entre les deux appareils 
meilleure que ± 1/2 image d'ecart en 30 mi- 
nutes, c'est a dire: Af/f ^ 1 0“^. 

Cette metheode moderne simple et effica- 
ce est aujourd'hui preque toujours em- 
ployee. 



A la prise de.son il y a 3 manieres d'enregi- 
strer le signal pilote: 

1 . Sur I'une des pistes audio lorsque I'enre- 
gistreur est un modele 2 pistes. 



2. Avec le systeme NEOPILOT® pour les 
enregistrementsmonophoniquespleine pi- 
ste. 

3. Avec le systeme FM-pilot ou 
NAGRASYNC® pour les enregistrements 
stereophoniques. 

Le systeme NEOPILOT® est base sur I'enre- 
gistrement du signal pilote a I'aide de deux 
fines pistes (de 0,45 mm chacune) en op- 
position de phase qui se trouvent superpo- 
sees au signal audio normal (pleine piste). 
Ainsi, lors de la lecture les composantes 
magnetique du signal pilote s'annulent au 
niveau de I'entrefer de la tete de lecture au- 
dio. De meme, les signaux electriques en 
phase produits par la diaphonie de la piste 
audio sur la tete de lecture pilote sent annu- 
les lors de I'inversion de phase electrique 
permetteant la restitution du signal pilote 
(diaphonie ^ 14dB). 
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Zur Wiedergabe und zum Schneiden von 
Bild und Ton muss das Audiosignal vom 
Tonband auf einen magnetischen Film 
ubertragen werden, 2 Mbglichkeiten erlau- 
ben die Synchronisierung des V4"Tonband- 
gerates mit dem magnetischen Filmauf- 
zeichnungsgerat: 

1 . Die Geschwindigkeit des magnetischen 
Filmaufzeichnungsgerates wird von einem 
externen Signal gesteuert. Das Steuersi- 
gnal kann das vom V4" Tonbandgerat wie- 
dergegebene Pilottonsignal sein. 

2. Die Geschwindigkeit des magnetischen 
Filmaufzeichnungsgerates wird mit Flilfe 
der Netzfrequenz gesteuert (synchroner 
Motorlauf). 

Die Geschwindigkeitdes V4"Tonbandgera- 
tes muss so gesteuert werden, dass das 
wiedergegebene Pilottonsignal phasen- 
starr mit der Netzfrequenz synchronisiert 
ist. Dies wird durch das Nachsteuersystem 
erreicht. 



For replay and editing of picture and sound, 
the recorded audio signal has to betransfe- 
red onto a magnetic film. There are 2 possi- 
ble methods to synchronize the V 4 " tape re- 
corder/reproducer and the magnetic film 
recorder: 



1 . The speed of the magnetic film recorder 
is externally controlled. The control signal 
may be the recorded pilotsignal ofthetape 
recorder/reproducer. 



2. The speed of the magnetic film recorder 
is controlled by the mains frequency (syn- 
chronous motor drive). 

The V 4 " tape recorder/reproducer should 
thus adapt its speed so thatthe reproduced 
pilot signal is phase-locked with the mains 
frequency. This task is performed by the 
synchronizer. 



Pour la reproduction, le son enregistre sur la 
bande lisse Va” doit etre transcrit sur un film 
magnetique perfore. Pour synchroniser le 
lecteur de bande et I'enregistreurfilm, deux 
methods sent possibles: 



1 . La Vitesse dedefilementdel'enregistreur 
film-magnetique est controlable par un si- 
gnal externe. Celui-ci est fourni par la piste 
pilote du lecteur de bande lisse. 



2. La Vitesse de defilement de I'enregistreur 
film-magnetique est gouvernee par la fre- 
quence du reaeau d'alimentation secteur 
(moteur synchrone). 

Le lecteur de bande lisse doit alors adapter 
sa Vitesse de facon a ce que le signal pilote 
lu soit en phase avec la tension secteur. Cet- 
te fonctionest realiseeparlesynchroniseur. 
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1.2 

VARiArMTEry 

B67-1 IV!K2 

1.167.531.00 

Tragbares Gerat fur 6,25 mm-Tonband. 
Vollspur. Laufwerk-Abdeckung mit einge- 
bautem Monitorlautsprecher. 

B67-0.75MK2 

1.167.534.00 

TragbaresGeratfur6,25 mm-Tonband. Ste- 
reo, mit 0,75 mm-Trennspur. Laufwerk-Ab- 
deckung mit eingebautem Monitorlaut- 
sprecher. 



B67-1-PIVfK2 

1.167.535.00 

Tragbares Gerat fur 6,25 mm-Tonband. 
Vollspur, mit Neopilotton. Laufwerk-Ab- 
deckung mit eingebautem Monitorlaut- 
sprecher. 



1.2 

VERSIOfMS 

B67-1 MK2 

1.167.531.00 

Portable recorder for VT' tape. Full track. 
Tape transport cover with built-in monitor 
loudspeaker. 

B67-0.75MK2 

1.167.534.00 

Portable recorder for V 4 " tape. Stereo with 
0.75 mm track separation. Tape transport 
cover with built-in monitor loudspeaker. 



B67-1-PMK2 

1.167.535.00 

Portable recorderforVT' tape. Fulltrackwith 
neopilot tone. Tape transport cover with 
built-in monitor loudspeaker. 




B67-1 MK2 

B67-0.75MK2 

B67-1-PMK2 



1.2 

VERSiOIMS 

B67-1 !V1K2 

1.166.531.00 

Enregistreur transportable pour bande vV 
Pleine piste. Flaut-parleurde monitoring in- 
corpore au mecanisme de transport. 

B67-~0.75!VIK2 

1.167.534.00 

Enregistreur transportable pour bande v/'. 
Stereo avec 0.75 mm de separation entre 
les pistes audio. Flaut-parleur de moni- 
toring incorpore au mecanisme de trans- 
sport. 

B67-1-PfV!K2 

1.167.535.00 

Enregistreur transportable pour bande v/. 
Pleine piste avec systeme NEOPILOT®. 
Flaut-parleur de monitoring incorpore au 
mecanisme de transport. 
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B67»2-Z00iVlK2 

1.167.532.00 

Tragbares GerMfur 6,25 mm -Ton band. Ste- 
reo/2-Spur, mit 2 mm-Trennspur. Spur- 
wahlschalter (uberlappender Loschkopf). 
Laufwerk-Abdeckung mit eingebautem 
Monitorlautsprecher. 



B67-2-2.00MK2 

1.167.532.00 

Portable recorder for ^/a tape. Stereo/2 
track with 2 mm track separation. Separate 
erase facilities of track 1 or 2 (overlapping 
erase head). Tape transport cover with 
built-in monitor loudspeaker. 



B67-2--2.00IVIK2 

1.167.532.00 

Enregistreur transportable pour bande Va . 
Stereo / deux pistes avec 2 mm de separa- 
tion entre les pistes audio. Possibility d'effa- 
cementsepare de la piste 1 ou 2 (tete d effa- 
cement recouvrante). Haut-parleur de mo- 
nitoring incorpore au mecanisme de trans- 
sport. 




B67-2-2.00MK2 



B67-0.75~SfVIK2 

1.167.533.00 

Tragbares Geratfur 6,25 mm Tonband. Ste- 
reo, mit 0,75 mm-Trennspur. Vollspurlo- 
schung, Mono/Stereo-Umschaitung. Lauf- 
werkabdeckung miteingebautem Monitor- 
lautsprecher. 



B67^0.75"SMK2 

1.167.533.00 

Portable recorder for Va tape. Stereo with 
0.75 mm track separation. Full track era- 
sure, mono/stereo switch. Tape transport 
cover with built-in monitor loudspeaker. 



B67-0.75-SMK2 

1.167.533.00 

Enregistreur transportable 'a". Stereo avec 
0.75 mm de separation entre les pistes au- 
dio. Effacement pleine piste, commutable 
mono /stereo. Haut-parleur de monitoring 
incorpore au mecanisme de transport. 
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Fig. 1.2.3 
B67-0.75-SMK2 



B67-1-VUMK2 

1.167.537.00 

Tragbares Gerat fur 6,25mnr!-Tonband. 
Vollspur, mit eingebautem VU -Meter-Pa- 
nel. Laufwerk-Abdeckung nnit eingebau- 
tem Monitorlautsprecher. 



B67-1-VUfVlK2 

1.167.537.00 

Portable recorder for 14" tape. Full track, 
with built-inVU-meter panel. Tape transport 
cover with built-in monitor loudspeaker. 



B67-1--VU IViK2 

1.167.537.00 

Enregistreur transportable pour bande 
Pleine piste, avec panneauVU-metre. Flaut 
parleur de monitoring incorpore au meca 
nisme de transport. 




Fig. 1.2.4 
B67-1-VU MK2 
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B67-2-2.00-VU IV1K2 
1J67.53a00 

Tragbares Geratfur 6,25 mm -Ton band. Ste- 
reo/2 -Spur, mit 2 mm-Trennspur. Spur- 
wahlschalter (uberlappender Loschkopt). 
Eingebautes VU -Meter-Panel. Laufwerk- 
Abdeckung mit eingebautem Monitorlaut- 
sprecher. 



B67-0.75-VUMK2 

1.167.539.00 

Tragbares Geratfur 6,25 mm-Tonband. Ste- 
reo, mit 0,75 mm-Trennspur. Eingebautes 
VU-Meter-Panel. Laufwerk-Abdeckung mit 
eingebautem Monitorlautsprecher. 



B67-2-2.00-VU MK2 

1.167.538.00 

Portable recorder for V 4 " tape. Stereo/2 
track with 2 mm track separation. Separate 
erase facilities of track 1 or 2 {overlapping 
erase head). Built-in VU -meter. Tape trans- 
port cover with built-in monitor loudspeak- 
er. 



B67-0.75-VU MK2 

1.167.539.00 

Portable recorder for V 4 " tape. Stereo with 
0.75 mm track separation. Built-in VU-me- 
ter panel. Tape transport cover with built-in 
monitor loudspeaker. 




B67-2-2.00-VU MK2 
B67-0.75-VU MK2 



B67-2-2.00-VU MK2 

1.167.538.00 

Enregistreur transportable pour bande v/'. 
Stereo / 2 pistes avec 2 mm de separation 
entre les pistes audio. Possibilite d'eftace- 
ment separe de la piste 1 ou 2 (tete d'efface- 
ment recouvrante). VU-metres incorpores. 
Haut-parleur de monitoring incorpore au 
mecanisme de transport. 

B67-0.75-VU MK2 

1.167.539.00 

Enregistreur transportable pour bande 'a". 
Stereo avec 0.75 mm de separation entre 
les pistes audio. Panneau VU-metres incor- 
pore. Haut-parleurde monitoring incorpore 
au mecanisme de transport. 
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B67-0.75-S-VU IV1K2 

1.167.540.00 

Tragbares Geratfur 6,25 mm-Tonband. Ste- 
reo, mit 0,75 mm Trennspur. Vollspurlo- 
schung, Mono/Stereo-Umschaltung. Ein- 
gebautes VU -Meter-Panel. Laufwerkab- 
deckung mit eingebautem Monitorlaut- 
sprecher. 



B67-0.75-S-VU IV1K2 

1.167.540.00 

Portable recorder forV4" tape. Stereo with 
0.75 mm track separation. Full track erasu- 
re, mono/stereo switch. Built-in VU-meter 
panel. Tape transport cover with built-in 
monitor loudspeaker. 



B67~0.75-S--VU IVIK2 

1.167.540.00 

Enregistreur transportable pour bande v/'. 
Stereo avec 0.75 mm de separation entre 
les pistes audio, httacement pleine piste, 
commutation mono /stereo. PanneauVU- 
metre incorpore. Haut-parleur de moni- 
toring incorpore au mecanisme de trans- 
port. 




Fig. 1.2.6 

B67-0.75-S-VU MK2 
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B67-K-1-VUMK2 

1J67S4Z00 

Geratfur 6,25 mm-Tonband, in Konsole ein- 
baubar. Vollspur, mit VU -Meter- und Moni- 
torpanel oberhalb des Laufwerkes. 



B67-K-1-PVUMK2 

1.167.545.00 

Geratfur 6,25 mm-Tonband, in Konsole ein- 
baubar. Vollspur, mit Neopilotton. VU-Me- 
ter-Panel mit Monitor oberhalb des Lauf- 
werkes. 



B67-K-1-VUMK2 

1.167.542.00 

Recorderfor W' tape, chassisversion forin- 
stallation into a console. Full track, with VU- 
meter and monitor panel above tape trans- 
port. 

B67-K-1-PVUMK2 

1.167.545.00 

Recorder for Va tape, chassis version for 
installation into a console. Full track with 
neopilottone.VU-meter panel with monitor 
above tape transport. 





Fig. 1.2.7 
B67-K-1-VU MK2 
B67-K-1-PVU MK2 



B67-K-1-VU MK2 

1167.542.00 

Enregistreurpour bande va . version chassis 
pour montage en console. Pleine piste avec 
panneau VU -metre et haut-parleur de mo- 
nitoring au-dessus du transport de bande. 

B67>-K-1-P-VU MK2 

1.167.545.00 

Enregistreurpourbande 1 / 4 ", version chassis 
pour montage en console. Pleine piste avec 
sy Sterne NEOPILOT®. Panneau VU -metre 
avec haut-parleur de monitoring au-dessus 
du transport de bande. 
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B67-K-2-2.00-VU MK2 

1.167.543.00 

Geratfur 6,25 mm-Tonband, in Konsole ein- 
baubar. Stereo/2-Spur, mit 2mm-Trenn- 
spur. Spurwahlschalter (uberlappender 
Lbschkopf). VU-Meter-Panel mit Monitor 
oberhalb des Laufwerkes. 



B67-K-0.75-VU IVIK2 

1.167.544.00 

Geratfur 6,25 mm-Tonband, in Konsole ein- 
baubar. Stereo, mit 0,75 mm-Trennspur. 
VU-Meter-Panel mit Monitor oberhalb des 
Laufwerkes. 



B67-K-2-2.00-VU IVIK2 

1.167.543.00 

Recorder for Va" tape, chassis version for 
installation into a console. Stereo/2 track 
with 2 mm track separation. Separate erase 
facilities of track 1 or 2 (overlapping erase 
head). VU -meter panel with monitor above 
tape transport. 



B67-K-0.75-VU IVIK2 

1.167.544.00 

Recorder for W' tape, chassis version for 
installation into a console. Stereo with 
0,75 mm track separation. VU-meter panel 
with monitor above tape transport. 





Fig. 1 .2.8 

B67-K-2-2.00-VU MK2 
B67-K-0.75-VU MK2 



B67-»K-2-2.00~VU MK2 

1.167.543.00 

Enregistreur pour bande 1 / 4 ", version chassis 
pour montage en console. Stereo / 2 pistes 
avec 2 mm de separation entre les pistes 
audio. Possibility d'effacement separe des 
pistes 1 ou 2 (tete recouvrante). Panneau 
VU-metres avec haut-parleur de monitor- 
ing au-dessus du transport de bande. 

B67-K-0.75-VU IV1K2 

1167.544.00 

Enregistreur pour bande V 4 ", version chassis 
pour montage en console. Stereo 0.75 mm 
de separation entre les pistes audio. Pan- 
neau VU-metres avec haut-parleur de mo- 
nitoring au-dessus du transport de bande. 
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B67^K-0.75~S»VUMK2 

1.167.546.00 

Geratfur 6,25 mm-Tonband, in Konsole ein- 
baubar. Stereo, mit 0,75 mm-Trennspur. 
Vollspurlbschung, Mono/Stereo-Unnschal- 
tung. VU -Meter-Pane I mit Monitor ober- 
haib des Laufwerkes. 



B67-K-0.75-S-VU MK2 

1.1 67.546.00 

Recorder for V4" tape, chassis version for 
installation into a console. Stereo with 
0.75 mm track separation. Full track era- 
sure, mono/stereo switch. VU-meter panel 
with monitor above tape transport. 
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B67»™K™0.75-™S-™VU MK2 

1,167.546.00 

Enregistreur pour bande 1 / 4 ", version chassis 
pour montage en console. Stereo avec 
0.75 mm de separation entre les pistes au- 
dio. Effacement pleine piste, commutation 
mono /stereo. Panneau VU-metres avec 
haut-parleur de monitoring au-dessus du 
transport de bande. 



Fig. 1.2.9 

B67-K-0.75-S-VU MK2 
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B67-K-1-PISI-VUiyfK2 
1J 67,547.00 

Geratfur 6,25 mm-Tonband, in Konsole ein- 
baubar. Vollspur mit Pilottonnachsteue- 
rung. VU-Meter-Panel nnit Monitor ober- 
halb des Laufwerkes. 



B67-K~1-PIM-VUiV!K2 

1.167.547.00 

Recorder for V 4 " tape, chassis version for 
installation into a console. Full track with pi- 
lot tone tollow-up system. VU-meter panel 
with monitor above tape transport. 



B67-»K--1--PI\I--VU IV1K2 
1167.547.00 

Enregistreur pour bande 1 / 4 ", version chassis 
pour montage en console. Pleine piste avec 
systeme NEOPiLOT® etsynchroniseur. Pan- 
neau VU-metre avec haut-parleur de moni- 
toring au-dessus du transport de bande. 
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Fig. 1.2.10 

B67-K-1-PN-VU MK2 





)¥y©[i[^ 



B67fyiK2 



SECTfOIM 1/18 



B67-2-2.00-VU-SYriC IV1K2 

1.167.548.00 

Tragbares GerM fur 6,25 mm-Tonband. Ste- 
reo/2-Spur, mit 2 mm-Trennspur, Spur- 
wahlschalter (uberlappender Loschkopf). 
Eingebaute Sync-Verstarker und VU-Me- 
ter-Panel. Laufwerkabdeckung mit einge- 
bautem Monitorlautsprecher. 



B67-2-2.00-VU-SYf\IC IV1K2 

1.167.548.00 

Portable recorder for Va" tape. Stereo/2 
track with 2 mm track separation. Separate 
erase facilities of track 1 or 2 (overlapping 
erase head). Built-in sync amplifiers and 
VU -meter panel. Tape transport cover with 
built-in monitor loudspeaker. 




B67-2-2.00-VU-SYNC MK2 



B67-2-2.00™VU-»SYNC IVIK2 

1167.548.00 

Enregistreur transportable pour bande v/'. 
Stereo / 2 pistes avec 2 mm de separation 
entre les pistes audio. Possibilite d'efface- 
ment separe des pistes 1 ou 2 (tete d'eff a ce- 
ment recouvrante). Amplificateurs de lec- 
ture SYNC incorpores. Avec panneau VU- 
metres et haut-parleurde monitoring incor- 
pores au mecanisme de transport. 
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B67-K»2-2.00"VU^SYNC IV1K2 

1.167.549.00 

Geratfur6,25 mm-Tonband, in Konsoleein- 
baubar. Stereo/2-Spur, mit 2mm-Trenn- 
spur, Spurwahlschalter (uberlappender 
Loschkopf). Eingebaute Sync-Verstarker. 
VU-Meter-Panel mit Monitor oberhalb des 
Laufwerkes. 



Fig. 1.2.12 

B67-K-2-2.00-VU-SYNC MK2 



1.3 

ZUBEHOR 

1.3.1 

Konsole "Universal" 

Bemerkung: 

Es ist nicht moglich, ein tragbares B67 
Magnettongerat in eine Konsole mit VU- 
Meter-Panel oberhalb des Laufwerkes ein- 
zubauen (Kabelbaum!). 



B67-K-2-2.00-VU-SYIMC IV1K2 

1.167.549.00 

Recorder for W' tape, chassis version for 
installation into a console. Stereo/2 track 
with 2 mm track separation. Separate erase 
facilities of track 1 or 2 (overlapping erase 
head). Built-in sync amplifiers. VU-meter 
panel with monitor above tape transport 



1.3 

ACCESSORIES 

1.3.1 

Console "Universal" 

Note: 

It is not possible to convert a portable B67 
recorder into a console model with VU- 
meter panel above the tape transport (wire 
harness!) 
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B67-K-2-2.00-VU~SYi\iC IVIK2 

1.167.549.00 

Enregistreur pour bande 1 / 4 ", version chassis 
pour montage en console. Stereo / 2 pistes 
avec 2 mm de separation entre les pistes 
audio. Possibility d'effacement separe des 
pistes 1 ou 2 (tete d'effacement recouvran- 
te). Amplificateurs de lecture SYNC incor- 
pores. Panneau VU -metres avec haut-par- 
leur de monitoring au-dessus du transport 
de bande. 



1.3 

ACCESSOIRES 

1.3.1 

Console universelle 

Remarque; 

II n'est pas possible de convertir un enregis- 
treur transportable B67 en modele de con- 
sole avec panneau VU-metre au-dessus du 
transport de bande (fils de connections). 
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Bei der Konsole "Universal" handelt es sich 
um das gleiche Modell, in das die 1 69/269 
Mischpulte sowie gewisse Typen der ABO 
Baureihe eingebaut warden konnen. 

Sie ist in je drei verschiedenen Bauhdhen, 
mit Gleitern Oder mit Schwenkrollen, 
erhaltlich: 



Mit Gleitern: 



Hohe 780 mm, Besteil 


Nr. 


20.020.201 


.10 


Hohe 840 mm, Besteil 


Nr. 


20.020.201 


.11 


Hohe 900 mm, Besteil 


Nr. 


20.020.201 


.12 


Mit Schwenkrollen; 








Hohe 840 mm, Besteil 


Nr. 


20.020.201 


.15 


Hohe 900 mm, Besteil 


Nr. 


20.020.201 


.16 


Hohe 960 mm, Besteil 


Nr. 


20.020.201 


.17 



1.3.2 

Ablagetablar mit Monitorlautsprecher 

komplett mit Kabel furKonsolenausfuhrung 
Besteil Nr. 1.167.625.00 



Das Ablagetablar mit Monitorlautsprecher 
kann in die Universalkonsole gesteckt war- 
den; es ist jedoch nur fur Gerate ohne VU- 
Meter-Panel geeinget 



Ein zusatzlich erhaltiches Ablagetablar 
ohne Monitorlautsprecher, Besteil 
Nr. 1 .038.484.00 lasst sich zu jeder Univer- 
salkonsole (ohne Panelaufbau) verwenden. 



1.3.3 

Laufwerk-Fernsteuerung 

Die Laufwerk-Fernsteuerung erlaubt die 
Fernbedienung der Laufwerkfunktionen. 
Sie lasst sich so programmieren, dass ent- 
weder die eingebauten Taste n Oder die 
Fernsteuertasten Prioritat haben. 

Alle Funktionen warden von der Laufwerk- 
elektronik ruckgemeldet. Es durfen mehre- 
re Fernsteuerungen, abernureine mitRuck- 
meldelampen an die B67 angeschlossen 
warden. 



Die Laufwerk-Fernsteuerung ist in einem 
Hoizgehause eingebaut erhaltlich: 

Besteil Nr. 10.403.001.01; 

ein Verbindungskabel mit 15m Lange ge- 

hortzu diesem Gerat: 

Besteil Nr. 10.403.003.01 

Die Fernsteuerng ist auch als Einbaugerat 
erhaltlich: 

Besteil Nr. 10.403.001.11; 

dazu gehort das Verbindungskabel mit 

1 5 m Lange: 

Besteil Nr. 10.403.003.05 



This console "Universal" is the same type 
used forthe 1 69/269 mixers and for certain 
types of the A80 master recorder. 

It is available with floor sliders or with cas- 
tors in three different heights respectively: 



With floor sliders: 

Height 780 mm, order no. 20.020.201 .10 
Height 840 mm, order no. 20.020.201 .1 1 
Height 900 mm, order no. 20.020.201.12 

With castors: 

Height 840 mm, order no. 20.020.201 .15 
Height 900 mm, order no. 20.020.201 .16 
Height 960 mm, order no. 20.020.201.17 

1.3.2 

Reel shelf with monitor loudspeaker 

complete with cable for console; 

Order no. 1.167.625.00 



The reel shelf with monitor loudspeaker is 
suited to the universal console but only to 
recorders without VU -meter panel. 



Another reel shelf without monitor loud- 
speaker, order no. 1 .038.484.00, suited to 
all universal consoles (without panel above 
tape transport) is also available. 



1.3.3 

Tape transport remote control 

The tape transport remote control allows to 
remotely operate all tape transport func- 
tions. It is programmable; Eitherthe internal 
buttons or the remote control buttons may 
have priority. 

The tape transport control logic indicates 
back all transport functions to the appropri- 
ate lamps of the remote control. Several re- 
mote controls may be connected to one 
B67 recorder but only one unit with indica- 
tion lamps! 



The tape transport remote control is avail- 
able in a wooden cabinet: 

Order no. 10.403.001.01; 
a connection cable with a length of 15 m 
(approx. 33 ft.) belongs to this unit: 

Order no. 10.403.003.01 

The tape transport remote control is also 
available as a built-in unit: 

Order no. 10.403.001.11; 
a connection cable with a length of 15m 
(50ft.) belongs to this unit: 

Order no. 1 0.403.003.05 



Cette console universelle est du meme ty- 
pe que celles utilisees pour les consoles de 
mixage 1 69/269 et pour certains meddles 
d'enregistreurs de la serie ABO. 

File est disponible en trois hauteurs diffe- 
rentes avec des roulettes pivotantes ou des 
patins ajustables: 

Avec patins; 

Haul 780 mm, numero 20.020.201.10 
Haul 840 mm, numero 20.020.201.11 
Haul 900 mm, numero 20.020.201.12 

Avec roulettes pivotantes: 

Haul 840 mm, numero 20.020.201.15 
Haul 900 mm, numero 20.020.201.16 
Haul 960 mm, numdro 20.020.201.17 

1.3.2 

Etagdre de rangement avec haut- 
parleur de monitoring 

Complete avec cable debranchementpour 
modele en console; numero de commande 
1.167.625.00 

Letagere de rangement avec haut-parleur 
de monitoring est etudiee pour s'utiliser 
avec la console universelle mais pas avec 
les enregistreurs possedant un panneau 
VU-metre. 

Une autre etagere de rangement sans haut- 
parleur de monitoring est disponible pour 
I'installation surtoutes les consoles univer- 
selles sans panneau VU-metre; numero de 
commande 1.038.484.00. 

1.3.3 

Tdl^commande du transport de bande 

La telecommande permet de commander 
a distance toutes les fonctions du transport 
de bande. File est programmable: la priorite 
peut §tre accordee soit aux boutons de 
commande interne, soit aux boutons de la 
telecommande. 

Toutes les fonctions sont quittancees par le 
circuit electronique de commande du 
transport de bande. II est possible de con- 
necter plusieurs telecommandes a un seui 
B67, mais seulement Tune d'entre elle peut 
etre munie de lampes de controle. 

Cette telecommande est livrable dans un 
boTtier en bois: 

Numero de commande 10.403.001.01 
un cable de connection d'une longueur de 
15m complete cet accessoire: 
numdro de commande 10.403.003.01 

La telecommande est egalement disponi- 
ble en chassis pour montage subsequent: 
numero de commande 10.403.001.11 
un cable de connection d'une longueur de 
15 metres complete cet accessoire; 
numero de commande 10.403.003.05. 
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1.3.4 

Vari-Speed-Steuerung 

Die Tonmotor-Nachsteuerung erlaubt die 
ferngesteuerte Veranderung der Bandge- 
schwindigkeitbiszu einerTonhohenabwei- 
chung von ±7 Halbtonen. 



Die Vari-Speed-Steuerung ist in einem 
Hoizgehause eingebaut erhaltlich; 

Bestell Nr. 10.403.002.01; 

ein Verbindungskabel mit 15 m Lange ge- 

hort zu diesem Gerat; 

Bestell Nr. 10.403.003.03 



Die Vari-Speed-Steuerung ist auch als Ein- 
baugerat erhaltlich: 

Bestell Nr. 10.403.002.11; 

dazu gehort das Verbindungskabel mit 

1 5 m Lange: 

Bestell Nr. 10.403.003.07 

Zur Tonmotor-Fernsteuerung gehort ein 
Nachsteuerprint, der in die B67 eingebaut 
warden muss: 

Bestell Nr. 1.167.780.00 



Zusatzlich ist ein Vari-Speed-Bausatz mit 
dem Print 1.167.780.00 und einem 10- 
Gang-Potentiometer inkL alles Zubehor 
1.167.781 erhaltlich: 

Bestell Nr. 20.020.102.02 



1.3.5 

Adapter fur Offenwickel 

Beim Gebrauch der flanschlosen Wickel- 
kerne (DIN 45 51 5) wird ein Adapter (Band- 
teller) benotigt: 

Bestell Nr. 1,013.046.00 

1.3.6 

B67"Servicekoffer 
Bestell Nr. 20.020.001.04 

Er enthalt im wesentlichen: 

1 Satz Inbusschlussel, Ersatzsicherungen, 
Ersatzlampchen, Lampenzieher, Kleinma- 
terial, 1 Verlangerungsprint 1 Entmagneti- 
sierungsdrossel, div. Schraubenzieher, div. 
Zangen, Pinzette, Stablampe, Entlotgerat, 
1 Lotkolben (WELLER) mit Flalter, 2 Feder- 
waagen, div. Gabelschlussel, Kreuzschlitz- 
schraubenzieher, Reinigungsmatierial etc. 



Bei der Bestellung muss die Netzspannung 
angegeben warden (Lotkolben, Entmagne- 
tisierungsdrossel). 



1.3.4 

Vari-speed control 

The capstan speed control circuit allows to 
remotely readjust the tape speed which re- 
sults in a pitch variation ot up to ±/ halt- 
tones. 



The vary speed control is available in a 
wooden cabinet: 

Order no. 10.403.002.01; 
a connection cable with a length of 15 m 
(approx. 33 ft.) belongs to this unit: 

Order no. 10.403.003.03 



The vary speed control isalso available asa 
built-in unit: 

Order no. 10.403.002.11; 
a connection cable with a length of 15m 
(50ft.) belongs to this unit: 

Order no. 10.403.003.07 

Before the vary speed control can be used, 
the B67 recorder has to be altered by instal- 
ling a vary speed control p. c. board: 
Order no. 1.167.780.00 



A vary speed control kit including the vary 
speed control p. c. board 1 . 1 67.780.00 and 
a 1 0-turn potentiometer and accessories 

1.167.781.00 is available: 

Order no. 20.020.102.02 



1.3.5 

Adaptor for single sided spools 

If hubs without flanges (DIN 4551 5) are 
used, adaptors with reel flange are needed: 
Order no. 1.013.041.00 



1.3.6 

B67 service case 

Order no. 20.020.001.04 

It consists mainly of: 

1 set of Allen keys, sparefuses, spare bulbs, 
1 lamp extractor, small spare parts, 1 exten- 
sion p. c. board, 1 demagnetizer, sundry 
screwdrivers, sundry pliers, pair of tweez- 
ers, 1 torch light, 1 desoldering pump, 1 sol- 
dering iron (WELLER) with stand, 2 spring 
balances, sundry wrenches, Phillips screw- 
drivers, cleaning material, etc. 



When ordering the service case, it is neces- 
sary to specify the mainsvoltage (soldering 
iron, demagnetizer) 



13.4 

Variateur de vitesse 

Le circuitde commande de la vitesse du ca- 
bestan permet un reglage externe de la vi- 
tesse de defilement equivalent a une varia- 
tion de tonalite pouvant atteindre ±7 demi- 
tons. 

Le variateur de vitesse est disponible dans 
un boTtier en bois: 

numero de commande 10.403.002.01 
un cable de connection d'une longueur de 
15m complete cet accessoire: 
numero de commande 10.403.003.03 



Le variateur de vitesse est egalement dispo- 
nible en chassis pourmontage subsequent: 
numero de commande 10.403.002.11 
un cable de connection d'une longueur de 
15 m complete cet accessoire: 
numero de commande 10.403.003.07 

Pour pouvoir utiliser le variateur de vitesse, 
un circuit imprime enfichable (appartenant 
au variateur de vitesse) doit etre monte a 
I'interieur du B67: 

numero de commande 1.167.780.00 

Un kit variateur de vitesse comprenant le 
circuit imprime de reglage de la vitesse 

1.167.780.00 et un potentiometre de preci- 
sion a 10 tours avec accessoire 

1.167.781.00 est disponible: 
numero de commande 20.020.102.02 

13.5 

Adapteur pour bobines ouvertes 

Pour I'utilisation de noyaux sans flasque 
(DIN 45515) un adapteur avec flasque est 
necessaire: 

numero de commande 1.013.041.00 

13.6 

Valise de service pour B67 

Numero de commande 20.020.001.04 

Elle contient principalement: 

Un jeu de clefs alien (Inbus), desfusibles de 
rechange, des lampes de rechange, un ex- 
tracteur de lampe, diverses petites pieces, 
un circuit imprime prolongateur, un dema- 
gnetiseur, divers tourne-vis, diverses pie- 
ces, une paire de pieces brucelles, une 
lampe-torche, une pompe a dessouder, un 
fer a souder (WELLER) avec support, 2 dy- 
namometres a ressort, diverses clefs, des 
tourne-vis Phillips (cruciforme) un neces- 
saire de nettoyage, etc. 

Lors de la commande de la valise, il est ne- 
cessaire de specifier la tension d'alimenta- 
tion (fer a souder, demagnetiseur). 
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1.3.7 

¥erlangerungsprint 

Bestell Nr. 1.228.324 

Messungen an den Audio-EinschOben 
werden durch den Einsatz des 64-poligen 
Verlangerungsprints erleichtert. 

1.3.8 

Aluminiumkoffer fur B67 

Es sind vierverschiedene Aluminiumkoffer 
erhaltlich: 

Aluminiumkoffer fOr den Einbau einertrag- 
baren B67 ohne Seitenteile. Nach dem Ab- 
nehmen des Kofferdeckels und der Ruck- 
wand kann das Magnettongerat in Betrieb 
genommen werden; 

Bestell Nr. 10.386.001.01 



1.3.7 

Extension p. c. board 

Order no. 1.228.324 

Measurements at the audio plug-in units 
can easily be done by using this 64 pin ex- 
tension p. c. board. 

1.3.8 

Rugged aluminium cases for B67 

Four different aluminium cases are avail- 
able: 

Rugged aluminium case suited to build in a 
portable B67 recorder without side covers. 
After removing the case's top and back co- 
vers, the recorder is ready for operation. 
Order no. 10.386.001,01 




Fig. 1.3.1 



Aluminiumkoffer fur den Transport einer 
B67. Fur die tragbare Version: 

Bestell Nr. 10.386.002.03 

FOr die Chassis- (Einbau-) Version: 

Bestell Nr. 10.386.002.04 



Aluminiumkoffer fur den Transport einer 
Universaikonsole: 

Bestell Nr. 10.386.002.14 

Aluminiumkoffer fOr den Transport eines 
VU-Meter-Panels der Universaikonsole: 
Bestell Nr. 10.386.002.15 



Rugged aluminium case for transport of 
oneB67 recorder. Forthe transportable ver- 
sion: 

Order no. 10.386.002.03 
For the chassis version: 

Order no. 10.386.002.04 

Rugged aluminium case for transport of 
one universal console: 

Order no. 10.386.002.14 

Rugged aluminium case for transport of 
one VU-meter panel of a universal conso- 
le: 

Order no. 10.386.002.15 



13.7 

Circuit imprimi prolongateur 

Numero de commande 1.228.324 

Les mesures sur les circuits imprimes en- 
fichables (audio) peuvent se faire facile- 
mentgracea ce prolongateura 64broches. 

13.8 

Coffret en aluminium pour B67 

Quatre types differents de coffrets en alu- 
minium sont disponibles: 

Coffret en aluminium pour le montage d'un 
B67 transportable sans panneaux lateraux. 
Apres demontage du couvercle frontal et 
du fond du coffret le magnetophone peut 
aussitot etre mis en service: 
numero de commande 10.386,001.01 



Coffreten aluminium pour le transport d'un 
B67, version transportable: 
numero de commande 10.386.002.03 
version chassis: 

numero de commande 10.386.002.04 



Coffret en aluminium pour le transport d' 

une console universelle: 

numero de commande 10.386.002.14 

Coffreten aluminium pour le transport d'un 
panneau VU-metre de la console universel- 
le: 

numero de commande 10.386.002.15 
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13.9 

Reinigungsset 

STUDER Reinigungsset in Koffer 

10.496.010.00 

Tonkopfreiniger, Ersatzflasche 

10.496.021.00 

Tonkopfreiniger, 1 l-Flasche 

10.496.022.00 

Eloxalreiniger, Ersatzflasche 

10.496.025.00 

Eloxalreiniger, 1 l-Flasche 

10.496.026.00 



13.10 

Mitgeliefertes Zubehor 

Stuck 

1 Inbusschlussel PVZ, 2,0 mm 

26.06.1020 

1 Inbusschlussel PVZ, 2,5 mm 

26.06.1025 

1 Inbusschlussel PVZ, 3,0 mm 

26.06.1030 

4 Feinsicherung 400 m.A, 5 x 20 mm 

51.01.0113 

4 Feinsicherung 800 mA, 5x20 mm 

51.01.0116 

2 Feinsicherung 1,25A, 5x20mm 

51.01.0118 

4 Feinsicherung 2,0 A, 5x20 mm 

51.01.0120 

4 Feinsicherung 2,5 A, 5x20 mm 

51.01.0121 

2 Feinsicherung 3,15A, 5x20mm 

51.01.0122 

2 Signallampe Glas 24V, 30 mA 

51.02.0140 

2 NAB-Adapter 

89.01.0354 

(Ersatz -Gummiring 10.039.001.01) 

1 Netzkabel 2,5m, 3x1 mm2, 
Eurcpa-Stecker 

10.223.001.01 



13.9 

Cleaning set 

STUDER cleaning set in carrying case 

10.496.010.00 

Scundhead cleaner, spare bcttle 

10.496.021.00 

Scundhead cleaner, bcttle 1 1 

10.496.022.00 

Aluminite cleaner, spare bcttle 

10.496.025.00 

Aluminite cleaner, bcttle 1 1 

10.496.026.00 



13.10 

Standard accessories 

Pieces 

1 Key Allen PVZ, 2.0 mm 

26.06.1020 

1 Key Allen PVZ, 2.5mm 

26.06.1025 

1 Key Allen PVZ, 3.0 mm 

26.06.1030 

4 Fuse 400 mA, 5x20 mm 

51.01.0113 

4 Fuse 800 mA, 5x20 mm 

51.01.0116 

2 Fuse 1.25 A, 5x20 mm 

51.01.0118 

4 Fuse 2.0A, 5x20mm 

51.01.0120 

4 Fuse 2.5A, 5x20mm 

51.01.0121 

2 Fuse 3.15 A, 5x20mm 

51.01.0122 

2 Bulb 24V, 30 mA 

51.02.0140 

2 NAB adapter 

89,01.0354 

(spare rubber band 10.039.001.01) 

1 Mains cable 2.5m, 3x1 mm2, 
EURO-Ccnnectcr 

10.223.001.01 



.13.9 

Set de nettoyage 

Set de nettcyage STUDER en ccffret 

10.496.010.00 

Nettcyeur de tetes en bcuteille 

10.496.021.00 

Nettcyeur de tetes en bcuteille de 1 1 

10.496.022.00 

Nettcyeur elcxal en bcuteille 

10.496.025.00 

Nettcyeur elcxal en bcuteille de 1 1 

10.496.026.00 



13.10 

Accessoires standard 

Quantity 

1 Clef imbus PVZ, 2,0 mm 

26.06.1020 

1 Clef imbus PVZ, 2,5 mm 

26.06.1025 

1 Clef imbus PVZ, 3,0 mm 

26.06.1030 

4 Fusible 400 mA, 5x20 mm 

51.01.0113 

4 Fusible 800 mA, 5 x 20 mm 

51.01.0116 

2 Fusible 1,25A, 5x20mm 

51.01.0118 

4 Fusible 2,0A, 5x20 mm 

51.01.0120 

4 Fusible 2,5 A, 5x20 mm 

51.01.0121 

2 Fusible 3,15 A, 5x20 mm 

51.01.0122 

2 Lampe de signalisaticn 24V 30 mA 

51.02.0140 

2 Adaptateur NAB 

89.01.0354 

(anneau de cautchcuc de rechange 

10.039.001.01) 

1 Cable secteur 2,5 m, 3 x1 mm2, 

Prise Eurcpa 

10.223.001.01 




1.4 

TECHNISCHE DATEIM 



Die technischen Daten gelten fur Horizontalbetrieb 



Bandgeschwindigkeiten: 



76,2-384-19,05 cm/s (30-15-7,5 ips) Oder 

38,1-19,05-9,5 cm/s (15-7,5-3,75 ips) 



Bandgeschwindigkeits- 

abweichung: 


max, ±0,2 % 




Bandschlupf: 


max, 0,1 % 




Bandspulen: 


NAB, Dreizack, DIN 
max, Durchmesser 282 mm (11,1”), 
mit entsprechendem Tonband 
max, Wickelkapazitat 1000 m (3280ft) 




Bandbreite: 


6,3 mm {Va") 




Tonhohenschwankungen: 

lEC 386 (DIN 45507), 
Spitze bewertet 
bei 20° C 


76,2 cm/s 38,1 cm/s 19,05 cm/s 

max, 0,04% max. 0,06% max. 0,08% 


9,5 cm/s 

m,ax. 0,15 % 


Startzeit: 


max, 0,5 s 

(zum Erreichen des zweifachen spezifiziert 
Tonhohenschwankungswertes) 




Bandzahler: 


Genauigkeit ±0,5 % 

Echtwertanzeige in Stunden, Minuten und Sekunden 
mathematische oder komplementare Darstellung 


Umspulzeit: 


ca. 150s ffir 1000-m-Tonband 




Bremszeit aus Umspulen: 


max, 5 s 




Bandzug; 


75p±15p 

bei Wiedergabe und Umspulen 




Bandzugmaximum: 


600 p bei Start, Stop und Richtungswechsel 


Eingange: 


symmetrisch, erdfrei 

Impedanz mm, 5 kOhm, 30 Hz „, 20 kHz 




Eingangspegel: 


mm, — 20dBm fur 185 nWb/m 
max, ±22 dBm 




Aiisgange: 


symmetrisch, erdfrei 

Impedanz max, 50 Ohm, 30 Hz ... 20 kHz 

Abschlusswiderstand min, 2000hm 




Ausgangspegel: 


max. 22 dBm (RL 600 Ohm) 




Entzerrung: 


NAB Oder CCIR, intern programmierbar 




Entzerrungs-Zeitkonstanten: 

CCIR: 

NAB: 


76,2 cm/s 38,1 cm/s 19,05 cm/s 

17,5/°° ps 35 ps 70 ps 

17,5/°° ps 50/3180 ps 50/3180 ps 


9,5 cm/s 

90/3180 ps 
90/3180 ps 


Frequenzgang: 

(Aufnahme-Wiedergabe) ±2dB 


76,2 cm/s 38,1 cm/s 19,05 cm/s 

40Hz,„ 30Hz... 30Hz... 

20 kHz 18 kHz 15 kHz 


9,5 cm/s 

40 Hz... 
10 kHz 


±ldB 


60 Hz.., 60 Hz,., 60Hz„. 

18kHz 15kHz 12kHz 


60 Hz... 
8 kHz 



Kiirrfaktor: Aufnahme-Wiedergabe, 

Entzerrung nach CCIR* 1 

Bandfluss 320 nWb/m: 



76,2 cm/s 38,1 cm/s 19,05 cm/s 



9,5 cm/s 

max. 2 % 



Fremd- und Gerauschspannungsabstand: Effektivwerte, Aufnahme-Widergabe nach Be- 
wertungsfilter DIN 45405, 1967, Entzerrung nach CCIR i 







76,2 cm/s 38,1 cm/s 


19,05 cm/s 


9,5 cm/s 


Vollspur (320 nWb/m), 


bewertet: 


61 dB 


58 dB 


55dB 


6,3 mm Spurbreite 


linear: 


60 dB 


58 dB 


55 dB 


Stereo (510 nWb/m), 


bewertet: 


61 dB 


58 dB 


55dB 


2,75 mm Spurbreite 


linear: 


60 dB 


58 dB 


55 dB 


Zweispur(320 nWb/m), 


bewertet: 


56 dB 


54 dB 


52 dB 


2 mm Spurbreite 


linear: 


56 dB 


54 dB 


52 dB 



Bandfluss 510 nWb/m: 

Entzerrung nach NAB 

Bandfluss 185 nWb/m: 


max. 2 % max, 2 % max, 3 % 

max. 1 % max. 1 % max, 1 % max, 1,5% 


Ubersprechdampfung: 

Stereo: 


min. 40dB, 80HZ...12 kHz 
45 dB, 1 kHz 


Lbschdampfung: (38,1 cm/s) 


mi in. 75 dB bei 1 kHz 


Loschfrequenz und 
Vormagnetisierungsfrequenz : 


150 kHz, bei alien Bandgeschwindigkeiten 


VU-Meter: 


ASA -Standard 

VU-Meter intern programmierbar fur 0, ±4, ±6 
und ±8 dBm bei O VU 

Spitzenanzeige A (LED), gemass lEC-Empfehlung 


Stromversorgung: 

(umschaltbar) 


100 V, 120 V, 140 V, 200 V, 220 V, 240 V, ±10% 
50 Oder 60 Hz 


Leistungsauf nahme : 


max. 220VA (Laufwerk und Verstarker) 


Umgebungstem peraturbereich : 


±10° C bis ±40° C (50° F bis 104° F) 


Luftfeuchtigkeit: 


20%. ..95%, kein Kondenswasser 


Sicherheits-Standard : 


gemass lEC-Empfehlung, Publikation 65, Schutzkiasse 1 
(Netzfilter, -schalter, -sicherung, -transformator und 
Spannungswahler gemass Anforderung der Schutz- 
kiasse 1 und II) 


Gewicht: Normalversion 
(Masse) 


netto 35 kg 

brutto (Luftfracht) 40 kg (88 lbs) 


Zusatzliche Technische Daten B67-MKII Sync-Versionen (nur 38-19- 9,5 cm/s) O 
Sync-Ausgange: gleiche Spezifikationen wie Leitungsausgange 


Frequenzgang: 

(Aufnahme-Sync) 


38,1 cm/s 19,05 cm/s 
±2dB 40Hz,., 60Hz,„ 

12 kHz 8 kHz 



Gerauschspannungsabstand: Effektivwerte, bewertet, Aufnahme-Wiedergabe nach Be- 
wertungsfilter CCIR 468, Entzerrung nach CCIR " 

76,2 cm/s 38,1 cm/s 19,05 cm/s 9,5 cm/s 

Vollspur; 6,3 mm Spurbreite: 56dB 53 dB 50dB 

Stereo; 2,75 mrn Spurbreite: 56dB 53dB 50dB 

Zweispur; 2 mm Spurbreite; 51 dB 49 dB 47 dB 

Fremdspannungsabstand: Effektivwerte, linear, Aufnahme-Wiedergabe, Fremdspannung 
nach NAB-Standard, Entzerrung nach NAB * bezogen auf 6 dB uber 185 nWb/m 

76,2 cm/s 38,1 cm/s 19,05 cm/s 9,5 cm/s 

Vollspur; 6,3 mm Spurbreite: 65 dB 65 dB 65 dB 63 dB 

Stereo; 2,75 mm Spurbreite: 62 dB 62 dB 62 dB 60dB 

Zweispur; 2 mm Spurbreite; 61 dB 61 dB 61 dB 59dB 

Fremdspannungsabstand: Effektivwerte, linear, Aufnahme-Wiedergabe, Fremdspannung 
nach NAB-Standard, Entzerrung nach NAB * gemessen mit « Fligh-Output >- Band, bezogen auf 
einen Bandfluss von 1040 nWb/m, Kiirrfaktor max. 3% im mittleren Frequenzbereich 





76,2 cm/s 


38,1 cm/s 


19,05 cm/s 9,5 cm/s 


Vollspur; 6,3 mm Spurbreite: 


74 dB 


74 dB 


74 dB 


Stereo; 2,75 mm Spurbreite: 


71dB 


71dB 


71 dB 


Zweispur; 2 mm Spurbreite: 


70dB 


70dB 


70 dB 



Fremd- und Gerauschspannungsabstand : Effektivwerte, 320 nWb/m, Aufnahme-Sync, Spur- 
breite 2 mm, nach Bewertungsfilter DIN 45405, 1967, Entzerrung nach CCIR * 

38.1 cm/s 19,05 cm/s 

bewertet: 56 dB 54 dB 

linear: 52dB 50dB 

Gerauschspannungsabstand : Effektivwerte, Aufnahme-Sync, 320 nWb/m, Spurbreite 2 mm, 
nach Bewertungsfilter CCIR 468, Entzerrung nach CCIR * 

38.1 cm/s 19,05 cm/s 

bewertet: 51 dB 49 dB 

Fremdspannungsabstand : Effektivwerte, Spurbreite 2 mm, Aufnahme-Sync, Fremdspan- 
nung nach NAB-Standard, Entzerrung nach NAB * bezogen auf 6dB uber 185 nWb/m 

38.1 cm/s 19,05 cm/s 

linear: 56dB 56dB 

Fremd- und Gerauschspannungsabstand : Effektivwerte, 320 nWb/m, Aufnahme-Wieder- 
gabe, Spurbreite 2 mm, nach Bewertungsfilter DIN 45405, 1967, Entzerrung nach CCIR * 

38,1 cm/s 19,05 cm/s 

bewertet: 56 dB 54 dB 

linear: 54dB 52dB 

Gerauschspannungsabstand : Effektivwerte, Aufnahme-Wiedergabe, 320 nWb/m, Spurbrei- 
te 2 mm, nach Bewertungsfilter CCIR 468, Entzerrung nach CCIR * 

38,1 cm/s 19,05 cm/s 

bewertet: 51 dB 49 dB 

Fremdspannungsabstand : Effektivwerte, Spurbreite 2 mm, Aufnahme-Wiedergabe, Fremd- 
spannung nach NAB-Standard, Entzerrung nach NAB * bezogen auf 6dB fiber 185 nWb/m 

38,1 cm/s 19,05 cm/s 

linear: 60dB 58dB 

Ubersprechdampfung: zwischen Aufnahmekanal und benachbartem Taktspurkanal bei 
38,lcm/s: min. 15dBbei 1 kHz 

min. 3dBbeil0kHz 



* Gemessen mit AGFA PER 525 Oder aquivalentem Bandtyp 

* Gemessen mit SCOTCH 3M 206 Oder aquivalentem Bandtyp 
A Spitzenanzeige nicht lieferbar ffir B67- 0,75 SVU (K) 

O Keine Sync-Moglichkeit bei 9,5 cm/s (3% ips) 

Anderungen, die dem technischen Fortschritt dienen, bleiben vorbehalten. 
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1.4 

TECHIMICAL SPECIFICATIONS 

The technical specifications are valid for horizontal operation 



Tape Speeds (±0.2 %); 


30/15/7.5 ips (76/38/19 cm/s) or 
15/7.5/3.75 ips (38/19/9,5 cm/s) 




Tape Slip: 


0.1% max. 




Reel Types: 


DIN, CINE, NAB, up to 11.1” (282 mm) diameter 


lape Width: 


Va” (6,3 mm) 




Wow and Flutter: 

lEC 386, (DIN 45507), 
peak weighted 
at 20°C(^68°F) 


30 ips 15 ips 7.5 ips 

0.04% max. 0.06% max. 0.08% max. 


3.75 ips 

0,15% max, 


Starting Time: 


0.5s max, 

(to reach double of specified wow and flutter value) 


Tape Timer: 


0.5% timing and repeated timing accuracy. 

Indication of hours, minutes and seconds at any speed. 
Mathematical or complementary display. 


Rewind Time: 


approx, 150 s for 3300 ft (1000 m) reel 




Stopping Time: 


5 sec or less from full wind speed 




Tape Tension: 


75 p±15 p in play and wind mode 




lape Tension Peaks: 


600 p at start, stop and reverse 




Audio Line Inputs: 


balanced and floating. 

Input impedance 5 kohms min. (30 Hz ... 20 kHz) 


Input Levels: 


—20 dBm min. for 185 nWb/m tape flux 
+ 22 dBm max. 




Audio Line Outputs: 


balanced and floating, 

Output impedance 50 ohms max. (30Hz... 
2000hms min. load impedance 


20 kHz) 


Output level: 


+22 dBm (RL600ohms) 




Equalization: 


NAB or CCIR, jumper selectable 




Equalization Time Constants: 
CCIR: 
NAB: 


30 ips 15 ips 7.5 ips 

17.5/oops 35 ps 70 ps 

17.5/oops 50/3180 ps 50/3180 ps 


3.75 ips 

90/3180 ps 
90/3180 ps 


Frequency Response: 

(Record-Response) ±2dB 


30 ips 15 ips 7.5 ips 

40Hz... 30Hz... 30Hz... 

20kHz 18kHz 15kHz 


3.75 ips 

40 Hz... 
10 kHz 


±ldB 


60Hz,., 60 Hz... 60 Hz... 

18 kHz 15 kHz 12 kHz 


60 Hz... 
8 kHz 


Signal to Noise Ratio: RMS, Record-Reproduce, weighting filter DIN 45405, 1967, equalize- 
tion CCIR* 


full track (320 nWb/m), weighted: 
6,3 mm track width unweightec 


30 ips 15 ips 7.5 ips 

61 dB 58dB 

: 60 dB 58 dB 


3.75 ips 

55 dB 
55 dB 


stereo (510 nWb/m), weighted: 

2,75 mm trackwidth unweightec 


61 dB 58dB 

: 60 dB 58 dB 


55dB 

55dB 


two track (320 nWb/m), weighted: 

2 mm track width unweightec 


56dB 54dB 

: 56dB 54dB 


52 dB 
52 dB 


Signal to Noise Ratio: RMS. Record-Reproduce, weighting filter CCIR 468, 
CCIR* 


equalization 


full track; 6.3 mm 

trackwidth weighted: 

stereo; 2,75 mm 

trackwidth weighted: 

two track; 2 mm 

trackwidth weighted: 


30 ips 15 ips 7.5 ips 

56 dB 53 dB 

56dB 53dB 

51 dB 49dB 


3.75 ips 

50 dB 
50 dB 
47 dB 


Signal to Noise Ratio: RMS, Record-Reproduce, unweighted according to NAB* standard, 
referred to 6 dB above 185 nWb/m 


full track; 6.3 mm track width: 
stereo; 2.75 mm track width: 
two track; 2 mm track width: 


30 ips 15 ips 7.5 ips 

65 dB 65 dB 65 dB 

62 dB 62 dB 62 dB 

61 dB 61 dB 61 dB 


3.75 ips 

63 dB 
60 dB 
59 dB 



Signal to Noise Ratio: RMS, Record-Reproduce, unweighted, according to NAB* standard, 
referred to 1040 nWb/m, max, distortion 3 % in mid frequency range, measured with «high- 
output» tape 





30 ips 


15 ips 


7.5 ips 


3.75 ips 


full track; 6.3 mm track width: 


74dB 


74 dB 


74dB 




stereo; 2.75 mm track width: 


71dB 


71dB 


71 dB 




two track; 2 mm track width: 


70dB 


70 dB 


70dB 





Distortion: Record-Reproduce 1 kHz 








CCIR equalization* 

Tape flux 320 nWb/m: 
Tape flux 510 nWb/m: 


30 ips 


15 ips 

max, 1 % 
max. 2 % 


7.5 ips 

max, 1 % 
max. 2 % 


3.75 ips 

max, 2% 
max. 3 % 


NAB equalization 

Tape flux 185 nWb/m; 


max, 1 % 


max, 1 % 


max, 1 % 


max. 1.5 % 



Crosstalk reiection: 

Stereo: 


40 dB or more, 80 Hz ... 12 kHz 
(IkHz: -45 dB) 


Erasure Efficiency: (15 ips) 


75 dB or more at 1 kHz 


Erasure and Bias Frequency: 


150 kHz at all tape speeds 


VU-Meter: 


ASA-Standard, selectable for 0 dBm, 

+4 dBm, +6 dBm, +8 dBm line level atOVU 
A Peak indication (LED) according to lEC 
recommendations 


Power Requirements: 

(Mains: selectable) 


100 V, 120V, MOV, 200V, 220V, 240V, ±10% 
50 or 60 Hz 


Power Consumption: 


max. 220VA (Tape transport and amplifiers) 


Environmental Operating 
Conditions: 

Temperature: 

Humidity: 


+10°Cto+40°C(50°Fto 104°F) 
20 % 95 % no condensed water 


Safety Standard: 


Mains input according to lEC standard. Publication 65, 
Apparatus Class! (Mainsfilter, powerswitch, mains fuse, 
voltage selector and mains transformer according to 
requirements Class 1 and 2.) 


Weight: (Standard Version) 


net: 35 kg (77 lbs) 
gross: 40 kg (88 lbs) 



Additional Specifications for B67-MKII Sync-Version (only 15, 7.5, 3.75 ips) O 
Sync Output: same specifications as reproduce output 



Frequency Response: 15 ips 7.5 ips 

(Record-Synch) ±2dB 40 Hz... 60 Hz... 

12 kHz 8 kHz 



Signal to Noise Ratio: RMS, (Record-Sync), weighting filter DIN 45405, 1967, equalization 


CCIR* 2 mm track width, 320 nWb/m 


15 ips 


7.5 ips 


weighted: 


56dB 


54 dB 


unweighted: 


52 dB 


50 dB 


Signal to Noise Ratio: RMS, (Record-Sync), weighting filter CCIR 468, equalization CCIR* 


2 mm track width, 320 nWb/m 


15 ips 


7.5 ips 


weighted: 


51dB 


49 dB 


Signal to Noise Ratio: RMS, (Record-Sync), unweighted, accordingto NAB* standard, 2 mm 


track width, referred to 6 dB above 185 nWb/m 


15 ips 


7.5 ips 


unweighted: 


56dB 


56 dB 


Signal to Noise Ratio: RMS, (Record-Reproduce), weighting filter DIN 45405,1967, equalize- 


tion CCIR* 2 mm track width, 320 nWb/m 


15 ips 


7.5 


weighted: 


56dB 


54 dB 


unweighted: 


54 dB 


52 dB 


Signal to Noise Ratio: RMS, (Record-Reproduce), weighting filter CCIR 468, equalization 


CCIR* 2 mm track width, 320 nWb/m 


15 ips 


7.5 ips 


weighted: 


51dB 


49 dB 


Signal to Noise Ratio: RMS, (Record-Reproduce), unweighted accordingto NAB* standard. 


referred to 6 dB above 185 nWb/m, 2 mm track width 


15 ips 


7.5 ips 


unweighted: 


60 dB 


58 dB 


Crosstalk Rejection: From recorded channel to adjacent Sync 



min. 15 dB at 1 kHz 
min. 3dBatl0kHz 



■ Measured with Agfa PER 525 or equivalent 
* Measured with SCOTCH 3M 206 or equivalent 
A Peak indication not available for B67- 0.75 SVU (K) 
O No Sync possibility at 3.75 ips 



We reserve the right to make alterations as technical progress may warrant 
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1.4 

CARACTERISTIQUES TECHNIQUES 

Les caracteristiques techniques sent mesurees en position de travail horizontale 



Vitesse de defilement: 




76,2-38,1-19,05 cm/s (30-15-7,5 ips) ou 
38,1-19,05-9,5 cm/s (15-7,5-3,75 ips) 


Ecart de la vitesse: 




max. ±0,2% 




Glissement de la bande: 




iTiax. 0,1 % 




Bobines: 




CINE, NAB, DIN (plateau CCIR) 

Diamdtre max. 282 mm (11,1”), 

Capacitd 1000 m (3280ft) bande standard 




Largeur de bande: 




6,3 mm (V 4 ”) 




Pleurage et scintillement: 

lEC 386 (DIN 45507), 
valeur crdte ponddrde 
a20°C 


76,2 cm/s 38,1 cm/s 19,05 cm/s 

max. 0,04% max. 0,06% max. 0,08% 


9,5 cm/s 

max. 0,15 % 


Temps de demarrage: 




max. 0,5 s 

(pour atteindre un taux de pleurage et 
double de la valeur nominale) 


scintillement 


Compteur: 




prdcision ±0,5% 

dtalonnd en temps rdel en heures, minutes et secondes 
affichage mathdmatique ou complementaire 


Temps de bobinage: 




environ 150s pour une bande de 1000m 




Temps d'arrftt: 




max. 5 s en bobinage rapide 




Tension de la bande: 




75p±15p 

en ddfilement normal et rapide 




Tension de la bande max.: 


600 p au ddmarrage, au freinage et au changement du 
sens de ddfilement 


Entrees: 




symdtriques, flottantes, 

impddance min. 5 kohms, 30 Hz ... 20 kHz 




Niveau d’ entree: 




min, — 20dBm pour 185nWb/m 
max. ±22 dBm 




Sorties: 




symdtriques, flottantes 

impedance max. 50ohms, 30Hz...20kHz 

impddance de charge min. 200ohms 




Niveau de sortie: 




max. 22dBm (RLOOOohms) 




Egalisation: 




CCIR/NAB commutable 




Constante de temps d'egaii- 
sation: 

CCIR: 

NAB: 


76,2 cm/s 38,1 cm/s 19,05 cm/s 

17,5/®® ps 35 ps 70 ps 

17,5/®® ps 50/3180 ps 50/3180 ps 


9,5 cm/s 

90/3180 ps 
90/3180 ps 


Courbe de reponse: 

(Enregistrement-lecture) 


±2dB 


76,2 cm/s 38,1 cm/s 19,05 cm/s 

40Hz... 30Hz... 30Hz... 

20kHz 18 kHz 15 kHz 


9,5 cm/s 

40Hz,„ 
10 kHz 




±ldB 


60 Hz... 60 Hz... 60 Hz... 

18kHz 15 kHz 12 kHz 


60Hz„. 
8 kHz 


Rapport signai/bruit: valeur efficace, enregistrement-lecture avec filtre de ponderation 
DIN 45405, 1967, dgalisation CCIR* 


Pleine piste (320 nWb/m), ponddrd 
Largeur de piste 6,3 mm lindaire: 


76,2 cm/s 38,1 cm/s 19,05 cm/s 

: 61 dB 58 dB 

60 dB 58 dB 


9,5 cm/s 

55dB 

55dB 


Stdrdo (510 nWb/m), 
Largeur de piste 2,75 mm 


ponddrd 

lindaire: 


: 61 dB 58dB 

60 dB 58 dB 


55dB 

55dB 


Bi-piste (320nWb/m), 
Largeur de piste 2 mm 


ponddrd 

lindaire: 


: 56dB 54dB 

56 dB 54 dB 


52 dB 
52 dB 



Rapport signai/bruit: valeur efficace, enregistrement- lecture avec filtre de ponddration 
CCIR 468, dgalisation CCIR" 



76,2 cm/s 

Pleine piste, largeurde piste6,3 mm: 

Stdrdo, largeur de piste 2,75 mm: 

Bi-piste, largeur de piste 2 mm 


38,1 cm/s 

56dB 
56dB 
51 dB 


19,05 cm/s 

53 dB 
53 dB 
49 dB 


9,5 cm/s 

50 dB 
50 dB 
47 dB 


Rapport signal/buit: valeur efficace. enregistrement-lecture, 
egalisation NAB* niveau 6 dB au dessus de 185 nWb/m 


lindaire, selon standard NAB, 


76,2 cm/s 

Pleine piste, largeurde piste6,3 mm: 65 dB 

Stdrdo, largeur de piste 2,75 mm: 62 dB 

Bi-piste, largeur de piste 2 mm: 61 dB 


38,1 cm/s 

65 dB 
62 dB 
61 dB 


19,05 cm/s 

65 dB 
62 dB 
61 dB 


9,5 cm/s 

63 dB 
60 dB 
59 dB 


Rapport signai/bruit: valeur efficace, enregistrement-lecture, lindaire, selon standard NAB, 
dgalisation NAB* mesurd avec une bande «haut-niveau», flux magndtique 1040 nWb/m, 
distorsion max. 3% aux frdquences moyennes 


76,2 cm/s 

Pleine piste, largeurde piste6,3 mm: 74 dB 

Stdrdo, largeur de piste 2,75 mm: 71 dB 

Bi-piste, largeur de piste 2 mm: 70dB 


38,1 cm/s 

74dB 

71dB 

70dB 


19,05 cm/s 

74 dB 
71 dB 
70 dB 


9,5 cm/s 



Distorsion: enregistrement-lecture, 1 kHz 




Egalisation CCIR* 

Flux magndtique 320nWb/m: 
Flux magndtique 510nWb/m: 


76,2 cm/s 38,1 cm/s 19,05 cm/s 

max. 1 % max. 1 % 

max, 2% max. 2% 


9,5 cm/s 

max. 2 % 
max, 3 % 


Egalisation NAB 

Flux magndtique 185 nWb/m: 


max. 1 % max. 1 % max. 1 % 


max. 1,5% 


Diaphonie: 

Stereo: 


min. 40dB, 80 Hz., .12 kHz 
45 dB, 1 kHz 




Effacement: (38,1 cm/s) 


min. 75 dB a 1 kHz 




Frequence d'effacement et 
de polarisation: 


150 kHz, a toutes les vitesses 




VU-m§tre: 


standard ASA 

sensibilitd OVU commutable pour 0, ±4, ±6 
et ±8 dBu 

indicateur de crete LED selon lEC 



Alimentation: 

(commutable) 


100 V, 120V, MOV, 200V, 220V, 240V, ±10% 
50 ou 60 Hz 


Coiisomniatioii: 


max. 220 VA (platine mecanique et amplificateurs) 


Temperature ambiante: 


±10°Ca±40°C(50°Fal04°F) 


Numiditi: 


20 % ... 95 %, pas de condensation 


Normes de s6curit6: 


selon recommandations lEC, publication 65, classe 1 
(filtre secteur, interrupteur, fusibles, transformateur et 
sdlecteur de tension selon classe 1 et II) 



Poids: version standard net: 35 kg 

(masse) brut (emballage avion): 40 kg (88 lbs) 



Caracteristiques techniques supplemeiitaires pour B67-IVIKII versions Sync 

(seulement executions 38 -19 - 9,5cm/s)0 

Sorties sync: memes specifications que sorties ligne 

Courbe de r§ponse: 38,1 cm/s 19,05 cm/s 

(enregistrement-Sync) ±2dB 40Hz... 60Hz.., 

12 kHz 8 kHz 

Rapport signal/bruit: valeur efficace, 320 nWb/m, enregistrement-Sync, largeur de piste 
2 mm, avec filtre de ponderation DIN 45405, 1967, egalisation CCIR * 

38.1 cm/s 19,05 cm/s 

pondere: 56dB 54dB 

lindaire: 52dB 50dB 

Rapport signal/bruit: valeur efficace, 320 nWb/m, enregistrement-Sync, largeur de piste 
2 mm, avec filtre de ponderation CCIR 468, egalisation CCIR * 

38.1 cm/s 19,05 cm/s 

pondere: 51 dB 49 dB 

Rapport signal/bruit: valeur efficace, enregistrement-Sync, largeur de piste 2 mm, selon 
standard NAB, dgalisation NAB * niveau 6 dB au dessus de 185 nWb/m 

38.1 cm/s 19,05 cm/s 

lindaire: 56dB 56dB 

Rapport signal/bruit: valeur efficace, 320 nWb/m, enregistrement-lecture, largeur de piste 
2 mm, avec filtre de ponddration DIN 45405, 1967, egalisation CCIR * 

38,1 cm/s 19,05 cm/s 

ponddre: 56 dB 54 dB 

lindaire: 54dB 52dB 

Rapport signal/bruit: valeur efficace, 320 nWb/ m, enregistrement-lecture, largeur de piste 
2 mm, avec filtre de ponddration CCIR 468, egalisation CCIR * 

38,1 cm/s 19,05 cm/s 

ponddrd: 51 dB 49dB 

Rapport signai/bruit: valeur efficace, enregistrement-lecture, largeur de piste 2 mm, selon 
standard NAB, dgalisation NAB * niveau 6 dB au dessus de 185 nWb/m 

38,1 cm/s 19,05 cm/s 

lindaire: 60dB 58dB 

Diaphonie: entre un canal enregistrement et un canal lecture synchrone a 38,1 cm/s: 
min, 15 dB a 1 kHz 
min. 3 dB a 10 kHz 



* Mesurd avec la bande AGFA PER 525 ou dquivalent 

* Mesurd avec la bande SCOTCH 3M 206 ou dquivalent 

A indicateur de crete non disponible sur B67- 0,75 SVU (K) 

O Pas de possiblitd de lecture Sync a 9,5 cm/s (33/4 ips) 

Sous toute reserves de modifications dues a une amelioration technique 
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Fig. 1 A3 Fig, 1 A3 Fig. 1.4.3 

Abmessungen B67-K-VU MK2 Dimensions B67-K-VU MK2 Dimensions B67-K-VU MK2 



Konsole mit Gleitern; Console with floor sliders; Console avec patins: 

FI = 780 mm Oder Fi = 780 mm or FI = 780 mm ou 

840 mm oder 840 mm or 840 mm ou 

900 mm 900 mm 900 mm 

Konsole mit Schwenkrollen: Console with castors: Console avec roulettes pivotantes: 

H = 840 mm Oder H = 840 mm or H = 840mmou 

900 mm oder 900 mm or 900 mm ou 

960 mm 960 mm 960 mm 
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1A1 

Verpackung 


1A1 

Packing 


1.4J 

Emballage 


Luftfracht 


Airfreight 


Transport a^rien 


B67MK2: 

Schachtel 64x62x46 cm 
Bruttogewicht 39 kg 


B67MK2: 

Box 64x62x46 cm (26x25x19 in.) 
Gross weight 39 kg (86 lb.) 


B67MK2: 

Carton 64 x 62 x 46 cm 
Poids brut 39 kg 


B67-VUMK2; 

Schachtel 64 x 62 x 46 cm 
Bruttogewicht 42 kg 


B67-VUMK2: 

Box 64x62x46 cm (26x 25x 1 9 in.) 
Gross weight 42 kg (93 lb.) 


B67-VU MK2: 

Carton 64x62x46 cm 
Poids brut 42 kg 


B67-K-VU MK2: 

Schachtel 64 x 62 x 46 cm 
Schachtel 96 x 86 x 48 cm 
Bruttogewicht 87 kg 


B67-K-VUMK2: 

Box 64 X 62 X 46 cm (26 X 25 X 1 9 in.) 
Box 96 X 86 X 48 cm (38 X 34 X 1 9 in.) 
Gross weight 87 kg (191 lb.) 


B67-K-VU MK2: 

Carton 64 x 62 x 46 cm 
Carton 96 x 86 x 48 cm 
Poids brut 87 kg 


B67 Transportkoffer; 
Schachtel 64x62x46 cm 
Bruttogewicht 16 kg 


B67 transport case: 

Box 64x62x46 cm (26x 25x 1 9 in.) 
Gross weight 1 6 kg (36 lb.) 


C off ret de transport B67: 
Carton 64 x 62 x 46 cm 
Poids brut 16 kg 


Seefracht 


Seafreight 


Transport maritime 


B67MK2; 

Kiste 82x78x72 cm 
Bruttogewicht 71 kg 


B67MK2: 

Case 82x78x72 cm (33x31 x29in.) 
Gross weight 71 kg (1 57 ib.) 


B67MK2: 

Caisse 82 x 78 x 72 cm 
Poids brut 71 kg 


B67-VUMK2: 

Kiste 82x78x72 cm 
Bruttogewicht 80 kg 


B67-VU MK2: 

Case 82x78x72 cm (33x31 x29 in.) 
Gross weight 80 kg (1771b.) 


B67-VU MK2: 

Caisse 82x78x72 cm 
Poids brut 80 kg 


B67-K-VUMK2: 

Kiste 82x78x72 cm 
Kiste 1 04 X 95 X 64 cm 
Bruttogewicht 156 kg 


B67-K-VU MK2: 

Case 82x78x72 cm (33x31 x29 in.) 
Case 104x95x64 cm (41 x 38x26 in.) 
Gross weight 1 56 kg (344 Ib.) 


B67-K-VUMK2: 

Caisse 82 x 78 x 72 cm 
Caisse 104x95x64 cm 
Poids brut 156 kg 


B67 Transportkoffer: 
Kiste 82x78x72 cm 
Bruttogewicht 48 kg 


B67 transport case: 

Case 82x78x72cm (33x31 x29 in.) 
Gross weight 48 kg ( 1 06 Ib.) 


C off ret de transport pour B67: 
Caisse 82x78x72 cm 
Poids brut 48 kg 
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15 

TECHIMISCHE OATEN PN-VU 


15 

TECHNICAL SPECIFICATIONS PN-VU 


15 

SPECIFICATIONS TECHNIQUES PN-VU 


a) Pilotkanal 


a) Pilot channel 


a) Canal pilote 


System: NEOPILOT® 
2X0,45 mm 


System: NEOPILOT® 
2 X 0.45 mm 


Systeme: NEOPILOT® 
2x0.45 mm 


Eingangsspannungsbereich: 

-6... + 12dB (1V) 


Input voltage range: 

- 6 ... + 12dB (IV) 


Gamme de tension d'entr^e: 

-6...+12dB (IV) 


Eingangsimpedanz: symmetrisch, 
erdfrei: 

>6 kOhm 


Input impedance: balanced and 
floating: 

>6kohms 


Impedance d'entree: symetrique et 
flottante: 

>6 kohms 


Aysgangsspaiiriyiigsbereicli: 

-6...+12dB(1V) 


Output voltage range : 

- 6 ... + 12dB (IV) 


Gamme de tension de sortie: 

-6,..+12dB (1 V) 


Ausgangsimpedanz: symmetrisch, 
erdfrei: 

OOOhrn 


Output impedance: balanced and 
floating: 

<30 ohms 


Impedance de sortie: symetrique et 
flottante: 

< 30 ohms 


Frequenzbereich: 

45 ...66 Hz 


Frequency range: 

45 ...66 Hz 


Gamme de frequence: 

45... 66 Hz 


Sperrschwellen: einstellbar 
ca. -10dB 


Blocking thresholds: adjustable 
approx. -10 dB 


Seuils de d^clenchement: ajustables 
environ - lOdB 


Ubersprechdampfung: 

Audiosignal Pilot: 
>14dB 


Crosstalk rejection: 

audio signal pilot: 
>14dB 


Rejection de la diaphonie: 

signal audio -> pilote: 

>14dB 


Pilotsignal Audiokanal: 
>58 dB 


Pilot signal audio channel: 
>58dB 


signal pilote -> audio: 
>58dB 


ImZusammenhang mitderNachsteuerung 
wird das Pilotsystem gemass DIN 1 5575 
bei 38 und 19 cm/s Bandgeschwindigkeit 
auf folgende Werte eingestellt: 


In conjunction with the follow-up system 
the pilot system is set in accordance with 
DIN 1 5575 at 1 5 and IVi ips tape speed to 
the following values: 


En relation avec le synchroniseur, le syste- 
me pilote est regie selon la norme DIN 
15575 aux vitesses de 38 et 19 cm/s aux 
valeurs suivantes: 


Eingangspegel: 

1V 


Input level: 

IV 


Niveau d'entr^e: 

IV 


Ausgangspegel: 

IV 


Output level: 

IV 


Niveau de sortie: 

IV 


Sperrschweile Aufnahme: 

-lOdB 


Blocking threshold recording: 

-lOdB 


Seuil de declenchement a Tenregistre- 

ment: 

-lOdB 


Sperrschweile Wiedergabe: 

-lOdB 


Blocking threshold reproduction 

-lOdB 


Seuil de declenchement a la lecture: 

-lOdB 


Einstellbereich des Pilotsignal- 
Systems: 

0.7. ..1,5V 


Setting range of pilot signal 
system: 

0.7 ...1.5V 


Gamme de reglage du signal pilote: 

0.7. ..1.5V 
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b) Nachsteuerung 

Eingangspegel Externe Referenz: 

lV±10dB 



Eingangsinnpecianz Externe Referenz: 

symmetrisch, erdfrei 
>6 kOhm 



Nachsteuerbereich: 

nominal ±3% der Soilgeschwindigkeit 
(wird von der Tonmotorsteuerung im Lauf- 
werk bestimmt). 

Nachsteuergeschwindigkeit: 

einstellbar, nominal 0,5% 
Geschwindigkeitsanderung pro Sekunde 

Das Nachsteuersystem ist in der Lage, 
einen Sprung in der Frequenz (Vergleichs- 
oder Steuersignal) von 4-2% auf -2% 
(51 FIz auf 49 Hz) ohne Impulsverlustzu fol- 
gen. Die bei diesem Nachregelvorgang auf- 
tretenden Tonhbhenschwankungen (nach 
DIN bewertet) bleiben kleiner 1 %o. 

Zeitkonstante des Analogspeichers der 
Nachsteuerung: wenigerals 2% Geschwin- 
digkeitsanderung innerhalb von 1 0 Minu- 
ten. 

Die LED [Synchron] leuchtet bei: 

- 180° ^a^ 4- 180° 

Die LED [Synchron] verlbscht bei: 
-360°^a^-F360° 

Die LED [Impulsverlust] blinkt bei: 
-2340°^ a ^+2340° 



a = elektrischer Phasenwinkel zwischen 
Referenzsignal (Vergleichssignal) und 
Ruckfuhrungssignal (Steuersignal). 



b) Follow up system 

Input level external reference: 

IV + IOdB 



Input impedance external reference: 

balanced and floating 
>6 kohms 



Follow-up range: 

nominal ±3% of nominal speed 
(determined by the capstan control of the 
tape transport). 

Follow-up speed: 

adjustable, nominal 0.5% speed variation 
per second 

The follow-up system is able to follow with- 
out loss of pulse a frequency jump (refe- 
rence orfeedback signal) from +2% to -2% 
(51 to 49 Hz). The wow and flutter (DIN 
weighted) arising in thes correction pro- 
cess remains below l%o. 



Time constant of analogue memory of the 
follow-up system: 

less than 2% speed variation within 1 0 mi- 
nutes. 

The [lock] LED lights up at: 

-180°^a^ + 180° 

The [lock] LED goes out at: 

-360°^ a >4- 360° 

The [field counting] LED flashes at 
-2340°^ a ^4-2340° 



a = electric phase angle between reference 
signal and feedback signal. 



b) Synchroniseur 

Niveau d'entree de la reference exter- 
ne: 

lV±10dB 

Impedance d'entree de la reference 
externe: 

symetrique etflottante 
> 6 kohms 

Plage de synchronisation: 

nominal: ±3% de la vitesse de base 
(determine par le controle du cabestan 
dans le circuit du transport de bande). 

Vitesse de synchronisation: 

ajustable, nominale: 0.5% de variation de 
vitesse par s. 

Le synchroniseur peut suivre sans perte 
d'impulsions un saut de frequence (soit du 
signal de reference externe soitdu signal de 
comparaison) de +2% a -2% (51 Hz a 
49 Hz). Le pleurage (pondere selon la nor- 
me DIN) genere par cette correction de- 
meure plus petit que 1 %o. 

Constante de temps de la memoire analo- 

gique de synchronisation: 

moins que 2% de variation de vitesse en 

lOmn. 

La LED de synchronisme s'allume pour: 
-180°^a< + 180° 

La LED de synchronisme s eteint pour: 
-360°^ a >4-360° 

La LED de comptage d'impulsions s'illumi- 
ne pour: 

-2340°^ a ^+2340° 

a = angle de phase electrique entre le si- 
gnal de reference (externe, master) et le si- 
gnal de comparaison (bande magnetique, 
slave). 
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1.6 1.6 1.6 

STANDARD EINMESSDATEN STANDARD LINE-UP DATA REGLAGES STANDARDS 



Type B67»MKii 
Typ B67-MKII 
Type B67-MKII 


CCIR 


NAB (220 V) 


NAB (117 V) 


1 

full track 

Mono 

Mono 


0.75 S 

Stereo 

Stereo 

Stereo 


2/2 

two track 

Zweispur 

bi-piste 


all types 

alleTypen 
tous modeles 


Flux density at 

Magnetisierung bei 
Magnetisation a 

3.75 ips (9,5cm/s) 




250 nWb/m 


400 nWb/m 


250 nWb/m 


200 nWb/m 


200 nWb/m 


7.5 ips (19 cm/s) 
15 ips (38 cm/s) 
30 ips (76 cm/s) 




320 nWb/m 
320 nWb/m 
320 nWb/m 


510nWb/m 

510nWb/m 

510nWb/m 


320nWb/m 
320nWb/m 
320 nWb/m 


200 nWb/m 
200 nWb/m 
200 nWb/m 


200 nWb/m 
200 nWb/m 
200 nWb/m 


Line ievel 

Leitungspegel 
Niveau ligne 


+6dBm 


+6dBm 


+6dBm 


+4 dBm 


+4dBm 


OVU at line ievel 
OVU bei Leitungspegel 
Niveau ligne a OVU 


0 dBm 


OdBm 


0 dBm 


+4 dBm 


-f4dBm 


Tape type 

Bandtyp 
Type de bande 


DIN Reference tape 15 ips Charge 1544 * 

DIN-Leerbandteil 38 cm/s Charge 1544* 
Bande etalon DIN 38 cm/s Charge 1544 * 


3M206 


3M206 


Line termination 

Leitungsabschluss 
Impedance de charge 


600 ohms 


600 ohms 


600 ohms 


600 ohms 


600 ohms 


Audio socket configuration 

Steckerbelegung 
Configuration des connecteurs 


USA 


USA 


USA 


USA 


USA 


Mains voltage 

Netzspannung 
Tension secteur 


220V 


220V 


220V 


220V 


117 V 


Mains frequency 

Netzfrequenz 
Frequence du secteur 


50 Hz 


50 Hz 


50 Hz 


50 Hz 


60 Hz 



* corresponds to: Agfa Per 525 or BASF LGR SOP 

^entspricht: Agfa Per 525 Oder BASF LGR 30 P 
^correspond a Agfa Per 525 ou BASF LGR 30 P 
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2. INSTALLATION, INBETRIEBNAHME 



Dieses Kapitel vermittelt Informationen 
Liber das Auspacken und die Prufung der 
gelieferten Ware, Wahl des Aufstellungsor- 
tes, Aufstellungsart, Programmierung von 
Netzspannung, Netzfrequenz, Automatic- 
Betrieb,. Bandzahleranzeige, Eingangs- 
empfindlichkeit und VU-Meter; Anschluss- 
Stecker und Verkabelung. Daneben ist - 
anschliessend an das erste Einschalten - 
eine Kurznrufung der wichtigsten Funktio- 
nen beschrieben. 



2.1 

AUSPACKEN UND PRUFUNG 

Das B67MK2 Magnettongerat wird in ei- 
ner Spezialverpackung ausgeliefert, wel- 
che das Gerat auf dem Transport vor Be- 
schadigung schutzen soli. Das Auspacken 
ist sorgfaltig vorzunehmen, urn Beschadi- 
gungen der Gerate-Oberflache zu verhin- 
dern. 



2. INSTALLATION, 

PUTTING INTO OPERATION 

This section provides information about un- 
packing and inspection: choosing the in- 
stallation site; mounting configurations; 
operating mode selection including mains 
voltage, mains supply frequency, automa- 
tic mode, tape timer display, input sensiti- 
vity, equalisation and VU-meters; equip- 
ment connectors and cabling; remote con- 
trol installation. Also included is -following 
the first switching on of the recorder - an 
initial checkout procedure. 



2J 

UNPACKING AND INSPECTION 

The B67 IV1K2 system is shipped in special- 
ly constructed packing cases to protect the 
equipment during transit When unpacking 
the unit use caution to avoid damage to the 
recorder finish or accessory parts. 



2. INSTALLATION, MISE EN FONCTION 



Cette partie content les instructons neces- 
saires pour; le deballage et I'inspecton; le 
choix du lieu d'installaton; les contgura- 
tons possibles de montage; la selecton du 
mode d'operaton comprenant le reglage 
de la tension et de la frequence d'alimenta- 
ton, le fonctonnement en mode automat- 
que, I'affichage du compteur de bande, la 
sensibilite d'entree et les VU-metres; les 
connecteurs et le cablage et la mise en ser- 
vice de la telecommande. De plus est inclu- 
se une procedure de controle initale con- 
secutvea la premiere mise soustensionde 
I'enregistreur. 

2.1 

DEBALLAGE ET INSPECTION 

Lenregistreur B67 MK2 est expedie dans 
Lin ernballage specialement construit pour 
le proteger durant le tiansport. Lots du de- 
ballage de I'appareil prendre les precau- 
tons necessaires pour eviter d'endomma- 
ger ses parties exterieures ou ses acces- 
soires. 




Fig. 2.1.1 
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Der InhaltderVerpackung istmitden Anga- 
ben auf dem Verpackungszettel zu verglei- 
chen und auf Vollstandigkeit zu prufen. Be- 
wahren Sie die Originalverpackung auf, Bei 
einem spateren Transport ist diese Spe- 
zialverpackung der beste Schutz fur Ihr 
wertvolles Gerat. 

Prufen Sie alle gelieferten Gerate umfestzu- 
stellen, ob sie auf dem Transport bescha- 
digt worden sind. Bei festgestellten 
BeschadigungenistunverzuglichdieTrans- 
portfirma sowie die nachste STUDER-Ver- 
tretung zu benachrichtigen. 



2.2 

AUFSTELLUNGSORT 

Das B67 MK2 Magnettongerat sollte in ei- 
ner moglichst staubfreien und ausreichend 
belufteten Umgebung aufgestellt warden. 
Die technischen Daten des Derates sind fur 
einen Umgebungstemperaturbereich von 
1 0°C bis 40° C ausgelegt. Die Luftfeuchtig- 
keit sollte 50% bis 90% betragen (nicht kon- 
densierend). 

Das Gerat darf nicht in der Nahe starker 
elektromagnetischer Felder aufgestellt 
warden. Allgemeine Storquellen sind: Star- 
ke Lastschwankungen auf benachbarten 
Starkstromleitungen, Hochleistungstrans- 
formatoren, Liftmotore sowie nahegelege- 
ne Radio- und Fernsehsender. 



Beim Aufstellen ist darauf zu achten, dass 
rund um das Gerat genugend Platz bleibt, 
urn die ungehinderte Kuhlung zu ermbgii- 
chen. 



23 

AUFSTELLEN DES 
MAGNETTONGERATES 



2.3.1 

Tragbares Gerat 

Nach dem Auspacken und der visuellen 
Prufung des Derates kann dieses ohne wei- 
tere mechanische Arbeit am vorgesehe- 
nen Einsatzort aufgestellt warden. 



Check the contents of the packing cases 
and packing materials against the packing 
list to make sure the shipment is complete. 
Save the packing cases and packing mate- 
rials for shipment of the equipment to ano- 
ther location. 



Carefully examine the contents for damage 
that my have occurred during shipment. 
Notify the carrier and the local STUDER re- 
presentative of any shortage or damage. 



2.2 

INSTALLATION SITE 

The area chosen for operation of the recor- 
der should be adequately ventilated and 
free of vibration. Surrounding air should be 
dust free with a temperature range within 
10° to 40° Centigrade (50° to 104° Fahren- 
heit) and humidity within 50 to 90% 
(non condensing). The area should not be 
close to any strong electromagnetic fields. 

Common sources of interference are fluc- 
tuating loads on nearby high current lines, 
heavy duty transformers, elevator motors, 
and radio and television transmitting equip- 
ment. 



When mounting the equipment, allow suf- 
ficient space at the top, bottom, and rear of 
the unit to permit a flow of cooling air. 



23 

MOUNTING THE TAPE RECORDER 



23.1 

Portable recorder 

After unpacking and visual inspection ofthe 
recorder, it can be mounted without further 
mechanical work at the chosen installation 
site. 



Controlerle contenu de I'emballagea I'aide 
de la liste de colisage de facon a etre sur 
que I'envoi soitcomplet. II est recommande 
de conserver les cartons et accessoires 
d'emballaqe pour une eventuelle expedi- 
tion ulterieure. 



Examiner soigneusement les appareils 
pour detector tout dommage qui aurait pu 
avoir lieu pendant le transport. Aviser le 
transporteur et le representant local STU- 
DER pour signaler tout dommage ou envoi 
incomplet. 



2.2 

EMPLACEMENT 

Eemplacement choisi pour I'utilisation de 
I'appareil doit etre ventilede facon adequa- 
te et sans vibration. Lair ambiant doit etre 
sans poussiere, avec une temperature 
comprise entre 10° et 40° Centigrade et 
une humidite comprise entre 50 et 90% 
(sans condensation). 



Lappareil ne doit pas etre situe a proximite 
de sources rayonnant un puissant champs 
electro-magnetique. Les sources habituel- 
les d' interference sont par exemple: des 
fluctuations de charges sur des lignes d'ali- 
mentations voisines a courant fort, des 
transformateurs de haute puissance, des 
moteurs d'ascenseurs ou d elevateurs et 
des equipements de diffusion de radio ou 
de television. 

Lors du montage veiller a ce qu'un espace 
suffisant dessus, dessous et a I'arriere de 
I'appareil permette un flux d'air frais suffi- 
sant. 



23 

MONTAGE DE LTNREGISTREUR 



23.1 

Enregistreur portable 

Apres le deballage et I'inspection visuelle 
de I'appareil, celui-ci peut etre installe sans 
travail mecanique supplementaire a I'em- 
placement choisi. 
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Die B67 Magnettongerate sind normaler- 
weise fOr horizontalen Betrieb eingemes- 
sen. Bei vertikalem Betrieb sollte, um die in 
den technischen Daten garantierten Werte 
zu erreichen, das Gerat gemass Sen/ice- 
Anleitung Kapitel 6 neu eingemessen wer- 
den. 



2.3.2 

Korisoienmontage 



The B67 tape recorders normally are ali- 
gned for horizontal operation. If it is inten- 
ded to operate it vertically, the technical 
specifications are no longer guaranteed: 
the recorder must therefore be aligned as 
described in section 6 of the service instruc- 
tions. 



2.3.2 

Console mounting 



Les enregistreurs de ia serie B67 sont nor- 
malement ajustes pour un fonctionnement 
horizontal. Si une utilisation verticale est 
prevue, les specifications techniques ne 
peuvent plus etre garanties; dans ce but les 
appareils doivent etre realignes selon les 
instructions contenues dans la section 6 du 
manuel de service. 



2.:12 

Montage en console 




Fig. 2.3.1 



Nach dem Auspacken und der visuellen 
Kontrolle derGerate wird zuerstdie Konsole 
zusammengebaut: 



After unpacking and visual inspection of the 
units, first assemble the console: 



Apres le deballage et I'inspection visuelle 
des elements, assembler la console, I'enre- 
gistreur doit y etre introduit frontalement. 
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Das Magnettongerat wird von vorne in die 
Konsole gehoben, auf den FOhrungsschie- 
nen abgestellt und nach hinten geschoben. 



The tape recorder has to be lifted into the 
console from the front After putting it on the 
guide bars, slide it completely into the hou- 
sing. 



Apres sa mise en place sur les rails celui-ci 
doit etre pousse' au fond du boitier. Fixer 
I'appareil dans la console a I'aide de quatre 
vis. 




Fig. 2.3,2 



Mit vier Schrauben wird das Gerat in der Fix the recorder with four screws from the 
Konsole festgeschraubt top. 
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Das VU-Meter-Panel wird von oben in die 
Konsole eingesteckt und festgeschraubt 
Der Kabelbaum wird im Magnettongerat 
eingesteckt 



Put the VU-meter panel into the console 
and fix it with two screws. Plug the wire har- 
ness into the recorder. 



Mettre le panneau VU-metre dans la con- 
sole et le fixer a I'aide de deux vis. Raccor- 
der !e cable au connecteur correspondant 
sur I'enregistreur. 




Fig. 2,3.3 
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2.4 

PROGRAM IVliERUNG DER 

BETRIEBSPAiAMETER 

ACHTIJNG! D ie nachstehenden Einste!- 
lungen durfen nur bei ausgeschaltetem Ge- 
rat und bei gezogenem Netzstecker vorge- 
nommen werden! 



2A1 

Netzspannungswahl 

Vor dem ersten Anschliessen ist der Netz- 
spannungswahler auf der ROckseite des 
Gerates darauf zu prOfen, ob seine Einstel- 
lung mit der ortlichen Netzspannung iiber- 
einstimmt Gegebenenfalls ist der Nelz- 
spannungswahler so einzustellen, dass die 
richtige Netzspannung im Ausschnitt der 
Riickwand sichtbar wird. 

Es konnen folgende Netzspannungen ein- 
gestellt werden: 

1 0OP 20, 140, 200, 220, 240 VAC 



Wichtig: Nach jedem Verstellen des Netz- 
spannungswahlers ist der Wert der Netzsi- 
cherung zu kontrollieren: 

200.. .240V-1,25AT 

100.. .140V->2,5AT 




Fig. 2.4.1 



2.4.2 

Einstellung der Netrfrequenz 



Mit dem Schiebeschalter auf der ROckseite 
des Gerates wird die Netzfrequenz auf 50 
Oder 60 Hz eingestellt; die Umschaltung 
betrifft die Phasenschieberkondensatoren 
der Wickelmotoren. 



2.4 

OPERATING MODES PROGRAMMING 



CAUTION! The following settings may be 
performed only after switching off the re- 
corder and after disconnecting the mains 

plug. 



2 . 4.1 

Mains woltage selection 

Prior to connecting the recorder to the 
mains, check the setting of the voltage se- 
lectoratthe rear. If necessary turn the volta- 
ge selector until the voltage shown in the 
window of the back cover corresponds to 
the local mains voltage. 



The voltage selector allows to adapt the re- 
corder to the following mains voltages: 
100, 120, 140, 200, 220, 240 VAC 



Important note: After varying the voltage 
selector, check the value of the primary po- 
wer fuse: 

200.. . 240 V - 1 .25 A (slow blow) 

1 00.. . 1 40 V 2.5 A (slow blow) 




2.4.2 

Adjusting the mains frequency 



By means of the slide switch at the rear of 
the recorder the local mains frequency (50 
or 60 Hz) can be selected: with this switch 
the correct value of the phase shifting capa- 
citors for the spooling motors is set. 



2.4 

PROGRAMMATION DES MODES DE 
FONCTfONNEMENT 

ATTENTION: Iqc reglages suivants doivent 
etre effectues seulement apres avoir arrete 
I'appareil etdebranche Ie cable d'alimenta- 
tion secteur. 



2.4.1 

Selection de la tension d'alimentation 

Avant de brancher I'appareil sur Ie secteur, 
controle la position du selecteurde tension 
d'alimentation sur Ie panneau arriere. Si ne- 
cessaire tourner le selecteurjusqu'a ce que 
la tension affichee corresponde a celle du 
reseau local. 



Le selecteur de tension permet d'adapter ie 
fonctionnement de I'appareil aux tensions 
suivantes: 

100, 120, 140, 200, 220 et 240 V AC. 

Remarque importante: apres chaque 
modification de la position du selecteur de 
tension d'alimentation, controler que la va- 
leur du fusible d'alimentation primaire cor- 
responde a: 

200 .. . 240 V 1 .25 A (action retardee) 

1 00 .. . 140V^2.5 A (action retardee) 



2 . 4.2 

Ajustage de la frequence d'alimenta- 
tion 

Le selecteur a glissiere place a I'arriere de 
I'appareil permet d'adapter le fonctionne- 
ment de I'appareil a la frequence d'alimen- 
tation (50ou60Hz). Laction de ce selecteur 
est de corriger la valeur du changementde 
phase apporte par les condensateurs a I'ali- 
mentation des moteurs porte-bobine. 
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Z4.3 

Eingangsempfindlichkeit 

Auf dem Print RECORD AMPLIFIER 
1.167.711 ode.r 1.167.716 .kann die Ein- 
gangsempfindlichkeit mit einem Brucken- 
stecker urn -1 0, -20, oder -30 dB verandert 
warden. 




2AA 

Entzerrung 

Mit zwei weiteren Bruckensteckern auf 
dem RECORD AMPLIFIER-Print 1 .1 67.71 1 
Oder 1.167.716 und 3 Bruckensteckerpar- 
ren auf dem REPRODUCE AMPLIFIER-Print 
kann die CCIR-oderdie NAB-Entzerrungfur 
jede Bandgeschwindigkeit individueli ein- 
gestellt warden. 



2A3 

Input sensitivity 

A jumper plug on the RECORD AMPLIFIER 
p. c. hoard 1 . 1 67.7 1 1 or 1 . 1 67.71 6 allows 
to change the input sensitivity by -10, -20 
or -30 dB. 



2AA 

Equalization 

Two additional jumper plugs on the RE- 
CORD AMPLIFIER p. c. board 1 .1 67.71 1 or 
1 .1 67.71 6 and three jumper pairs on the 
REPRODUCE AMPLIFIER p. c. board 
allow to individually select either CCIR or 
NAB equalization for each tape speed. 



2A3 

Sensibilite d'entree 

Un pontage mobile situe sur le circuitimpri- 
me RECORD AMPLIFIER No. 1.167.711 ou 
No. 1.167.716 permetde changer la sensibi- 
lite d'entree de -10, -20 ou -30 dB. 



2AA 

Egalisation 

Deux pontages mobiles additionnels sur le 
circuit imprime RECORD AMPLIFIER 
No. 1.167.711 ou No. 1.167.716 ettrois paires 
de pontages mobiles sur le circuit imprime 
REPRODUCE AMPLIFIER permettent de 
selectionner individueliement I egalisation 
CCIR ou NAB pour chaque Vitesse de bande. 




2„4.5 

Bandzahier-Anzeige 

Fur diese Einstellung muss die Ruckwand 
des Cerates entfernt werden (siehe Kapitel 
4.2). 

Der COUNTER-Print 1 .1 67.765 ist neben 
dem Capstanmotor angebracht und von 
hinten zuganglich. 



2A5 

Tape counter display 

It is necessary to remove first the back 
cover of the recorder (see section 4.2). 

The COUNTER p. c. board 1 .1 67.765 is lo- 
cated next to the capstan motor and is ac- 
cessible from the rear. 



2.4.5 

Affichage du compteur de bande 

Pour effectuer ce reglage il est d'abord ne- 
cessaire d'enlever le panneau arriere de 
I'enregistreur (voir chapitre 4.2). 

Le circuit imprime du compteur. 
No. 1.167.765 est situe pres du moteur ca- 
bestan et est accessible par I'arriere. 
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Mit dem Bruckenstecker kann entweder By means of the jumper plug either mathe- A I'aide du pontage mobile on peut selec^ 

mathematische Abbildung (-59Min. 59 s matical display sequence (-59 min. 59 sto tionner soit I'affichage d'une sequence 

bis9h 59 Min. 59 s) Oder komplementare 9 h 59 min. 59 s) orcomplementarydisplay mathematique (de -59 mn. 59 s jusqu'a 

Abbildung (Oh 0 Min. Os bis sequence (0 h 0 min. Osto 9 h 59 min. 59s) 9 h 59 mn. 59 s) soit: I'affichage d'une se- 

9 h 59 Min. 59 s) gewahit werden. can be selected. quence complementaire (de 0 h 00 mn. 00 s 

jusqu'a 9h 59 mn. 59 s). 




Fig. 2.4.4 



2.4.6 

Bandzihler bei Papierkorbbetrieb 



Fur diese Einstellung muss die Ruckwand 
des Cerates entfernt werden (siehe Kapitel 
4.2). 

Auf dem TAPE TRANSPORT CONTROL 
Print 1.167.790 (von hinten zuganglich) 
kann mit dem Bruckenstecker SI 3 der 
Bandzahlerso programmiert werden, dass 
die Anzeige bei gedruckter MOT OFF-Taste 
stoppt. 



2.4.6 

Tape counter at dump edit operatio! 



It is necessary to remove first the back 
cover of the recorder (see section 4.2). 

The jumper plug S 1 3 on the TAPE TRANS- 
PORT CONTROLp. c, boaid 1 . 1 67.790(ac- 
cessible from the rear) allows to program 
the tape counter that it stops at dump edit 
operation (MOT OFF push button depres- 
sed). 



Compteiii* de bande 

piioteur fferiroiiierrierit at rote 

Pour effectual ce reglage il estd'aboid ne- 
cessaire cfenlever le panneau aniere de 
I'enregistreui (voir chapitte 4,2.). 
Let3ontageS. 13sut leciicuitimprirneTAPE 
TRANSPORT CONTROL Mo. 1.167,790 (ac- 
cessible depuis I'arriere) permet de pro- 
giammerlecornpteurdefacona ceque ce- 
ll! I -ci s'arrete lorsque le bouton MOT. OFF 
est enfonce. 




COUNTER 



RUNS 

STOPS 



Fig. 2.4,5 
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Aist o inatJc -B et rie b 

Fur diese Einstellung muss die Ruckwand 
des Geiates entfernt warden (siehe Kapite! 
4.2) 

Auf dem TAPE TRANSPORT CONTROL- 
Print 1.167.790 (von hinten zuganglich) 
kann mit dem Bruckenstecker S1 2 der Au- 
tomatic-Betrieb wie foigt programmiert 
vverden; 



2.4.7 

Ajjtomalic mode 

It is necessary to temove first the back 
cover of the recorder (see section 4.2). 

The jumper plug SI 2 on the TAPE TRANS- 
PORT CONTROL p. c. board 1.167.790 
(accessible from the rear) allows to pro- 
gramrn the automatic mode in the following 
manner: 



S R 




Fig. 2.4.6 



Stellung R; Gerat schaltet nach dem auto- 
matischen ROckspulen auf Wiedergabe. 



Stellung S: Gerat stoppt nach dem automa- 
tischen ROckspulen. 



2 . 4.8 

¥11 -M eter-Frog ra m mieru ng 
ATTENUATOR-Prini 1,167,749 

Mit dem Bruckenstecker JS2 wird die VU- 
Meteianzeige des entsprechenden Kanals 
dem Leitungspegel 0, +4, +6 oder +8 dBm 
angepasst. 

Mit dem Bruckenstecker JS1 kann der Lei- 
tungsausgang fOr Messzwecke mit 
600 Ohm abgeschlusseii warden. 



Position R: Recorder switches to reproduce 
mode after atomatic rewind is completed. 



Position S: Recorder stops after automatic 
rewind is completed. 



2.4.S 

W-meter programming 
ATTENUATOR p. c. board 1 .1 67.749 

The jumper plug JS2 is used to adapt the 
VU-meter indication of the appropriate 
channel to the commonly used line levels of 
0, +4, +6 or +8 dBm. 

For measuring purposes it is possible to ter- 
minate the line output with 600 ohms by 
means of jumper plug JS1 



2.4J 

Fonctionnement automatique 

Pour effectuer ce reglage il est d'abord ne- 
cessaire d'enlever le panneau arriere de 
I'enregistreur {voir chapitre 4.2.) 

Le pontage S. 12 surle circuit imprime TAPE 
TRANSPORT CONTROLNo.T167.790(ac- 
cessible depuis I'arriere) permet de pro- 
grammer le fonctionnement automatique 
selon les modes suivants: 



Position R: I'enregistreur passe automati- 
quement en mode lecture apres le rebobi- 
nage de la bande. 

Position S: I'enregistreurs'arrete apres le re- 
bobinage de la bande. 



2.4=8 

Programmation des VU-mMres 
CircLiitimprime ATTENUATOR no. 1.167.749 

Le pontage JS 2 sert a adapter I'indication 
du VU -metre d'un canal donne aux niveaux 
lignes les plus courrament utilises: 0, +4, 
+6 ou +8 dBm. 

Dans le but d'effectuer des mesures de ni- 
veau, il est possible de charger la sortie li- 
gne avec une resistance de 600 Ohms a 
I'aide du pontage JS 1 . 
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Fig. 2.4.7 



Der Bruckenstecker JS3 muss immer auf 
Stellung "A" gesteckt sein (Stellung "B" ist 
nurfurABORC). 

Die beiden Verbindungslitzen [1] blau und 
[1 1] braun mussenwiefoigtauf dem PUSH 
BUTTON-Print 1.167.743 gesteckt sein: 
B67~SYNC; Stellung "B" 

Alle ubrigen B67-Versionen: Stellung "A" 



2.4.9 

Mono-Stereo-Schalter 

1.067.720 



The jumper plug JS3 must always be 
plugged at position "A" (position "B" is for 
the A80RC only). 

The stranded wires [1] blue and [1 1] brown 
must be plugged on the PUSH BUTTON 
p. c. board 1 .1 67.743 as follows: 
B67-SYNC: position "B" 

All other B67 versions: position "A" 



2.4.9 

Mono»stereo switch 
1.067.720 



Le pontage JS 3 doit toujours se trouver en 
position A (la position B s'utilise seulement 
pour I'enregistreur A 80 RC). 

Lesdeuxfilsbleu(l) etbrun(ll) doiventetre 
branches sur le circuit imprime PUSH BUT- 
TON No. 1.167.743 de la maniere suivante: 
B67-SYNC: Position "B". 

Toutes les autres versions du B67: Position 
"A". 

2.4.9 

Selecteur mono-stereo 
no. 1.067.720 



Die Bruckenstecker "A" und "B" bestimmen 
die Wiedergabe-Kanale bei Mono-Betrieb: 



Jumper plugs "A" and "B" determine the re- 
produce outputs in mono mode: 



Les pontages 'A" et "B" determinant les sor- 
ties lectures en fonctionnement mono: 



Stellung 1: Kanal 1 ist auf Wiedergabe- 
Ausgang 1 geschaltet. 

Stellung 2: Kanal 1 ist auf beide Wiederga- 
be-Ausgange 1 und 2 geschaltet. 



Position 1: channel 1 is switched to repro- 
duce output channel 1 . 

Position 2: channel 1 is switched to both re- 
produce output channels 1 and 2. 



Position 1 : Le canal 1 estconnectea lasortie 
lecture 1 . 

Position 2: Le canal 1 estconnecteauxdeux 
sorties lecture 1 et 2. 




Fig. 2.4.8 
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Mono-Stereo-Schalter 

1.167.720 

Die Bruckenstecker J 1 .2,3 A,5 und 8 mus- 
sen bei Verwendung eines V U -Meter-Pa - 
nelsalieauf StellungV, ohneVU -Meter-Pa- 
nel auf Stellung 0 gesteckt sein. 



Das Bruckensteckerpaar J7 bestimmt die 
Wiedergabekanale bei Mono-Betrieb: 

Stellung IJ: Kanal 1 ist auf Wiedergabe- 
Ausgang 1 geschaltet. 

Stellung A,Y: Kanal 1 ist auf beide Wieder- 
gabe-Ausgange 1 und 2 geschaltet. 

Bruckenstecker J6 bestimmt die Eingange 
bei Mono-Betrieb: 

Stellung H: Zwei Mono-Eingange 

Stellung M: Normalbetrieb 

Bruckenstecker J9 bestimmt. ob beim Ein- 
schalten des Magnettongerates (POWER) 
automatisch auf Mono- Oder Stereo-Be- 
trieb geschaltet wird: 

Stellung U: Stereo-Betrieb 

Stellung W: Mono-Betrieb 



2.4.10 

Mono-stereo switch 

1.167.720 

If a VU -meter panel is connected to the re- 
corder, all jumper plugs J 1,2,3, 4, 5 and 8 
mustbe in position V, withoutVU-meterpa- 
nel all these jumper plugs must be in posi- 
tion O. 

The jumper plug pair J7 determines the re- 
produce outputs in mono mode: 

Position I J: channel 1 is switched to repro- 
duce output channel 1 . 

Position AY: channel 1 is switched to both 

reproduce output channels 1 and 2 . 

Jumper plug J6 determines the inputs in 
mono mode: 

Position H: two mono inputs 

Position M: normal operation 

Jumperplug J9 determines mono or stereo 
mode after switching-on the tape recorder 

(POWER): 



Position U: stereo mode 
Position W: mono mode 



2.4.10 

Seiecteur mono-st6reo 

no. 1.167.720 

Lorsqu'un panneau VU -metre est relie a 
I'enregistreur, tous les pontages J 1, 2, 3, 4, 
5, et8 doiventetre en positionV, en I'absen- 
ce de panneau VU-metre tous ces ponta- 
ges doivent etre en position 0 . 

La pa ire de pontages J 7 determine les sor- 
ties lecture en fonctionnement mono: 

Position IJ : !e canal 1 est connecte a la sor- 
tie lecture 1 . 

Position AY: le canal 1 est connecte aux 
sorties lecture 1 + 2. 

Le pontage J 6 determine les entrees en 

fonctionnement mono: 

Position H: deux entrees mono. 

Position M: Fonctionnement normal 

Le pontage J 9 determine le fonctionne- 
ment mono ou stereo lors de la mise sous 
tension de I'appareil (POWER). 



Position U: stereo 
Position W: mono 




Fig. 2.4.9 
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anschlOsse 



2.5 2.5 

COWNECTiONS CONNECTEURS 




Fig. 2.5.1 



[1] Leitungs-Eingang CHI 

[2] Leitungs-Ausgang CHI 

[3] Leitungs-Eingang CH2 

[4] Leitungs-Ausgang CH2 

[5] Pilot-Anschluss 

[6] Laufwerk-Fernsteuerstecker 
REMOTE CONTROL 

[7] Tonmotor-Nachsteuerstecker 
CAPSTAN SPEED CONTROL 

[8] Steckanschluss fur VU-Panel 

[9] Erdungsbuchse 

[10] Netzanschluss-Stecker 



[1] Line input CH1 

[2] Line output CHI 

[3] Line input CH2 

[4] Line output CH2 
[51 Pilot connection 

[6] REMOTE CONTROL connector 
(tape transport) 

[7] CAPSTAN SPEED CONTROL 
connector 

[8] VU-panel connector 

[9] Earth socket 

[10] Power connector 



[1] Entree ligne CH 1 

[2] Sortie ligne CH 1 

[3] Entree ligne CH 2 

[4] Sortie ligne CH 2 

[5] Prise pilote 

[6] Prise de telecommande REMOTE 
CONTROL (transport de bande) 

[7] Prise pour controle de la vitesse ca- 
bestan CAPSTAN SPEED CONTROL 

[8] Prise pour raccordement d'un pan- 
neau VU-metre 

[9] Prise de terre 

[10] Prise d'alimentation secteur 



Leitungs-Eingang 

Die symmetrischen Eingange sind auf 
Stecker gefOhrt, die unter der Bezeichnung 
XLR bekannt sind und in der lEC-Empfeh- 
lung 268-1 2 beschrieben sind. 

Nr. 1 Audio-Masse± 

Nr. 2 A-Leitung (heiss) 

Nr. 3 B-Leitung (kalt) 




Fig. 2.5.2 

Eingang, XLR-Stecker, weiblich 
Input XLR connector, female 
Entree, connecteurXLR, femelle 



2.5.1 

Line input 

The balanced inputs are connected to con- 
nectors designated as XLR and described 
in the lEC recommendation 268-1 2. 

No. 1 Audio ground ± 

No. 2 Line A (live) 

No. 3 Line B 



2.5.1 

Entree ligne 

Les entrees symetriques sont reliees a des 
connecteurs du type XLR-femelle et decrits 
dons la publication lEC 268 12. 

No. 1 Masse audio X 
No. 2 Ligne A (phase) 

No. 3 Ligne B (neutre) 
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Leitungs-Ausgang 

Die symmetrise hen Ausgange sind auf 
Sleeker gefuhrt, die unter der Bezeiehnung 
XLR bekannt sind und in der lEC-Empfeh- 
lung 268-12 besehrieben sind. 

Nr. 1 Audio-Masse ± 

Nr. 2 A-Leitung (heiss) 

Nr. 3 B-Leitung (kalt) 





Fig. 2.5,3 

Ausgang, XLR-Steeker, manniieh 
Output, XLR eonneetor, male 
Sortie, eonneeteur XLR, male 



2.5.3 

Pilot-Anschluss 

Die unter der Bezeiehnung DIN-Steekerbe- 
kannten Steekverbindungen sind in der 
lEC-Empfehlung 268-1 4A besehrieben. 



Z5.2 

Line output 

The balaneed outputs are eonneeted to 
eonneetors designated as XLR and des- 
eribed in the lEC reeommendation 268-12. 

No. 1 Audio ground _L 
No. 2 Line A (live) 

No. 3 Line B 



Z5.3 

Pilot connector 

These eonneetors, also referred to as DIN 
plugs, are deseribed in the lEC reeommen- 
dation 268-1 4A. 



Nr. 1 Eingang (heiss) 

Nr. 2 Eingang (kalt) 

Nr. 3 Audio-Masse J_ 

Nr. 4 Ausgang (kalt) 

Nr. 5 Ausgang (heiss) 

Nr. 6 Eingangspegel-Anzeige 



INPUT 1 

IV 50/60 Hz 1 


5 OUTPUT 

^ 50/60HZ 


2^ 


3 



Fig. 2.5.4 

Pilot-Ansehluss (DIN) 
Pilot eonneetor (DIN) 
Conneeteur pilote (DIN) 



2.5.4 

Laufwerk-Fernsteuerstecker 

REMOTE CONTROL 

Am 50-poligenSteekansehluss(Subminia- 
tur, Typ D) fur die Laufwerk-Fernsteuerung 
konnen die externe Laufwerksteuerung 
und/oder eine Reglerstartsehaltung ange- 
sehlossenwerden. Eine Ruekstellsehaltung 
fur den Bandzahler ist ebenfalls moglieh. 

Steckerset 20.020.303.02 

bestehend aus: 

- Steckereinsatz codiert 10.217.001.02 

- Haube zu Stacker 50-polig 54.02.0463 

- Verriegelungsfeder (2x) 54.02.0469 

- Verriegelungshaken (2x) 54.02.0470 



No. 1 Input (live) 

No. 2 Input 

No. 3 Audio ground _L 
No. 4 Output 
No. 5 Output (live) 

No. 6 Input level indieation 



2.5.4 

REMOTE CONTROL connector 

(tape transport) 

This 50 pin eonneetor (subminiatur, type D) 
for the tape transport eontrol allows to eon- 
neetthe external transport eontrol and /or a 
faderstarteireuit. A reset eireuitfor the tape 
timer is also possible. 



Connector set 20.020.303.02 

consisting of; 

- Connector, coded 10.217.001.02 

- Cap to connector 50 poles 54.02.0463 

- Detent spring (2x) 54.02.0469 

- Detent hook (2 x) 54.02.0470 



2.5.2 

Sortie ligne 

Les sorties lignes symetrigues sont reliees a 
des connecteurs XLR-male et decrits dans 
la publication I EC 268-12. 

No. 1 Masse audio ± 

No. 2 Ligne A (phase) 

No. 3 Ligne B (neutre) 



2.5.3 

Prise pilote 

Cette prise (typeDIN) estdecrite dans la pu- 
blication lEC 268-14 A. 



No. 1 Entree (phase) 

No. 2 Entree (neutre) 

No. 3 Masse audio ± 

No. 4 Sortie (neutre) 

No. 5 Sortie (phase) 

No. 6 Indication du niveau d'entree 



2.5.4 

Prise de telecommande 

(transport de bande) 

Une telecommande externe et/ou un cir- 
cuit depart a potentiometre peuvent etre 
raccordes a ce conneeteur type D, submi- 
niature, 50 poles. Un circuit de remise a ze- 
ro pour le compteur de bande peut egale- 
ment y etre raccorde. 

Jeu de connecteurs 20.020.303.02 

comprenant: 

- Conneeteur, codb 10.217.001.02 

- Cache pour conneeteur 50 poles 54.02.0463 

- Lames de verouillage (2x) 54.02.0469 

- Crochets de verouillage (2 x) 54.02.0470 
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SPECIAL FEATURES 













Fig 2.5=5 

Fernsteuerstecker 
Remote control connector 
Connecteur pour telecommande 




Fig. 2.5.6 

Laufwerk-Fernsteuerung 
Tape transport remote control 
Telecommande du transport 
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2.5.5 2.5.5 2.5.5 

Tonmotor-Nachsteuerung CAPSTAN SPEED CONTROL connector Prise pourcontrole de la vitessecabestan 

CAPSTAN SPEED CONTROL CAPSTAN SPEED CONTROL 

Dieser 25-polige Steckanschluss (Submi- This 25 pin connector (subminiatur, type D) Ce connecteur type D, subminiature a 25 

niatusTypD) erlaubt den Anschluss derVa- allows to connect the vari-speed control. poles, permet le raccordement de la com- 

ri-Speed-Steuerung. mande vari-speed. 

Steckerset 20.020.303.01 Connector set 20.020.303.01 

bestehend aus; consisting of: 

- Steckereinsatz codiert 10.217.001.01 - Connector, coded 10.217.001.01 

- Haube zu Stecker 25-polig 54.02.0461 - Cap to connector 25 poles 54.02.0461 

- Verriegelungsfeder (2x) 54.02.0469 - Detent spring (2x) 54.02.0469 

- Verriegelungshaken (2x) 54.02.0470 - Detent hook (2x) 54.02.0470 



Fig. 2.5.8 

Tonmotor-Nachsteuerung 

Anschluss-Stecker und Schaltung 

Capstan speed control, 

connector and circuit 

Prise et circuit pour controle de la vitesse 

cabestan 




Jeu de connecteurs 20.020.303.01 

comprenant: 

- Connecteur, codd 10.217.001.01 

- Cache pour connecteur 25 poles 54.02.0461 

- Lames de verouillage (2x) 54.02.0469 

- Crochets de verouillage (2 x) 54.02.0470 



2.5.6 2.5.6 2.5.6 

Jack-Stecker fOr Kopfhorer Jack for headphone Prise jack pour casques 




TIP = gauche 
RING = droite 
SLEEVE = masse 



Fig. 2.5.9 
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2.BJ 

Netzanschiyss-Stecker 



Nr. 1 Phase 
Nr. 2 Erde 
Nr. 3 Null-Leiter 




Fig. 2.5.10 



Z6 

EINSCHALTEN 

Vorbereitung: 

Alle einrastenden Schalter werden, falls 
eingeschaltet durch nochmaliges Drucken 
gelost. 

Beide Wickelteller von Hand kurz drehen. 
Dies zur Kontrolle, ob die Bremsbander 
nicht blockiert sind. 

Gerat mit dem Netzkabel an das Netz an- 
schliessen. 



Die Drucktaste POWER schaltet das Gerat 
ein. 

Nach dem Einschalten leuchtet die STOP- 
Taste auf. Bei Geraten mitVU-Meter-Panel 
werden die Instrumente beleuchtet. Der 
Bandzahler zeigt 0.00.00, 



Nochmaliges Drucken der Drucktaste PO- 
WER schaltet das Gerat wieder aus. 

Das Magnettongerat STUDER B67 ist nun 
betriebsbereit. 

Funktionskontrolle 

Gerat mit der Drucktaste POWER einschal- 
ten (kein Tonband eingelegt). Eine der Ge- 
schwindigkeitstasten drucken. DieTonwel- 
le beginnt im Gegenuhrzeigersinn zu dre- 
hen; nach kurzerZeit leuchtet die gedruckte 
Geschwindigkeitstaste auf und signalisiert 
Synchronlauf. 

Die PLAY-Taste drucken: Die Andruckrolle 
bewegt sich zur Tonwelle und die beiden 
Wickelmotore beginnen zu drehen; der lin- 
ke (Abwickelmotor) im Uhrzeigersinn, der 
rechte (Aufwickelmotor) im Gegenuhrzei- 
gersinn. Die PLAY-Taste leuchtet auf und die 
STOP-Taste verloscht. 



2.5J 

Mains plug 

No. 1 Live 
No. 2 Ground 
No. 3 Neutral 



2.6 

SWITCHING ON 
Preparations 

Any locking button which has been de- 
pressed will return to its off position when it 
is depressed a second time. 

Briefly turn both reel supports by hand to 
make sure that the brake bands are not 
blocked. 

Connect the recorder to the mains by 
means of the mains power cable. 



The POWER push button switches on the 
recorder. 

After switching on, the STOP button beco- 
mes illuminated and recorders with VU- 
meter panels show illuminated meters. The 
tape counter shows 0.00.00. 



Pressing the POWER push button a second 
time switches off the recorder. 

The STUDER B67 tape recorder is now rea- 
dy for operation. 

initial checkout procedure 

Switch-on the recorder by pressing the PO- 
WER push button (no tape inserted). 
Depress one speed push button. The cap- 
stan axle begins to rotate. After a few se- 
conds the depressed button lights up; this 
signals synchronous running. 

Depress the PLAY push button; The pressure 
roller moves to the capstan axle, and both 
spooling motors beginto rotate; the left one 
(supply) clockwise, the right one (take-up) 
counterclockwise. The PLAY button lights 
up and the STOP button lamp goes out. 
After releasing the PLAY button the brakes 



Z5.7 

Prise d'alimentation secteur 

No. 1 Phase 
No. 2 Mdbbe 
No. 3 Neutre 



Z6 

MISE EN MARCHE 
Preparation: 

Tout bouton poussoir a blocage, ayant ete 
presse une premiere fois (position enfon- 
cee) peut etre ramene au repos (position 
ressortie) en le pressant une seconde fois. 
Tourner brievement a la main les deux sup- 
ports porte-bobine afin de s'assurer que les 
freins ne sont pas bloques. 

Raccorder I'enregistreur a la prise secteura 
I'aide du cable d'alimentation. 

La mise en marche de I'appareil s'effectue a 
I'aide du bouton poussoir POWER. 

Apres la mise en marche, le bouton STOP 
s'allume et si I'enregistreur est muni d'un 
panneau VU-metre, ceux-ci s'allument 
egalement. Le compteur de bande affiche 
0 . 00 . 00 . 

Une autre pression sur le bouton poussoir 
POWER arrete I'appareil. 

Lenregistreur STUDER B67 estmaintenant 
pret a etre utilise. 

Procedure de controle initiale 

Mettre en marche I'appareil a I'aide du bou- 
ton poussoir POWER (pas de bande sur 
I'appareil). Enfoncer I'une quelconque des 
touches de selection de vitesse. Le cabes- 
tan commence a tourner dans le sens anti- 
horaire; apres un court instant la touche de 
vitesse enfoncee s'allume indiquant ainsi 
un fonctionnement synchrone. 

Enfoncer la touche PLAY: le centre cabes- 
tan se presse centre I'axe cabestan et les 
deux moteurs porte-bobine commencenta 
tourner; celui de gauche (debit) dans le 
sens horaire, celui de droite (enroulement) 
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Nach dem Loslassen der PLAYTaste war- 
den die Wickeinnotore gebremst die An- 
druckrolle fa I It in die Ruhestellung zuruck 
und die STOP-Taste leuchtet wieder auf. 
Nnnh dinner Knntrolle daeGeratmitder PO- 
WER-Taste wieder ausschalten. 



of the spooling motors are activated, the 
pressure roller fellsjrito its rest position and 
the STOP button lights- up again. 

After completing this short check, switch 
off the recorder by releasing the POWER 
switch. 



dans le sens anti-horaire. Le bouton pous- 
soir PLAY s'allume tandis que le bouton 
poussoirSTOP s'eteint. Apres avoir relache 
le bouton poussoir PLAY, les freins des mo- 
te urs portebobine so nt actives., le centre ca- 
bestan ravient a sa position de repos et le 
bouton poussoir STOP s'allume de nou- 
veau. 

Apres execution de ce rapide controle, ar- 
reter I'appareil en pressant sur le bouton 
poussoir POWER. 
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3. BEDIENUNGSANLEITUNG 

In der Bedienungsanleitung wird die Lage 
der Bedienungselemente und der Anzei- 
gen gezeigt. Das Vorbereiten des Magnet- 
tongerates und die nnoglichen Betriebsar- 
ten sind beschrieben. Ferner ist eine Anlei- 
tung fur die tagliche Pfiege des Cerates ent- 
halten. 



3. OPERATING INSTRUCTIONS 

This section of the manual provides loca- 
tion of the recorder/reproducer operating 
controls and indicators, a preoperational 
procedure, and operating instructions for 
the various modes of operation. Also inclu- 
ded are instructions on the daily care of the 
unit. 



3. MODE D'EMPLOl 

Le mode d'emploi indique la position des 
elements de commande et d'affichage. La 
preparation du magnetophone et les diffe- 
rents modes d'utilisation y sont egalement 
d^crits. II contient en outre les instructions 
pour la maintenance quotidienne de I'ap- 
pareil. 
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Fig. 3.1 



3.1 




3.1 




3.1 




BEDIENUNGSELEMENTE 


CONTROLS 


ELEMENTS DE COMMANDE 


[1] 


Linker Wickelteller 


[1] 


Left reel support 


[1] 


Plateau porte-bobine gauche 


[2] 


Rechter Wickelteller 


[2] 


Right reel support 


[2] 


Plateau porte-bobine droit 


[3] 


Bandabhebeschieber 


[3] 


Tape lift slider 


[3] 


Poussoir-ecarteur de bande 


[4] 


Netzschalter POWER 


[4] 


Mains POWER switch 


[4] 


interrupteur de mise sous 
tension "POWER" 


[5] 


Repetiertaste 


[5] 


Repeat button 


[5] 


Touche de repetition 


[6] 


Automatiktaste AUTO 


[6] 


AUTOmatic mode button 


[6] 


Touche de fonction 
automatique "AUTO" 



[7] Abschaittaste MOT. OFF, fur rechten 
Wickelmotor (bei Papierkorbbetrieb) 

[8] Reglerstarttaste FAD. ST 

[9] Schnellstopptaste PAUSE 

[10] Ruckspultaste < 

[11] Vorspultaste > 

[12] Wiedergabetaste PLAY 

[13] Stopptaste STOP 

[14] Aufnahmetaste REC 

(nur zusammen mit PLAY wirksam!) 

[15] Zahler-Ruckstelltaste RESET 

[16] Bandzahler-Anzeige 

[17] Wahitasten fur Bandgeschwindigkeit 

[18] Bandschere 



[1 9] Anzeigelampe READY 

[20] Taste SAFE /READY 

[21] Anzeigelampe REC (Aufnahme) 

[22] Wahitaste INP (Eingang) 

[23] Wahitaste SYNC 

[24] Wahitaste REPROD (Wiedergabe) 

[25] Pegelregler Aufnahme 
RECORD LEVEL 

[26] Taste UNCAL 

(fixer Oder regelbarer Pegel) 

[27] Pegelregler Wiedergabe 
REPRODUCE LEVEL 

[28] Kopfhorer-Anschluss, (Stereo) 

[29] Aussteuerungsinstrument 

[30] Mono-Stereo-Schalter 

[31] Monitor-Wahlschalter 

[32] Monitorlautstarke-Regier 

[33] Spitzenanzeige 



[7] MOT. OFF button, to switch off right- 
hand spooling motor (dump editing) 

[8] FAD. ST. button, fader start 

[9] PAUSE button 

[10] Rewind button < 

[11] Fast forward button > 

[12] PLAY button 

[13] STOP button 

[14] REC button, record 

(works only together with PLAY!) 

[1 5] Counter RESET button 

[1 6] Tape counter display 

[1 7] Tape speed selector buttons 

[18] Tape cutting scissors 



[19] READY lamp 

[20] SAFE /READY button 

[21] RECord lamp 

[22] IN Put button 

[23] SYNC button 

[24] REPRODuce button 

[25] RECORD LEVEL control 

[26] UNCAL button 

(fixed or adjustable level) 

[27] REPRODUCE LEVEL control 

[28] Fleadphone socket, (stereo) 

[29] Level meter 

[30] Mono-stereo switch 

[31] Monitor selector switch 

[32] Monitor volume control 

[33] Peak level indicator 



[7] Interrupteur d'arret du moteur de 
bobinage droit "MOT. OFF" 

[8] Touche de mise en fonction de com- 
mande exterieure "FAD. ST." 

[9] Touche d'arret instantane "PAUSE" 

[10] Touche de rebobinage (retour rapide) < 

[1 1 ] Touche de bobinage (avance rapide) > 

[12] Touche de lecture "PLAY" 

[13] Touche d'arret "STOP" 

[14] Touche d'enregistrement (activee uni- 
quement avec "PLAY") 

[1 5] Touche de remise a zero du compteur 
de bande "RESET" 

[1 6] Compteur de bande 

[1 7] Selecteur de vitesse de defilement 

[18] Ciseaux 



[1 9] Lampe-temoin "READY" 

[20] Selecteur "SAFE/READY" 

[21 ] Lampe-temoin "REC" (enregistrement) 

[22] Touche "INP" (entree) 

[23] Touche "SYNC" 

[24] Touche "REPROD." (reproduction) 

[25] Potentiometre de reglage du niveau 
d'enregistrement "RECORD LEVEL' 

[26] Selecteur de mode de reglage 
"UNCAL" (Niveau fixe ou reglable) 

[27] Potentiometre de reglage du niveau 
de reproduction "REPRODUCE LEVEL" 

[28] Prise jack pour casque stereo 

[29] VU -metres 

[30] Commutateur mono/stereo 

[31] Selecteur de source 

[32] Reglage du niveau d'ecoute 

[33] Indication des cretes 
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3.2 

BEDIENUNGSANLEITUNG 



3.2.1 

Einschalten 

Das Magnettongerat B67 wird mit der 
Drucktaste POWER eingeschaltet. Nach 
dem Einschalten leuchtet dieTastenlampe 
STOP und der elektronische Bandzahler 
zeigt 0.00.00. 

Die Bandzugsensoren sind im Stoppbe- 
trieb blockiert und die Bandbremse ist auf 
reduziertes Bremsmoment geschaltet. 

Die Drucktaste POWER ist rastend, noch- 
maliges Drucken lost dieTaste und schaltet 
das Gerat wieder aus. 

3.2.2 

Tonband auflegen 

Dreizackspule mit Flansch: 

(DIN 45 514,45 517) 

Voile Bandspule auf den linken, leere Spule 
auf den rechten Wickelteller auflegen. Die 
Dreizackfuhrungen herausziehen und mit 
einer 60°-Drehung verriegeln. 



3.2 

OPERATING INSTRUCTIONS 



3.2.1 

Switching on 

To switch on the B67 tape recorder, press 
the push button POWER. After switching 
on, the push button STOP becomes illumi- 
nated and the electronic tape timer indi- 
cates zero (0.00.00). 

In STOP mode the tape tension sensors are 
mechanically blocked and the brake mo- 
ment of the tape brakes is reduced. 

The power switch is of the push on / push 
off type: by pressing it a second time, the re- 
corder will be switched off again. 

3.2.2. 

Tape reel installation 

Three-pronged reel with flange: 

(DIN45514. 45517) 

Install reel of tape on left-hand (supply) reel 
support and empty reel on right-hand 
(take-up) reel support. Pull out three- 
pronged guide and lock it with a 60° rota- 
tion. 




Fig. 3.3 



NAB-Bandspule: 

NAB-Adapterauf die Wickelteller auflegen, 
Dreizackfuhrung verriegeln. NAB-Band- 

spule Oder, wenn Offenwickel verwendet 
werden, NAB-Kern auf den Adapter aufle- 
gen und das Adapteroberteil im Uhrzeiger- 
sinn bis zum Einrasten verdrehen. 



NAB reel 

Mount NAB adaptor and lock three- 
pronged guide. 

Mount NAB tape reel or, when using single- 
sided spools, NAB hub on adaptorand turn 
top section of adaptor clockwise until it 
locks in place. 




3.2 

MODE D'EMPLOl 



3.2.1 

Enclenchement 

Le magnetophone B67 estmis soustension 
au moyen de I'interrupteur "POWER". 
Apres I'enclenchement, la iampe-temoin 
"STOP" s'allume et le compteur de bande 
electronique affiche 0.00.00. 
Lestensiometres sontbloques mecanique- 
ment dans ce mode de fonctionnement et 
I'efficacitie du f re inage mecanique est reduite. 

Linterrupteur "POWER" reste en position 
basse. Une nouvelle pression le fait remon- 
te r, ce qui declenche I'appareil. 

3.2.2 

Mise en place de la bande 

Bobine normale: 

(Bobine type cinema selon DIN 45 514, 

45 517) 

Mettre en place la bobine pleine sur le pla- 
teau gauche et la bobine vide sur le plateau 
droit. Sortirlestaquets deverrouillage et les 
tourner de 60° pour bloquer les deux bobi- 
nes. 



Bobine NAB 

Mettre en place les adapteurs NAB sur les 
plateaux et les bloquer avec le system e de 
verrouillage. Positionner la bobine NAB ou, 
s ton utilise des bobines ouvertes, mettre le 
noyau NAB sur I'adaptateur, puis tourner la 
partie superieure de I'adaptateur dans le 
sens horaire jusqu'a I'encliquetage. 



Fig, 3,4 
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Offenwickel: 

(Wickelkern nach DIN 45 51 5) 

Bandteller auf die Wickelteller auflegen 
und Dreizackfuhrung verriegeln. 

Auf der linken Seite den vollen Bandwickel 
auflegen, die Lasche anheben und um 90° 
verdrehen bis sie auf den beiden Fuhrungs- 
stiften aufliegt. in der gleichen Weise auf 
der rechten Seite einen leeren Wickelkern 
montieren. 




Fig. 3.5 



Band einfideln: 

Wichtig: 

Falls die Kopfabschirnnung des Wiederga- 
bekopfes (bei Sync-GerMen auch die des 
Aufnahmekopfes) den Kopfspiegel ver- 
deckt muss sie nach unten gedruckt wer- 
den, bis sie einrastet 



Single-sided spool 

(hub according to DIN 45 51 5) 

Mount adaptor with flange on the reel sup- 
port and lock three-pronged guide. 

Mount full reel on left-handed reel support: 
lift up cover plate and rotate by 90° until it 
rests on the two guide pins. After comple- 
ting the preceding instructions, mount an 
empty hub on the right-hand reel support. 




Threading of tape 

Important: 

If the head shield of the reproduce head(on 
sync recorders of the record head too) cov- 
ers the head face, press it downwards until 
it is locked 



Bobine ouverte 

(noyau de bobine selon DIN 45 515) 
Mettre en place les plateaux de bande sur 
les plateaux portebobine et les bloquer 
avec le system e de verrouillage. Mettre la 
galette pleine sur le plateau gauche, soule- 
ver le taquet de verrouillage, le tourner de 
90° pour I'amener sur les deux goujons. 
Proceder de meme avec le noyau vide sur 
le plateau droit. 



Mise en place de la bande 

Important; 

Si le blindage de la tete de reproduction 
(avec les appareils sync, egalement celui 
de la tete d'enregistrement) cache la sur- 
face de la tete, il doit etre presse vers le bas 
jusqu'a I'encliquetage. 




Fig. 3.6 
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DasTonband gemassAbbildung einfadeln. 
Der Bandanfang wird aufder rechten Spule 
eingefadelt und durch einige Umdrehun- 
gen im Gegenuhrzeigersinn gesichert. Falls 
das Band mit einem transparenten Vor- 
spann beginnt vorspulen, bis die Magnet- 
schicht beginnt. Den Bandzahler durch 
Drucken der RESETTaste auf Null stellen. 

Die Kopfabschirmung durch leichten Druck 
auslosen. 

3»Z3 

Wahl der Bandgeschwindigkeit 



Thread tape according to illustration. 
Thread leading tape end onto the right- 
handed reel and manually rotate ccw. until 
the tape is locked. Tape filled with a trans- 
parent leader tape should be wound for- 
ward until the beginning ot the magnetic 
coating has passed the tape heads. Set the 
tape counterto zero by pressing the RESET 
push button. 

Release the head shield by pressing it 
slightly downwards. 

3.2.3 

Tape speed selection 



Placer la bande selon I'illustration. Amener 
I'amorce sur la bobine de droite et donner 
quelques tours dans le sens anti-horaire 
pour la fixer. Si la bande est pourvue d'une 
amorce transpa rente, bobine jusqu'au de- 
but de la couche magnetique. Remettre a 
zero le compteur de bade en pressantsur la 
touche "RESET". 

Liberer le blindage de tete avec une legere 
pression. 



3.2.3 

Choix de la vitesse de defilement 



Es stehen drei Bandgeschwindigkeiten zur Three tape speeds are available: 
Verfugung: 



Trois vitesses de defilement sont a disposi- 
tion: 



33/4 


(Zoll/s) 


9,5 cm/s 


33/4 


ips (9.5 cm/s) 


33/4 


(pouces/s): 9,5 cm/s 


7'/2 


(Zoll/s) 


19,05 cm/s 


71/2 


ips (19.05 cm/s) 


71/2 


(pouces/s): 1 9,05 cm/s 


15 


(Zoll/s) 


38,1 cm/s 


15 


ips (38.1 cm/s) 


15 


(pouces/s): 38 cm/s 


Oder 




or 




ou 




71/2 


(Zoll/s) 


19,05 cm/s 


71/2 


ips (19.05 cm/s) 


71/2 


(pouces/s): 19,05 cm/s 


15 


(Zoll/s) 


38,1 cm/s 


15 


ips (38.1 cm/s) 


15 


(pouces/s): 38,1 cm/s 


30 


(Zoll/s) 


76,2 cm/s 


30 


ips (76.2 cm/s) 


30 


(pouces/s): 76,2 cm/s 



Mit der entsprechenden Taste wird die ge- 
wunschte Geschwindigkeit gewahit. So- 
bald derTonmotordie Solldrehzahl erreicht 
hat leuchtet die Tastenlampe der gewahl- 
ten Geschwindigkeit auf. 



Select the desired speed by pressing the 
appropriate push button. After the capstan 
motor has reached its nominal speed, the 
push button lights up. 



La vitesse est choisie en pressant la touche 
correspondante. Des que le moteur de ca- 
bestan a attaint sa vitesse nominale, la 
lampe de la vitesse selectionnee s'allume. 



3.2.4 

Wiedergabe 

Nach dem Drucken der PLAYTaste schaltet 
das Magnettongerat auf Wiedergabe und 
die Taste leuchtet auf. 

Die Wiedergabefunktion kann mit der 
STOP-Taste oder, automatised, mit einem 
Klarbandteil aufgehoben warden. 



Die PAUSE -Taste stoppt das Band solange 
sie gedruckt bleibt: die Repetiertaste lost 
solange sie gedruckt bleibt schnelles 
Ruckspulen aus.' Beide Taste n schalten 
nach dem Loslassen das Gerat wieder auf 
Wiedergabe. 



Drucken der Umspultasten < und > sowie 
der MOT. OEE und EAD. ST.-Tasten anulliert 
die Wiedergabefunktion. 

3.2.5 

Aufnahme 

Um das Gerat auf Aufnahme zu schalten, 
mussen die beiden Taste n REC und PLAY 
zusammen gedruckt warden. Wahrend 
der Aufnahme leuchten beide Tastenlam- 
pen. 



3.2.4 

Reproduction 

After pressing the PLAY push button the re- 
corder switches into reproduce mode and 
the push button lights up. 

The reproduce mode can be canceled by 
pressing the STOP push button or, automa- 
tically, by a transparent leader tape. 



Pressing the PAUSE push button stops the 
reproduce mode temporarily: pressing the 
repeat push button causes the recorder to 
rewind. Reproduce mode is reactivated 
again after releasing the PAUSE or repeat 
push buttons. 



Pressing the rewind push buttons < or > as 
well as the MOT. OEE and EAD. ST. push but- 
tons cancel the reproduce mode. 

3.2.5 

Recording 

To initiate record mode press REC and 
PLAY push buttons simultaneously. Du- 
ring record, both push buttons light up. 



3.2.4 

Reproduction 

Si Ton appuye sur la touche "PLAY", le ma- 
gnetophone se meten mode reproduction, 
et la lampe correspondante s'allume. 

La fonction reproduction peut etre inter- 
rompue en pressant le bouton poussoir 
"STOP" ouautomatiquementparune amorce 
transparente. 

La touche "PAUSE" interrompt le defile- 
ment aussi longtemps qu'elle est pressee; 
la touche de repetition provoque le rebobi- 
nage rapide aussi longtemps qu'elle est 
presses. Sitotque ces deuxtouches sont re- 
lachees, le magnetophone se remeten mo- 
de reproduction. 

La fonction reproduction peut etre inter- 
rompue par les touches suivantes: <, >, 
"MOT. OFF" ainsi que "FAD. ST" 

3.2.5 

Enregistrement 

Pour commuter I'appareil sur enregistre- 
ment, il faut appuyer simultanement sur 
lestouches "REC" et "PLAY". Pendant I'enre- 
gistrement, les deux touches sont allu- 
mees. 
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SAFE/READY-Taste: 

Bei Geraten mit SAEE/READY-Tasten kon- 
nen die Kanale einzein fur die Aufnahme 
gesperrt werden. Solange die Taste ausge- 
idst ist erfoigt auf dem betreffenden Kanal 
keine Aufnahme; drucken von PLAY und 
REC schalten diesen Kanal nuraufWieder- 
gabe. 



Um einen Kanal fur eine Aufnahme vor- 
zubereiten, muss die entsprechende SAEE/ 
READY-Taste gedruckt werden. Die grune 
Lampe READY leuchtet auf. Wenn nun 
noch REC und PLAY zusammen gedruckt 
werden, leuchtet die rote Lampe REC auf 
und signalisiert den Beginn der Aufnahme. 

Die Aufnahmefunktion kann durch Druk- 
ken der STOP-Taste Oder, automatisch, mit 
einem Klarbandteil aufgehoben werden. 



Um das Gerat ohne Bandstillstand von Auf- 
nahme auf Wiedergabe zu schalten, muss 
die PLAY-Taste gedruckt werden. 



Wenn die PAUSE-Taste gedruckt ist, wird 
die Aufnahme unter gleichzeitigem Anhal- 
ten des Laufwerkes unterbrochen; nach 
dem Loslassen der Taste wird die Aufnah- 
mefunktion wieder aktiviert. 

Drucken der Repetiertaste bewirkt Unter- 
bruch der Aufnahmefunktion und lost 
schnelles Umspulen aus; nach dem Loslas- 
sen wird das Gerat automatisch auf Wie- 
dergabe geschaltet. 

Drucken der Umspultasten < und > sowie 
der MOT. OEE und FAD. ST.-Tasten annul- 
liert die Aufnahmefunktion. 



3.Z6 

Umspulen 

Mit derTaste< wird das Gerat auf Ruckspu- 
len geschaltet. Mit derTaste> wird dasGe- 
rat auf schnelles Vorspulen geschaltet. Die 
entprechende Tastenlampe leuchtet auf. 

Die Umspulfunktion wird durch die STOP- 
Taste Oder ein Klarbandteil aufgehoben. 



Es kann unbedenklich vom Ruckspulen di- 
re kt auf schnelles Vorspulen und umge- 
kehrt geschaltet werden; Oder direkt von 
Wiedergabe bzw. Aufnahme auf Umspu- 
len. 



SAEE/READY push button: 

Recorders with SAEE/READY push button 
allow to prevent one or both channels from 
going into record mode. As long as this 
push button is released no recording can be 
made on the corresponding channel; pres- 
sing REC and PLAY simultaneously initiates 
reproduce mode only. 



To prepare this channel fora record, SAEE/ 
READY must be pressed, causing the green 
lamp READY to light up. After pressing REC 
and PLAY simultaneously, the red lampREC 
lights up and signals the start of recording. 



To cancel record mode and tape move- 
ment, press the STOP push button. A trans- 
parent leader tape has the same effect. 



To cancel record mode without stopping 
the tape, press PLAY : the recorder switches 
instantly to reproduce mode. 



As long as the PAUSE push button is 
pressed, record mode and tape movement 
are halted, releasing the push button reacti- 
vates record mode. 



Pressing the repeat push button cancels re- 
cord mode and causes the recorder to re- 
wind, releasing this push button activates 
reproduce mode. 



Pressing the rewind push buttons < and > 
as well as the MOT. OEE and EAD. ST. push 
buttons cancels the record mode. 



3.2.6 

Spooling mode 

Pressing the < push button activates re- 
wind mode, pressing the > push button ac- 
tivates fast forward mode. The appropriate 
push button lights up. 

Spooling mode can be canceled by pres- 
sing the STOP push button or, automatical- 
ly, by a transparent leader tape. 

It is possible, to switch directlyfrom rewind 
to fast forward and vice versa, or to switch- 
over directly from reproduce and record 
mode to spooling mode, without the need 
to press the STOP push button first. 



Selecteur "SAEE/READY"; 

Avec les appareils equipes du selecteur 
"SAEE/READY", on peut empecher I'enre- 
gistrement d'avoir lieu sur un canal ou les 
deux. Lorsque la touche d'un canal est en 
position haute celui-ci ne peut pas se 
mettre en enregistrement; lorsque les 
touches REC et PLAY sent pressees, ce ca- 
nal reste en mode reproduction. 

Pour preparer un canal a I'enregistrement, il 
faut presser sur le selecteur "SAEE/READY" 
correspondent. La lampe verte "READY" 
s'allume. Une pression sur "REC" et "PLAY" 
allume la lampe rouge "REC" signalant le 
depart de I'enregistrement. 



La fonction enregistrment peut etre inter- 
rompue par pression sur la touche "STOP" 
ou automatiquement par une amorce trans- 
parente. 

Pour sortird'enregistrement sans stop inter- 
mediaire, appuyer sur la touche "PLAY"; 
I'appareil passe immediatement en mode 
reproduction. 

Lorsqu'on appuie sur le bouton "PAUSE", 
I'enregistrement est interrompu en meme 
temps que le defilement de la bande. Sitot 
le bouton relache, la fonction enregistre- 
ment se remet en route. 

Lorsqu'on appuie sur la touche de repeti- 
tion, I'enregistrement s'interrompt et le ma- 
gnetophone se met en rebobinage rapide. 
Sitot la touche relachee, il se met de lui-me- 
me en mode reproduction. 

Une pression sur les touches <et>, ainsi 
que "MOT. OEE" et "EAD. ST." interrompt 
I'enregistrement. 



3.2.6 

Bobinage et rebobinage rapides 

La touche<commande le rebobinage rapi- 
de, alors que la touche > commande le bo- 
binage rapide, avec allumage de la lampe 
correspondante. 

Ces deux fonctions peuvent etre interrom- 
pues par une pression sur la touche "STOP" 
ou par une amorce transparente. 

On peut passer indifferemment de bobina- 
ge rapide en rebobinage rapide ou vice- 
versa, ou de reproduction (enregistrement) 
en bobinage, sans stop intermediaire. Le 
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Auch kann direkt aus dem Umspulen Wie- 
dergabe Oder Aufnahme angewahit wer- 
den. Dabei leuchtet zuerst die Taste der ge- 
wahlten Funktionzusammen mitderSTOP- 
Taste auf; das Tonband wird gestoppt und 
die gewahite Funktion bei BandsTiiistand 
sofort aktiviert. 



Wahrend dem Umspulen wird das Ton- 
band automatisch von den Tonkopfober- 
flachen abgehoben, um die Abnutzung der 
Tonkopfe zu verringern. 

Um aber den Anfang oder das Ende einer 
Aufnahme bequem suohen zu konnen, ist 
ein Aufheben der Bandabhebung moglioh; 
Beide Umspultasten mussen gleichzeitig 
gedruckt warden. Sobald sich das Band 
bewegt die Taste der nicht gewunschten 
Laufrichtung loslassen und die andere Tas- 
te so lange drucken, bis die gewunschte 
Stelle gefunden ist. Nach dem Loslassen 
wird normales Umspulen (mit Bandabhe- 
bung) aufgenommen, bis die STOP-Funk- 
tion eingeleitet wird. 

Die PAUSE-Taste unterbricht die gewahite 
Umspulfunktion solange sie gedrucktwird. 



Die Repetiertaste bewirkt Ruckspulen und 
nach dem Loslassen Umschaltung aufWie- 
dergabe. 

Durch Drucken der MOT. OFF und FAD. ST- 
Tasten wird die Umspulfunktion aufgeho- 
ben. 

3.2.7 

Stopp 

Die Taste STOP loscht die Betriebsarten 
Wiedergabe, Aufnahme und Umspulen. 
Nach dem Drucken leuchtet die Taste auf 
und die Bandbremsung wird eingeleitet. 
Nach dem Bandstillstand wird das Brems- 
moment der Bandbremse automatisch auf 
dieHalfte reduziert. Damitwird die Bandbe- 
wegung beim Schneiden erleichtert. 

Fine wahrend der Bremsung des Bandes 
neu eingegebene Betriebsart wird gespei- 
chert und nach dem vollstandigen Band- 
stillstand sofort aktiviert. 

3.2.8 

Automatic-Betrieb 

Wahrend die Betriebsarten Wiedergabe 
Oder Aufnahme aktiviert sind, kann durch 
Drucken der AUTO -Taste auf Automatic- 
Betrieb umgeschaltet warden. 



It is further possible to select reproduce or 
record mode during spooling mode. The 
push button(s) of the selected functions 
light up together with the STOP push but- 
tonThe tape transport control stops tape 
movement and, afterthe tape has come to a 
complete standstill, the selected function is 
activated. 

During spooling mode, the tape is automa- 
tically lifted from the head faces to reduce 
head wear. 

This tape lifterfunction can be defeated, if it 
is necessary to seeka beginning oran end 
of a production: 

Both push buttons<and>mustbe pressed 
first. As soon as the tape moves, release the 
push button of the unwanted tape direction. 
As long as the other push button remains 
depressed, the tape lifter is defeated. After 
releasing the button, the normal spooling 
continues (tape lifter activated) until STOP 
is activated. 



The PAUSE push button interrupts the se- 
lected spooling function as long as it is de- 
pressed. 

The repeat push button causes rewind 
mode; after releasing it, the recorder goes 
into reproduce mode. 

Pressing the MOT. OFF and FAD. ST. push 
button cancels the spooling mode. 



3.2.7 

Stop 

The STOP push button cancels the opera- 
ting modes reproduce, record and spool- 
ing. After depressing it, this push button 
lights up and tape braking is activated. After 
the tape has stopped, the brake moment is 
reduced to half. This makes tape move- 
ment easier when editing. 



A new operating mode which is entered 
during braking will be activated after the 
tape has come to a complete standstill. 



3.2.8 

Automatic mode 

During reproduce or record the automatic 
mode can be activated by depressing the 
AUTO push button . 



passage direct de bobinage en reproduc- 
tion ou enregistrement CvSt possible egale- 
ment. La touche de la fonction selectionnee 
et la touche "STOP" s'allument alors, la 
bande s'arrete puis la fonction selectionnee 
s'endendic. 



Pendant le bobinage ou rebobinage, la 
bande est ecartee automatiquement des 
tetes magnetiques pour red u ire leur usure. 
Toutefois, pour une recherche plus agrea- 
bledelafind'un enregistrement, cette fonc- 
tion peutetre neutralisee. Pourcela, pressez 
simultanement les deux touches <et>. 
Des que la bande se meten mouvement, re- 
lacher la touche de fonction non desiree et 
garder la pression sur I'autre jusqu'a I'en- 
droit souhaite. Si on relache la touche, le 
bobinage ou rebobinage continue jusqu'a 
I'activation de la touohe "STOP". 



La touche "PAUSE" interrompt les fonc- 
tions de bobinage aussi longtemps qu'elle 
reste pressee. 

La touche de repetition provoque le rebobi- 
nage rapide; sitot qu'elle est relachee, la 
machine se met en mode reproduction. 

Les fonctions<et>sont interrompues par 
les touches "MOT. OFF" ou "FAD. ST." 



3.2.7 

Arret 

La touche "STOP" interrompt les fonctions 
suivantes: reproduction, enregistrement, 
bobinage et rebobinage. Sitot la touche 
pressee, la lampe correspondante s'allume 
et les freins de bande sent actives. Lorsque 
la bande estarretee, le moment de freinage 
est reduit de moitie, ce qui facilite la mani- 
pulation de bande pour le montage. 

Une fonction selectionnee pendant le frei- 
nage est memorisee puis activee lorsque la 
bande s'est arretee. 



3.2.8 

Mode automatique 

Pendant les modes reproduction ou enregi- 
strement, on peut commuter sur fonction- 
nement automatique au moyen de la 
touche "AUTO". 
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Je nach Programmierung des Laufwerk- 
printes (Kapitel 2.4) sind zwei Arten Auto- 
matic-Betrieb moglich: 



Solange MOT. OFF gedruckt ist sind fol- 
gende Funktionen nichtbenutzbar: Umspu- 
len, Reglerstart und Fernsteuerung. 



3.2.10 

Reglerstart 



Bei eingera state r, aufleuchtender Taste 
FAD. ST. ist die eingebaute Tastatur und die 
Fernsteuerung blockiert. Das Magnetton- 
gerat kann nur vom Mischpult aus und nur 
auf Wiedergabe geschaltet warden. 



Two different automatic modes are pos- 
sible, depending on the programming of 
the tape transport p. c. board (see section 
2,4): 



As long as MOT. OFF is depressed the fol- 
lowing functions are disabled; spooling, 
fader start, remote control. 



3.2.10 
Fader start 



With the FAD. ST. push button depressed 
the built-in reproduce, record and spooling 
push buttons as well as remote control are 
disabled. This push button lights up too. 
The recorder can only be activated from the 
mixing console and only in reproduce 
mode. 



Suivant la programmation du circuit logi- 
que de commande (chapitre 2.4). on a le 
choix entre deux modes de fonctionne- 
ment automatique. 

1. Lorsque I'amorce transparente de tin de 
bande est atteinte (longueur min. 1 m), le 
rebobinage rapide est active. Une autre 
amorce transparente endebutde bande ar- 
ret la bande. La fonction mode automa- 
tique est interrompue. 



2. Lorsque I'amorce transparente de fin de 
bande est atteinte (longueur min. 1 m), le 
rebobinage rapide est active. Une autre 
amorce transparente en debut de bande 
permettra a la machine de repartiren mode 
reproduction ou enregistrement, la fonc- 
tion mode automatique restant activee. 



La longuerde I'amorce transparente du de- 
but de bande estfonction du diametre et du 
poids des bobines; 

Diametre de bobine Longueur minimale 
015 cm, plastique 1 0 m 

0 26,5 cm, plastique 20 m 

0 26,5 cm, metal 25 m 

3.2.9 

Devidement libre de la bande 

En appuyant sur la touche "MOT OFF", le 
moteur de bobinage droit est mis hors-ser- 
vice et la lampe correspondante s'allume. 
Ce mode de fonctionnement permet d'eli- 
miner des portions de bande inutiles. 



Aussi longtemps que cette touche est en- 
foncee, les fonctions suivantes sent inutili- 
sables: bobinage et rebobinage rapides, 
"Fader Start" et telecommande. 

3.2.10 

Depart commande par potentiometre 
(Fader Start) 

Lorsque la touche "FAD. ST." estenfoncee et 
allumee, le clavier de commande et la tele- 
commande sent bloques. Le magnetophone 
ne peut etre demarre qu'a partir d'un pupitre 
de melange en mode reproduction unique- 
ment. 



1 . Bei Erreichen des mindestens 1 m lan- 
gen Klarbandteils am Bandende wird auto- 
matisch auf schnelles Ruckspulen geschal- 
tet. Nachdem das Band an seinen Anfang 
zuruckgespult ist, wird auf STOP geschaltet 
und der Automatic-Betrieb gelbscht. 



2. Bei Erreichen des mindestens 1 m lan- 
gen Klarbandteils am Bandende wird auto- 
matisch auf schnelles Ruckspulen geschal- 
tet. Nachdem das Band an seinen Anfang 
zuruckgespult ist, schaltet ein zweites Klar- 
bandteil das Gerat automatisch wieder auf 
Wiedergabe oder Aufnahme. Der Automa- 
tic-Betrieb wird dabei nicht gelbscht. 

Die notwendige Lange des Klarbandteils 
an Bandanfang ist von der Spulengrbsse 
und dem Gewicht abhangig; 

Spulengrbsse Mindestlange 

0 1 5 cm, Plastik: 1 0 m 

026,5 cm, Plastik 20 m 

0 26,5 cm, Metall 25 m 

3.2.9 

Papierkorb-Betrieb 

Durch Drucken der Taste MOT. OEF wird 
der rechte Wickelmotor ausgeschaltet. Die 
aufleuchtende Taste zeigt diesen Betriebs- 
zustand an. In dieser Betriebsart kbnnen 
unbrauchbare Bandabschnitte "in den 
Papierkorb" gespielt werden (Wiedergabe 
Oder Aufnahme). 



1 . When the transparent leader tape with a 
length of at least 1 m (3.3 ft.) at the end of 
the tape is reached, the recorder switches 
automatically to rewind mode. After the 
tape is completely wound back, the recor- 
der goes into stop mode and the automatic 
mode is canceled. 

2. When the transparent leadertape with a 
length of at least 1 m (3.3 ft.) at the end of 
the tape is reached, the recorder switches 
automatically to rewind mode. After the 
tape is wound back, a second transparent 
leader tape causes the recorder to activate 
reproduce or record mode again. The auto- 
matic mode is thereby retained. 

The length of the transparent leader tape at 
the beginning of the tape depends on the 
size and the weight of the tape reel: 

Reel size min. length 

015cm (6"), plastic 1 0 m (33 ft.) 

026.5 cm (10.5"), plastic 20 m (66 ft.) 

026.5 cm (10.5"), metal 25 m (83 ft.) 

3.2.9 

Dump editing (tape dump) 

To initiate this operating mode, depress the 
MOT. OEE push button. This switches offthe 
right-hand spooling motor; the push button 
lights up. 

Unnecessary tape sections can now be 
"dumped" into a waste basket (in repro- 
duce or record mode). 
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a2.n 

Schnellstopp 

Solange die PAUSE-Taste gedruckt wird, 
sind alle Funktionen unterbrochen und das 
Band wird gebremst. DieTastedergewahl- 
ten Betriebsart leuchtet zusammen mit der 
STOP-Taste auf. 

Nachdem Loslassen der PAUSE-Taste wird 
die zuvor angewahite Betriebsart wieder 
aktiviert. 

3.2A2 

Repetieren 

Wahrend die Repetiertaste Cl gedruckt ist 
wird das Band zuruckgespult und die Taste 
< leuchtet auf. 

Die Repetierfunktion kann aus jeder Be- 
triebsart (Wiedergabe, Aufnahme und Um- 
spulen) direkt angewahit warden. 

Nach dem Loslassen der Taste wird das 
Band gebrennst und nach dem Bandstill- 
stand sofort die Betriebsart Wiedergabe 
aktiviert. 

3.2J3 

Bandzahler 

Der elektronische Bandzahlerzeigt in Stun- 
den, Minuten und Sekunden an. Entspre- 
chend der Programmierung auf dem Zah- 
lerprint (Kap. 2.4) sind folgende Darstel- 
lungsarten moglich: 

1 . Zahibereich von -59 min. 59 s bis 
9 h 59 min. 59 s 

2. Zahibereich von 0 h 0 min. Os bis 
9 h 59 min. 59 s 

DerZahlerzeigt unabhangigvonderBand- 
geschwindigkeit, immer die echte Band- 
la ufze it an. 

Bei Bandende stoppt der Zahler automa- 
tisch. 

Durch entsprechende Programmierung auf 
dem Laufwerkprint (Kap. 2.4) kann ein au- 
tomatisches Stoppen des Bandzahlers bei 
Papierkorbbetrieb (3.2.9) erreicht werden. 

Der Bandzahler wird durch Drucken der 
RESET-Taste in die Nullstellung gebracht. 

3. Z14 

Fernsteuerung 

Je nach Programmierung des Anschluss- 
Steckers REMOTE CONTROL haben die 
eingebauten Oder die Fernsteuertasten 
Prioritat. 



3.2J1 

Pause 

Whilethe PAUSE push button is depressed, 
the selected operating mode is interrupted 
and the tape stops. I he push button of the 
selected operating mode lights up together 
with the STOP push button . 

After releasing the PAUSE push button the 
previously selected operating mode is re- 
sumed. 

azi2 

Repeat 

While the repeat push button is de- 
pressed the tape winds back and the push 
button< lights up. The repeat mode may be 
activated directly whilethe recorder is in re- 
produce, record or spooling mode. 

After releasing this push button the tape 
stops and reproduce mode is acitvated im- 
mediately after the tape has come to a 
standstill 



3.2.13 

Tape counter 

The electronic tape counter indicates 
hours, minutes and seconds. Representa- 
tion depends on the programming on the 
counter p. c. board (section 2.4): 



1 . counting from -59 min. 59 s to 

9 h 59 min. 59 s 

2. counting from 0 h 0 min. Os to 

9 h 59 min. 59 s 

The counter always shows the real tape 
running time, irrespective of the tape speed. 



When the end of a tape is reached, the 
counter stops automatically. 

Depending on the programming on the 
tape transport control p. c. board (section 
2.4) the counter stops automatically during 
dump editing (3.2.9). 

The tape counter is resetto zero by pressing 
the RESET push button. 

3.2.14 

Remote control 

Depending on the programming of the 
REMOTE CONTROL connectorthe internal 
or remote control push buttons have priori- 
ty. 



3.2.11 

Pause 

Aussi longtemps que la touche "PAUSE" 
est pressee, toutes les fonctions sent inter- 
rompues et la bande estfreinee. La touche 
de la fonction chiosie s'allume ainsi que la 
touche "STOP". Des que la touche "PAUSE" 
est relachee, la fonction precedemment 
choisie est a nouveau activee. 



3.2.1 Z 

Repetition 

Pendant que la touche de repetition C2L 
est pressee, la bande part en rebobinage et 
la touche< s'allume. 

La fonction de repetition peut etre activee 
directement a partir de tous les modes (re- 
production, enregistrement ou bobinage). 
Lorsque la touche est relachee, la bande est 
freinee, puis a pres I' arret la fonction repro- 
duction est activee. 



3.2.13 

Compteur de bande 

Le compteur de bande electronique affiche 
les heures, minutes et secondes. Suivant la 
programmation sur le circuit logique de 
compteur (chapitre 2.4), les representa- 
tions suivantes sont possibles: 

1. Capacite de comptage: -59 mn 59 s 
jusqu'a 9 h 59 mn 59 s 

2. Capacite de comptage: Oh Omn Os 
jusqu'a 9 h 59 mn 59 s 

Le compteur indique toujours le temps de 
defilement reel de \a bande, independam- 
ment de la vitesse. 

Le compteur s'arrete automatiquement en 
fin de bande. Avec une programmation 
adequate sur le circuit logique de com- 
mando (chap. 2.4) on peut arreter le comp- 
teur de bande lorsqu'on travaille en devide- 
ment libre de bande (3.2.9). 

La remise a zero du compteur de bande se 
fait avec la touche "RESET". 

3.2.14 

Telecommande 

Suivant la programmation de la fiche "RE- 
MOTE CONTROL", on peut donner la priori- 
te soit au clavier, soit aux touches de tele- 
commande. 
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3.Z15 

Magnettongerate mit VU-Meter-Panel 



UNCAL: Bei gedruckter Taste sind die Pe- 
gelregler fur Aufnahme und vViedergabe 
aktiviert, d. h. die Aufnahme- und Wieder- 
gabepegel kbnnen manuell eingestelltwer- 
den. 

Bei geloster UNCAL-Taste sind die beiden 
Regler ausser Betheb. 

INP; Bei gedruckter Taste wird das Ein- 
gangssignal auf den Ausgang geschaltet 
und der Eingangspegel gemessen. 

REPROD: Bei gedrucker Taste wird das 
Wiedergabesignal auf den Ausgang ge- 
schaltet und derWiedergabepegel gemes- 
sen. 

INP- und REPROD-Tasten Ibsen sich gegen- 
seitig aus. 

SYNC (nur bei SYNC-Geraten); Bei ge- 
druckter Taste wird derSync-Ve rsta rkerauf 
den Ausgang geschaltet und der Sync-Pe- 
gel gemessen. 

3.2.16 

Bandschere 

Die Schere sollte nur in Stopp-Position des 
Bandes betatigt warden. 

Der Schneidevorgang wird durch Drucken 
der grauen Taste ausgelbst. 



3.3 

TAGLICHE PFLEGE 

Die tagliche Pfiege beschrankt sich auf das 
Reinigen der Tonkbpfe und der Bandfuh- 
rungselemente. 

Staub- und Oxydpartikel der Magnet- 
schicht des Tonbandes sammein sich ger- 
ne anTonkbpfen und Bandfuhrung, was bei 
Aufnahmen zu Unterbruchen (sogenann- 
ten Drop Outs) fuhren kann. 

Die Reinigung sollte taglich oder, wenn 
Schmutzsichtbar ist haufigerdurchgefuhrt 
werden. 

Fur die Pfiegearbeiten verwendet man am 
besten das STUDER Cleaning Set Best. Nr. 
10.496.010.00. Esenthaltallezur Reinigung 
eines Magnettongerates notwendigen 
Utensilien und eine spezielle Reinigungs- 
flussigkeit 



3.2.15 

Recorders with VU-meter panel 



UNCAL: When this push button is de- 
pressed, the level controls for reproduce 
and record are activated, i. e. the reproduce 
and record levels can be adjusted manual- 
ly- 

When the UNCAL push button is released, 
the level controls are inoperative. 

INP: With this push button depressed, the 
input signal is switched to the output and 
the input level is measured. 

REPROD: With this push button depressed, 
the reproduce signal is switched to the out- 
put und the reproduce level is measured. 



The push buttons INP and REPROD release 
each other. 

SYNC (units with sync-amplifiers only): 
With this push button depressed, the sync 
signal is switched to the outputand the sync 
level is measured. 

3.2.16 

Tape cutting scissors 

The cutting scissors should be used only 
with the tape in stop position. 

To cut the tape, simply press the grey but- 
ton. 



3.3 

DAILY CARE 

Daily care is reduced to cleaning the tape 
heads and tape guides. 



Dustand oxyde particles fromthe magnetic 
tape coating tend to collecton components 
in the tape path. These contaminents can 
cause recording gaps (so-called drop 
outs). 

Cleaning should be performed each day, or 
more frequently if visual inspections indi- 
cates cleaning is needed. 

For optimum cleaning use the STUDER 
Cleaning Set, order no. 10.496.010.00. It 
contains all utensils necessary for cleaning 
a tape recorder and a special fluid. 



3.2.15 

Magnetophone avec panneau de VU- 

metres 

"UNCAL': Avec la touche enfoncee, les po- 

LeriLiomekes de feylaye d'enieyisLiement 
et de reproduction sont actives, c-a-d. que 
les niveaux d'enregistrement et de repro- 
duction peuvent etre regies manuellement. 
Avec la touche "UNCAL' liberee, les deux 
potentiometres sont mis hors circuit. 

"INP": Avec la touche enfoncee, le signal 
d'entree est commute sur la sortie et le ni- 
veau d'entree est mesure. 

"REPROD": Avec la touche enfoncee, le si- 
gnal de reproduction est mesure. 



Les touches "INP" et "REPROD" se liberent 
mutuellement. 

"SYNC" (seulement sur les appareils Sync), 
avec la touche enfoncee, I'amplificateur 
Sync est commute sur la sortie, et le niveau 
Sync est mesure. 

3.2.16 

Ciseaux de bande 

Les ciseaux ne devraient etre utilises qu'en 
position stop de la bande. 

La coupe s'effectue en appuyant surle bou- 
ton gris. 



3.3 

MAINTENANCE QUOTIDIENNE 

La maintenance quotidienne se limite au 
nettoyage des tetes magnetiques et des 
guides de bande. 

Les poussieres et particules d'oxyde ma- 
gnetique se deposent facilement sur les 
tetes et les guides de bande, ce qui pro- 
voque des interruptions momentanees 
(drop-outs) lors de I'enregistrement. 

Le nettoyage devrait se fa ire quotidienne- 
ment ou encore plus souvent si des depots 
sont visibles. 

Pour les travaux de nettoyage, on utilisera 
de preference le STUDER Cleaning Set, no 
10.496.010.00 qui continent tous les uten- 
siles necessaires au nettoyage d'un magne- 
tophone ainsi qu'un liquide de nettoyage 
special. 
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Vorgehen 

Ein Filzstabchen mit der Reinigungsflussig- 
keit benetzen und alle Bandfuhrungsele- 
mente damit reinigen. Danach mit einem 
trockenen Filzstabchen die gereinigten 
Stellen trocknen. 

Achtung 

Bei der Reinigung der Kapstanachse dart 
keine Reinigungsflussigkeit in das Lager 
gelangen! 



3.4 

BEDIENUNGSANLEITUNG PNVU 



3A1 

Allgemeines 

Der Pilottonverstarker unterbricht die Auf- 
zeichnung, des Pilottones, sobald dessen 
Pegel unter -10dB sinkt. 

Bei ausreichendem Pege! leuchtet LED [2]. 
Das Pilottonpegel-lnstrument zeigt bei 
Wiedergabe und wahrend dem schnellen 
Umspulen immmer den Wiedergabepegel 
des Pilottones an. 



Procedure 

Dip a felt swab into the cleaning fluid and 
clean all tape guidance elements. Dry the 
cleaned surfaces with a new, dry felt swab. 



Caution 

During the cleaning, take care that no clea- 
ner comes into the bearings of the capstan 
axle. 



3.4 

OPERATING INSTRUCTIONS PNVU 



3.4.1 

General 

Recording of the pilot signal by the pilotto- 
ne amplifier ceases if the signal level falls 
below -1 0 dB. 

When the signal strength is adequate, LED 
(2) lights up. 

In reproduce or spooling mode, the pilot 
signal level meter always indicates the re- 
produce level of the pilot signal. 



Maniere de proceder: 

Humecterun batonnetouate avec le liquide 
de nettoyage et nettoyer tous les guides de 
bande, puis secherces memes places avec 
un batonnet sec. 



Attention 

En nettoyant le cabestan, veiller a ne pas 
laisser couler du liquide de nettoyage dans 
le roulement! 



3.4 

IVIODE DTfVIPLOi PNVU 



3.4.1 

Generafites 

Lamplificateur pilote interrompt I'enregi- 
strement du signal-pilote des que son ni- 
veau tombe au-dessous de -10 dB. 
Lorsque le niveau est suffisant, I'afficheur 
LED (2) estallume. Linstrumentde mesure 
PILOT-CH indique toujours le niveau du si- 
gnal-pilote, que ce soita la reproduction ou 
au bobinage rapide. 

3.4.2 

Elements de commande 



3.4.2 

Bedienungselemente 



3.4.2 

Operating controls 




Fig 3.4.1 
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[1 ] Eingangswahlschalter fur Pilottonauf- [1 ] 
nahme (Referenzsignal vom Master/ 
EXTERN Oder intern/MAINS). 

[2] Eingangspegel-Kontrollampe (leuch- 

tet bei ausreichendem Pilottonpegel) [2] 

[3] Pilottonpegel-lnstrument (zeigt den 

Eingangspegel in STOP- und REC- [3] 

Betrieb an). 

[4] SAFE/READY Schalter fur Pilotton- [4] 

signal (falls Pilottonaufzeichung nicht 
erforderlich, besserer Fremdspan- 
nungsabstand). [5] 

[5] Handregler (bei schlechtem Start Kor- 
rekturmoglichkeit Oder nnanuelle 
Bandgeschwindigkeitsvorwahl, Bild- 
verlust Oder -Gewinnanzeige durch [6] 
Lampe [8]). 

[6] Umschalter automatische Synchroni- [7] 

sation/Flandregelung. 

[7] Synchronanzeige (leuchtet bei er- 

reichtem Synchronlauf auf). [8] 

[8] Impulsverlust und Bildzahllampe (inn 
Plus-Bereich leuchtet die Lampe 
schnell auf und erlischt langsam, im 
Minus-Bereich leuchtet sie lang- 
sam auf und erlischt plotzlich). 

[9] Schalter fur Frequenzumrechnung. 

[1 0] Ruckfuhrungssignalwahler 

[1 1] Ruckfuhrungssignalpegel-Kontrol- 
lampe 

[1 2] Anzeige der Geschwindigkeitsnach- 
steuerspannung 



Input selector for pilot tone recording [1] 
(reference signal from master (EX- 
TERN) or generated internally 
(MAINS)). 

Input level control LED (lights up [2] 
when pilot signal level is adequate). 

Pilot signal level meter (indicates the [3] 
input level in STOP or REC mode). 
SAFE/READY switch for pilot signal 
(if no pilot signal is recorded, a better [4] 

signal-to-noise ratio is reached). 

Manual control (correction facility for 
faulty starts, or manual tape speed 
preselection with frames dropped or 
gained indicated by LED [8]). [5] 

Selector for automatic synchroni- 
zation/manual control. 

Synchronization status indicator (the 
(LOCK) lamp lights up during syn- 
chronous operation). [6] 

Impulse loss and frame counting 
lamp (in the positive range, the lamp [7] 
lights up quickly and extinguishes 
slowly while in the negative range it [8] 
lights up slowly and estinguishes sud- 
denly). 

Selector for frequency recalculation. 
Feedback signal selector. 

Feedback signal level control lamp. [9] 

Indicator for follow-up control voltage 

[10] 

[ 11 ] 

[ 12 ] 



[9] 

[ 10 ] 
[ 11 ] 
[ 12 ] 




Selecteur d'entree pour I'enregistre- 
ment du pilote (signal de reference du 
"Master/EXTERN" ou "intern/MAINS", 
alimentaion secteur). 

Afficheur du niveau d'entree (allume 
lorsque le niveau d'entree est suffisant). 
Instrument de messure "PILOT-CH" 
(donne le niveau d'entree en mode 
"STOP" et "REC"). 

Commutateur "SAFE/READY" pour le 
signal-pilote (si aucun signal-pilote ne 
doit etre enregistre; en position SAFE 
le rapport signal/bruit devient meil- 
leur). 

Reglage manuel (correction lors de 
mauvais departs, ou selection ma- 
nuelle de vitesse avec indication de 
perte de rattrapage d'image par la 
LED [8]). 

Selecteur synchronisation: automa- 
tique/manuelle 

Indicateurde marchesynchrone (allu me 
des que la marche est synchrone). 
Indicateur de perte d'impulsions et de 
comptage d'images (en positif, la 
lampe s'allume vite et s'eteint lente- 
ment, en negatif, la lampe s'allume 
lentement, et s'eteint vite). 
Commutateur de conversion de fre- 
quence. 

Selecteur de signal tachymetrique 
Controle optique tachymetrique 
Affichage de la correction de vitesse 



Fig. 3.4.1 
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[1 3] Referenzsignalpegel-Kontrollampe 

[14] Referenzsignalwahler 

[1 5] Hauptschalter (in OFF-Stellung ist das 
System auf < Stand-by) geschaltet.) 



[13] Control lamp for reference signal 
level. 

[14] Reference signal selector. 

[15] Main switch (in OFF position, the 
system is in stand-by mode). 



[13] Controle optique du niveau de ref- 
erence. 

[14] Selecteur de signal de reference. 

[15] Interrupteur principal (en position 
"OFF", le systeme est en attente). 



3.4.3 3.4.3 

Piiottonanschiusse Pilot signal connections 




Siehe auch 2.5.3 



See also 2.5.3 



3.4.3 

Connexions du signal-pilote 



voir egalement 2.5.3 



3.4.4 

Pilottonaufnahme 

(Fur eine Pilottonaufnahme braucht die 
Nachsteuerung nichteingeschaltetzu war- 
den, Schalter [15] auf OFF) 

Wenn fur die Pilottonaufnahme ein exter- 
nes Signal verwendet wird, muss die ent- 
sprechende Zuleitung am Pilottoneingang 
PILOT AMP angeschlossen warden. 

Vorgehen: 

- Mit Schalter [1] Pilottonquelle anwahlen 
(interne Netzreferenz oder externes Pilot- 
tonsignal) 

- Der Peg el des Pilottones sollte nun an 
Instrument [3] sichtbar sein. Bei einem 
Pegel unter -lOdB, ist keine Aufzeich- 
nung moglich. Bei ausreichendem Pegel 
leuchtet die LED [2]. 

- Magnettongerat auf Aufnahmemodus 
gleichzeitig mit der Kamera hochlaufen 
lassen. 

- Nach Hochlaufen beider Gerate ent- 
weder mit der Klappe Oder durch Setzen 
eines 1 kHz-Impulses den Startpunkt 
markieren. Letzteres ist jedoch nur mog- 
lich, wenn das Bildaufzeichnungsgerat 
entsprechend ausgerustet ist, 

3.4.5 

Pilottonnachsteuerung 

Im Synchronbetrieb sind folgende vier 
Betriebsarten moglich: 

- Pilotton ab Band synchron zur Netzfre- 
quenz, Schalter [10] auf TAPE, Schalter 
[14] auf MAINS. 



3.4.4 

Pilot tone recording 

(The follow-up system may be switched to 
OFF position with switch [15] when recor- 
ding the pilot tone). 

If an external pilot tone source is used for 
recording, a corresponding connection 
has to be made to the pilot signal input 
PILOT AMP 

Procedure 

- Select pilot tone source with switch [1] 
(internal mains reference or external 
pilot signal) 

- The level of the pilot signal should now 
be visible on the instrument [3]. If the 
level falls below -lOdB, no signal will 
be recorded. If the signal level is ad- 
equate, LED [2] lights up. 

- Start tape recorder simultaneously with 
camera. 

- After both units have reached nominal 
speed, mark starting point either with the 
clapper board or by encoding a 1 kHz im- 
pulse. However, the latter method is only 
possible if the camera unit is corre- 
spondingly equipped. 



3.4.5 

Follow-up system 

For synchronous operation, the following 
four operating modes are possible: 

- Pilot tone from tape synchronized with 
mains frequency: switch [10] in TAPE 
position, switch [14] in MAINS position. 



3.4.4 

Enregistrement du signal-pilote 

(Pour enregistrer un signal-pilote, le syn- 
chroniseur ne doit pas fonctionner; inter- 
rupteur [15] sur "OFF"). 

Lorsqu'un signal externe est utilise pour la 
synchronisation, il faut brancher le cable 
correspondent sur I'entree "PILOT AMP". 



Nfaniere de proceder: 

- Selectionner la source de signal avec le 
selecteur d'entree [1] (frequence-secteur 
interne ou signal de reference externe). 

- Le niveau du signal-pilote doit alors etre 
visible sur I'instrument [3]. Si le niveau 
n'atteint pas -10 dB, aucun ehregistre- 
ment n'est possible. Lorsque le niveau est 
suffisant, I'afficheur LED [2] s'allume. 

- Demarrer simultanement la camera et 
I'enregistreur en mode enregistrement. 

- Si tot que les deux appareils ont attaint la 
Vitesse nominale, marquerle depart avec 
une claquette ou avec une impulsion a 
1 kHz. La derniere possibility n'est possi- 
ble qu'avec une camera equipee en con- 
sequence. 



3.4.5 

Synchronisation pilote 

En mode synchrone, 4 modes de fonction- 

nement sont possibles: 

- signal-pilote provenant de la bande, syn- 
chronise avec la frequence-secteur: 
commutateur [10] sur "TAPE", commuta- 
teur [14] sur "MAINS". 
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- Pilotton ab Band synchron zu einer exter- 
nen Referenz, Schalter [10] auf TAPE, 
Schalter [14] auf EXTERN. 

- Kapstanmotor synchron zur Netzfre- 
quenz, Schalter [1 0] auf TACHO, Schal- 
ter [14] auf MAINS. 

- Kapstanmotor synchron zu einer exter- 
nen Referenz, Schalter [1 0] auf TACHO, 
Schalter [14] auf EXTERN. 



LED [11] zeigt ausreichenden Pegel des 
Ruckfuhrungssignales und LED [13] des 
Referenzsignales an. Nur wenn beide 
LED's leuchten, ist ungestorter Synchron- 
betrieb moglich. Dies wird auch mit LED 
[7] (LOCK) angezeigt. 

Instrument [1 2] (SPEED DEVIATION) zeigt 
den wirklichen Wert der Nachsteuerspan- 
nung an. Der Nachsteuerbereich betragt 
50 Hz ±1,5 Hz. Der Wert der Nachsteuer- 
spannung wird laufend gespeichert, so 
dass bei Unterbruch des Ruckfuhrungs- 
oder Referenzsignals der Betrieb mog- 
lichst synchron aufrecht erhalten bleibt. 
Aufleuchten der LED [8] (COUNT) zeigt an, 
dass das System nicht mehr synchron 
lauft. Die Grosse des Impuls/Bildverlustes 
wird durch Abzahlen der Lichtimpulse 
berechnet (2-maliges Aufleuchten = ±1 
Bild). 



Start mit Synchronlauf 

Urn mit minimaler Nachregelung starten zu 
kon'nen muss der Speicher voreingestellt 
werden. Da der Speicher seine Information 
nur ca. 15 Minuten behalt, muss er unmit- 
telbar vor dem Start (Beispiel einer Sen- 
dung) gesetzt werden. 

Vorgehen: 

Der Anfang des Bandes wird mit ein- 
geschalteter Nachsteuerung vorabgehort. 
Sobald der Zeiger des Instrumentes [12] 
(SPEED DEVIATION) sich eingepegelt hat 
und die LED [7] (LOCK) leuchtet, kann das 
Band in die Startposition zuruckgespult 
werden. 

Der ermittelte Nachsteuerwert wird auto- 
matisch gespeichert und kann auf dem An- 
zeigeinstrument [12] abgelesen werden. 
Bei langerer Dauer bis zum Start, oder 
wenn das Gerat zwischen Vorabhoren und 
Sendung irrtumlicherweise ausgeschaltet 
wurde, kann der Nachsteuerwert mit dem 
Handregler [5] eingegeben werden. Vor- 
sicht: das Signal Y-END (Klarbandteil!) 
loscht den Speicher. 



- Pilot tone from tape synchronized with 
external reference: switch [10] in TAPE 
position, switch [14] in EXTERN position. 

- Capstan motor synchronized with mains 
frequency: switch [10] in TACHO posi- 
tion, switch [14] in MAINS position. 

- Capstan motor synchronized with exter- 
nal reference: switch [10] in TACHO posi- 
tion, switch [14] in EXTERN position. 



LED [11] indicates sufficient level of the 
feedback signal and LED [13] of the refer- 
ence signal. Proper synchronous operation 
is only possible when both LEDS light up. 
This condition is also signalled with LED 
[17] (LOCK). 

Instrument [12] (SPEED DEVIATION) indi- 
cates the actual follow-up control voltage. 
The follow-up range is 50 Hz ±1.5 Hz. The 
value of the follow-up control voltage is 
continuously stored in order to maintain 
synchronous operation in case the feed- 
back or reference signal is lost. When LED 
[8] lights up, the system no longer operates 
in synchronous mode. The extent of im- 
pulse/frame dropping can be determined 
by counting the light impulses (lighting up 
twice = ±1 frame). 



Start with synchronous operation 

To obtain starts with minimum follow-up, 
the memory must be pre-loaded. Since the 
memory retains its information only for 
approx. 15 minutes it is necessary to set the 
value immediately prior to the recording 
(e.g. before program start). 

Procedure: 

The beginning of the tape is prelistened 
with follow-up system switched on. As 
soon as the pointer of the instrument [12] 
(SPEED DEVIATION) reaches a position 
and LED [7] (LOCK) lights up, the tape can 
be spooled back to the start position. The 
follow-up value measured is automatically 
stored and can be read from meter [12]. 
If the time before the actual start is longer 
or if the machine was inadvertently 
switched off between prelistening and pro- 
gram start, the follow-up value can be 
reentered through the manual control [5]. 
Caution: The signal Y-END (transparent lea- 
der tape!) erases the memory. 



- signal-pilote provenant de la bande, avec 
synchronisation externe: commutateur 
[10] sur "TAPE", commutateur [14] sur 
"EXTERN". 

- moteur de cabestan synchronise sur la 
frequence du reseau: commutateur [10] 
sur "TACHO", commutateur [14] sur 
"MAINS". 

- moteur de cabestan synchronise par si- 
gnal externe: commutateur [10] sur "TA- 
CHO", commutateur [14] sur "EXTERN". 

Lafficheur LED [11] indique si le niveau du si- 
gnal de correction est suffisant tandis' que 
I'afficheur LED [13] indique I'etat du signal 
de reference. Les deux afficheurs LED 
doivent etre allumes pour garantir un fonc- 
tionnement impeccable en mode synchro- 
ne, ce qui est confirme par I'afficheur [7] 
"LOCK". 

Linstrument [12] "SPEED DEVIATION" in- 
dique la valeur effective de la tension de 
correction. La plage de correction estde 50 
Hz ±1,5 Hz. La valeur de la tension de cor- 
rection est memorisee en permanence, 
pour permettre un fonctionnement syn- 
chrone correct meme si le signal de refe- 
rence ou le signal de correction est inter- 
rompu. Si I'afficheur LED [8] "COUNT" s'al- 
lume, cela signifie que le systeme ne fonc- 
tionne plus de maniere synchrone. Lord re 
de grandeur de la perte impulsions/images 
sefaiten comptantles impulsions lumineu- 
ses (2 impulsions = ±1 image). 

Start avec marche synchrone 

Pour un demarrage avec une correction mi- 
nimale, la memoire doit etre chargee au 
prealable. Comme la memoire ne conserve 
son information que pendant 15 mn envi- 
ron, elle doit etre chargee immediatement 
avant le depart (par ex. debut d'emission). 

Manidre de proc^der 

Effectuer une pre-ecoute du debut de ban- 
de avec correction enclenchee. Sitot que 
I'aiguille de I'instrument [12] "SPEED 
DEVIATION" s'est reglee et que I'aficheur 
LED [7] s'est allume, la bande peut etre ra- 
menee en position de depart. 

La correction ainsi determinee est memori- 
see automatiquement et peut etre lue sur 
I'instrument [12]. S'il y a une longue attente 
jusqu'au start, ou si I'appareil a ete de- 
clenche entre-temps, la valeur de correc- 
tion peut etre reglee avec le reglage manuel 
[5]. Attention: le signal "Y-END" (amorce 
transparente) efface la memoire. 
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Fehlstart 

Wenn mit ungenugender Synchronisation 
gestartet wird, (ersichtlich am Anzeige- 
instrument I'll] Oder durch Aufleuchten 
der LED [8] (COUNT) ) muss nicht neu ge- 
sfartet werden, Es bestehtdie Mogiichkeit 
den schlechten Start mit Handregler [5] zu 
korrigieren. 

Vorgehen: 

- Den Wert der Nachsteuerungsspannung 
an Instrument [12] ablesen und am 
Handregler [5] einstellen. 

- Schalter [6] auf MANUAL stellen. 

- Eventuell noch notwendige Korrekturen 
konnen auch jetzt noch eingestellt wer- 
den. 

Uber LED [8] wird der Impuls/Bildge- 
winn Oder -Veriest angezeigt. 

- Nach Erreichen des Synchronlaufes den 
Schalter [6] wieder auf AUTO stellen. 



Faulty start 

If the start occurs with insufficient syn- 
chronization (as indicated by meter [12] or 
lighting up of LED [8] (COUNT), it is not 
necessary to restart. The start can be cor- 
rected with the manual control [5]. 



Procedure: 

- Read follow-up control voltage at meter 
[12] and adjust with manual control [5]. 

- Set switch [6] to MANUAL position. 

- Further adjustments can still be made at 
this point. 

The impulse/frame gain or drop is indi- 
cated by LED [8]. 

- When synchronous operation is at- 
tained, reset switch [6] to AUTO posi- 
tion. 



Faux-depart 

Lorsqu'on demarre avec une mauvaise syn- 
chronisation (voir instrument [1 2] ou allu- 
mage de I'afficheur LED [8] "COUNT"), il 
faut effectuer la correction avec le reglage 
manuel [5]. 



IVlaniere de proceder: 

- Lire la valeur de tension de correction sur 
I'instrument [1 2] etcorrigeravec le regla- 
ge manuel [5]. 

- Basculer le commutateur [6] sur 
"MANUAL". 

- Des corrections eventuelles peuvent en- 
core etre faites a ce moment 
Lafficheur LED [8] indique le gain ou la 
perte impulsions/images. 

- Des que la marche synchrone est at- 
teinte, remettre le commutateu [6] sur 
"AUTO". 
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4. WARTUNG, EINMESSEN 



4.1 

FUNKTfONSBESCHREIBUNG 

4.1.1 

StrornMersorguiig 

Die Netzspannung wird vom Netzstecker 
uber das Entstorfilter zum zweipoligen 
Netzschalter (POWER) gefuhrt. Ein hoch~ 
ohmiger Widerstand uber den Schalter- 
kontakten entladt die Filterkondensatoren 
innerhalb weniger als V 2 S nach dem Aus- 
Ziehen des Netzsteckers auf ungefahrliche 
Spannungswerte. 

Dem Netzstecker folgen die Netzsicherung 
und der Spannungswahler. Beide sind auf 
der Ruckseite des Gerates direkt zugang- 
lich. Mit dem Spannungswahler wird die 
Primarseite des Netztransformators an die 
eingestellte Netzspannung angepasst. 
Separate Wicklungen der Sekundarseite 
speisen die beiden Wickelmotoren, den 
Tonmotor, die Laufwerkelektronik und die 
Audioverstarker. Alle Sekundarspannun- 
gen sind einzein abgesichert. Die Sicherun- 
gen befinden sich alle auf dem Verteiler- 
print und sind nach dem Abnehmen der Ge- 
raterOckwand (siehe 4.2.2) zuganglich. 



Das Netzteil liefert die folgenden Speise- 
spannungen: 

+ 24V, ±20 V, unstabilisiert 
± 5 V, ± 1 2 V, stabilisiert 
Die stabilisierten Speisespannungen wer- 
den von festeingestellten Spannungsreg- 
lern erzeugt. 



4. MAINTENANCE, LINE-UP 



4.1 

FUNCTIONAL DESCRIPTION 

4.1.1 

Power sypplf 

The mains voltage passes through a tran- 
sient suppression filter to the two-pole 
mains switch (POWER). A high-ohmic re- 
sistor which is in parallel to the switch con- 
tacts, discharges the filter capacitors in less 
than V 2 S after unplugging the mains con- 
nector, and hence reducing the stored vol- 
tage to a safe level. 

The mains switch isfollowed by the primary 
power fuse and the voltage selector. Both 
are accesssible from the back of the recor- 
der. The voltage selector adapts the prim- 
ary side of the transformer to the local 
mains voltage. 

The secondary side of the transformer con- 
sists of eight separate windings supplying 
the spooling motors, ttie capstan motor, the 
tape transport control and the audio cir- 
cuits. All secondary windings are protected 
by separate fuses which are accessible af- 
ter removing the back cover of the recorder 
(see section 4.2.2). 



The powersupplydeliversthefollowing DC 
voltages: 

+ 24V, ±20 V, unstabilized 
+ 5V,±12V, stabilized 
The stabilized voltages are produced by 
fixed output voltage regulators. 



4. MAINTENANCE, MESURES 



4.1 

DESCRIPTION DES FONCTIONS 

4.1.1 

Alimentation 

La tension secteur est amende a I'intefrup- 
teur secteur (POWER) bipolaire apres pas- 
sage dans un filtre de suppression des tran- 
sitoires. Une resistance de valeur ohmique 
est connectee en parallele sur les contacts 
de I'interrupteur. Elle decharge la capacite 
du filtre en V 2 S lorsquon deconnecte I'ap- 
pareil du secteur, reduisant la tension resi- 
duelle a une valeur sans danger. 
Einterrupteur secteur est suivi par le fusible 
du primaire et le selecteur de voltage, les- 
quels sont accessibles a I'arriere de I'appa- 
reil. Le selecteur de voltage adapte le pri- 
maire du transformateur a la tension du 
secteur local. 

Le secondaire du transformateur com- 
prend liuit enroulements separes qui ali- 
mentent les moteurs de bobinage, le mo- 
teur de cabestan, le controle du transport 
de bande et les circuits audio. Tous les en- 
roulements secondaires sont proteges par 
des fusibles separes qui sont accessibles 
apres avoir depose le panneau arriere de 
I'appareil (voir section 4.2.2). 

Ealimentation delivre les differentes ten- 
sions continues; 

+ 24V, ±20V, non stabilisees 

+ 5 V, ±12 V, stabilisees 

Ees tensions stabilisees sont produites par 

regulateurs a voltage fixe. 
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^Lr J 
Layfwerk 

Alle Laufwerkfunktionen werden von der 
auf einern Print zusammengefassten Lauf- 
werklogik kontrolliert. Die zentrale Steuer- 
logik, aus einem einzigen integrierten 
Schaltkreis bestehend, speichert die uber 
das eingebaute Tastenfeld oder uber die 
Fernsteuerung eingegebenen Befehle und 
ve ra rbe itet s i e , zusa m me n m it d e n I nf o rrn a - 
tionen des Bandbewegungssensors und 
des beruhmngslosen Bandendschalters zu 
logischen Steuerbefehlen. Uber externe 
Treiberstiifen werden die Tastenlampen im 
Gerat oder in der Fernsteuerung sowie alle 
Elektromagneten angesteuert 



Tape trarisport section 

All functions are controlled bythe tape tran- 
sport control which is located on a single p. 
c, board. An integrated circuit (transpori 
control logic) stores all commands from 
the built-in command switches or from a 
remote control, processes these com- 
mands, togetlier with the signals from the 
motion sensoi and the elect! onic tape end 
switch and produces logic control sig- 
nals. It also controls, through driver .stages, 
all push button lamps and the vanous sole- 
noids. 



4.1.2 

iransport de bancle 

Toutes lesfonctionssontcontrolees parune 
logique decommaridedu transport deban- 
de rassemblee sur un seiil circuit imprime. 
Un seui circuit integre (logique du transport 
de bande) memorise les commandes is- 
sues des touches integrees ou de la tele- 
commande, ti aite ces commandes et les si- 
gnaux provcnant des capteurs de deplace- 
ment du commutateur de fin de bande, 
produitenfin les signa ux logiques de contro- 
le. II commancle aussi, grace a des etages 
drivers, les lamipes des touches et les clivers 
electroaimants. 
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Der Bandbewegungssensor besteht aus 
zwei beruhrungslos arbeitenden Detekto- 
ren und einer mit der Achse der rechten 
Umlenkrolle gekoppelten, aus fOnf lichtre- 
flektierenden Segmenten bestehenden 
Scheibe. Die LEDder beiden Sensoren sen- 
den infrarotes Licht auf die Segnnente: die 
reflektierte Strahlung wird von Fototransi- 
storen detektiert. 

Durch Drehung der Umlenkrolle wird die 
reflektierte Strahlung unterbrochen. Am 
Ausgang der Sensoren erscheinen zwei um 
ca. 90° verschobene Rechtecksignale 
(QP-DIR 1 und QP-DIR 2). Aus QP-DIR 1 
wird das Bandbewegungssignal YBAMO- 
VE gebildet und der Steuerlogik zugefOhrt. 
QP-DIR 1 + 2 werden ausserdem auf dem 
Zahlerprint zur Auswertung der Bandiauf- 
richtung verwendet. 

Die beiden Bandzugwaagen besitzen je ei- 
nen Mikroschalter, dessen Kontakt in der 
Ruhestellung geschlossen ist Durch diese 
Kontakte wird bei Bandauslauf oder Ban- 
driss das Signal YBI-MOVE kurzgeschlos- 
sen und signalisiert damit der Steuerlogik 
"Band steht". 

Der Bandendschalter wird aus einer rechts 
des Wiedergabekopfes angebrachten 
Lichtschranke gebildet. Die Lichtquelle ist 
eine Infrarot-LED, Lichtempfanger ist ein 
Fototransistor. Magnetband signalisiert der 
Steuerlogik FI (high), kein Band Oder ein 
Klarbandteil L (low). 



DieBandzugregelunggewahrleistetgleich- 
massigen, ruhigen Bandlauf in alien Be- 
triebszustanden. Bandzugwaagen, Motor- 
steuerungen, Leistungstransistoren, die 
Wickelmotore und dasTonband bilden ei- 
nen geschlossenen Regelkreis. 




The tape motion sensor consists of two inf- 
rared reflector-type detectors and a light 
reflecting segmented disk which is coupled 
to the right-hand guide roller. The sensor 
LED's emit infrared light which is reflected 
by the five segments and detected by pho- 
to transistors. 



By turning the segmented disk the reflected 
infrared light is interrupted. The detectors 
produce square-wave signals which are 
shifted by approximately 90° to each other 
(QP-DIR 1 and QP-DIR 2). QP-DIR 1 is 
transformed into the tape motion signal 
YBI-MOVE which is fed to the transport 
control logic while QP-DIR 1 +2 are fed to 
the tape counter where they are used to de- 
termine the direction of the tape move- 
ment. 

Both tape tension sensors are equipped 
with a microswitch whose contacts are 
closed in rest position. If the tape tears up or 
runs out the signal YBI-MOVE is short cir- 
cuited by these contacts. This signals "tape 
stop" to the transport control logic. 

The tape end switch consists of an infrared 
light barrier which is located at the right 
of the reproduce head. The light source is 
an infrared LED, while the light detector is a 
photo transistor. Magnetic tape signal H 
(high), no tape or a transparent leader tape 
signal L (low) is conveyed to the transport 
control. 

The tape tension control guarantees smoth 
tape handling during any operating mode. 
The tape tension sensors, the motor control 
circuits, the driver transistors, the spooling 
motors and the tape form a closed loop 
control. 




Le capteur de deplacement de la bande 
comprend deux detecteurs a infrarouge et 
reflecteurainsi qu'un disque muni de bseg- 
ments reflecteurs couple au galet guide 
d'enroulement droit. Les LED des detec- 
teurs emetteur des faisceaux infra-rouge, 
reflechi par les cinq segments et detecte 
par des phototransistors. 

La rotation du disque segmente interrompt 
la reflection du faisceau infrarouge. Les de- 
tecteurs produisent des signaux carres, de- 
calages d'environs 90° (QP-DIR 1 et QP- 
DIR 2). QP-DIR 1 esttransforme en un signal 
de mouvementde la bande YBI-MOVE, le- 
quel estconduita la logiquedutransportde 
bande, tandis que QP-DIR 1 + 2 vont sur le 
compteur de bande ou ils servent a deter- 
miner la direction du mouvement de la ban- 
de. 

Les deux capteurs de deplacement sont 
equipes d'un microswitch dont les contacts 
sont fermes au repos. Si la bande vient a se 
dechirerou a s'echapper, le signal YBI-MO- 
VE est court-circuite par ces contacts et 
donne ainsi I'information (stop bande) a la 
logique de commande. 

Le commutateur de fin de bande consiste 
en une barriere infra-rouge placee a droite 
de la tete de lecture. La source de lurniere 
est une LED infra-rouge alors que le detec- 
teur est un phototransistor. Le signal logi- 
que est H (high) en presence d'une bande 
magnetique, L (low) pour une amorce 
transparente ou en absence de bande. 

Le controle de la tension de bande garantit 
une douce manipulation de la bande a tous 
les modes d'ope ration. Les capteurs de de- 
placementde la bande, lecircuitde contro- 
le des moteurs, les transistors drivers, le 
moteurs de bobinage et la bande torment 
une boucle asservie. 



Fig. 4.1.2 

Bandbewegungssensor und 
Bandzugwaage rechts 

Tape motion sensor and 
right-hand tape tension sensor 

Capteur de deplacement 
de la bande et balance 
de tension droits. 
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Die Bandzugwaage bestehtaus einem Os- 
zillatorkreis, einem auf die gleiche Frequenz 
abgestimmten Auskoppelkreis und einem 
zwischen den beiden Schwingkreisen an- 
gebrachten, durch die Bandzugarm be- 
wegten Abschirmblech. 

Die Bandzugwaage liefert eine der Auslen- 
kung des Bandzugarms (und damit dem 
Bandzug) umgekehrt proportionale Aus- 
gangsspannung (YAN-TT 1 beziehungs- 
weise YAN-TT 2). 

Die beiden Wickelmotore werden von se- 
paratee Motorsteuerungen angesteuert. 
Diese verarbeiten die von der Laufwerklo- 
gik freigegebenen Signale wie Abspielen, 
Umspulen, Bremsen, Pause und Stopp. Die 
Regelspannungen YAN-TT 1 und 2 beein- 
flussen die beiden Steuersignale so, dass in 
jedem Betriebszustand der richtige Band- 
zug beibehalten wird. 

Eine Wechselspannung von 20 Veff. wird in 
einer Bruckenschaltung gleichgerichtet. 
Die entstandene pulsierende Gleichspan- 
nung wird mit einem Spannungsteiler ab- 
geschwacht und dem Steuersignal so zu- 
gemischt dass eine der Steuerspannung 
proportionale, pulsierende Gleichspan- 
nung den Motortransistor aussteuert. Da- 
durch wird ein sinusformiger Motorstrom 
erzeugt 

DenWickelmotorensindjedrei Einstellreg- 
lerzugeordnetdieeingetrenntesEinstellen 
des Bandzugesfur alle Betriebszustande er- 
moglichen. Diese Einstellregler sind bei 
geoffnetem Verstarkerkorb (VU -Meter-Pa- 
nel Oder Blindabdeckung) von vorne zu- 
ganglich. 

Beim Bremsen bleibt der Abwickelmotor 
so lange eingeschaltet und wird geregelt, 
bis das Band stillsteht. Wahrend dem 
Bremsen bleibtder Bandzug auf der Abwik- 
kelseite auf dem fur Abspielbetrieb einge- 
stellten Wert. 

Eine Regelschaltung mit Quarzreferenz 
steuert die Drehzahl des Tonmotors. Ein in- 
duktiver Tachogeber (Ringabtaster) ist mit 
der Tonwelle gekoppelt und liefert ein Ta- 
chosignal mit einer zur Motordrehzahl pro- 
portionalen Frequenz. Ein Elochpassfilter- 
befreit das Tachosignal von Brummspan- 
nungen. Ein Operationsverstarker verstarkt 
das Tachosignal: die negativen Elaibwellen 
werden unterdruckt und der Verstarker 
wird so ausgesteuert, dass durch Begren- 
zung ein Rechtecksignal entsteht 



An oscillator, a tuned output circuit and a 
screening segment which is located bet- 
ween the two resonant circuit coils form the 
electrical part of the tape tension sensor. 
The screening segment is coupled with 
the sensor arm. 

The sensor delivers an output voltage 
(YAN-TT 1 and YAN-TT 2 respectively) 
which is inverse proportional to the move- 
ment of the sensor arm and, therefore, to 
the tape tension. 

The spooling motors are controlled by two 
motor control circuits which process the 
signals generated by the transport control 
logic (play, spooling, brake, pause, stop). 
The control voltages YAN-TT i +2 influ- 
ence both motor control signals in such a 
way that the correct tape tension is estab- 
lished for all operating modes. 



An AC voltage of 20 \/^^^ is recitfied by a 
bridge rectifier. The resulting pulsed DC vol- 
tage IS attenuated by a voltage divider and 
mixed with the motor control voltage. This 
results in a pulsed DC control voltage which 
is proportional to the motor control voltage. 
It controls the motor driver transistor, thus 
supplying a sinusoidal currentto the motor. 



Trimmer potentiometers (3 for each spool- 
ing motor) allow adjustmen of the tape 
tensionfor any operating mode. These trim- 
mer potentiometers are accessible after 
opening the front cover or VU-meter panel 
(as applicable) of the recorder. 



During braking the supply motor develops 
the same tape tension as set for play mode 
until the tape has come to a stop. 



A control circuit with a crystal-controlled 
reference source drives the capstan motor. 
An inductive tachogenerator is coupled to 
the capstan axle and delivers an outputvoh 
tage whose frequency is determined by the 
capstan speed. A high passfiltereliminates 
hum and a high-gain op amp amplifies the 
signal. The resulting square-wave signal is 
fed to a frequency and phase comparator 
circuit with a crystal-controlled reference 
oscillator. The reference frequency de- 
pends on the selected tape speed: a fre- 
quency divider divides the 1 ,6384 MHz of 
the quartz crystal to 400, 800 or 1 600 Hz. 



Le capteur de tension de bande comprend 
deux oscillateurs accordes a la meme fre- 
quence. Leurs bobines sont separees par 
un voletde blindagecoupleau bras du cap- 
teur. 



Les capteurs delivrent une tension (YAN- 
TT 1 et YAN-TT 2 resp.), inversement pro- 
portionnelle au mouvement du bras du 
capteur et, par consequent a la tension de 
la bande. 

Les moteurs de bobinage sont controles 
par deux circuits de controle de moteur qui 
traftent les signaux issus de la logique du 
transport de bande (play, bobinage, freina- 
ge, pause, stop). Les tensions de controle 
YAN-TT 1 + 2 influencent les signaux de 
commande des deux moteurs de telle fa- 
con que la tension de bande soit correcte 
dans tous les modes de fonctionnement. 

Une tension alternative de 20Vrms est re- 
dressee par un pont La tension continue 
pulsee resultant© est attenuee par un pont 
diviseuret melangee a la tension de contro- 
le du moteur. Cela produit une tension con- 
tinue pulsee de controls proportionnelle a 
la tension de controle du moteur. File com- 
mande le transistor driver du moteur, celui- 
ci fournissant un coura nt sinusoidal au mo- 
teur. 

Les trimmers (3 pour cheque moteurde bo- 
binage) permettent I'ajustement de la ten- 
sion de bande pourtous les modes defonc- 
tionnement. Ces trimmers sontaccessibles 
apres depose de la face avant ou du pan- 
neau des VU-metres (selon) du magneto- 
phone. 

Pendant le freinage, le moteur debiteur 
fournit la meme tension de bande qu'en 
mode playjusqu'a ceque la bande soitfixe. 



Un circuit regulateur controle par quartz 
commande le moteur de cabestan. Un ge- 
nerateur tachymetrique inductif est couple 
a I'axe du cabestan et delivre une tension 
dont la frequence est proportionnelle a la 
vitesse de rotation du cabestan. Un filtre 
passe-haut elimine le bruit du signal tachy- 
metrique et un amplificateur opdrationnel 
amplifie fortement le signal. La sortie, satu- 
ree, est limitee et constitue ainsi un signal 
carre. 
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In einer Phasenvergleichsschaltung wird 
das umgewandelteTachosignal mitderRe- 
ferenzfrequenz des Quarzoszillators vergli- 
chen. Je nach eingestellterBandgeschwin- 
digkeit wird die Quarzfrequenz durch Fre- 
quenzteilung von 1 ,6384 MHz in die Refe- 
renzfrequenzen 400, 800 Oder 1600 Hz 
umgewandelt. 

Das Ausgangssignal der Vergleichsschal- 
tung ist bei zu kleiner Drehzahl des Tonmo- 
tors = H, bei zu hoher Drehzahl L. 



Bei erreichter Solldrehzahl des Tonmotors 
(Synchronlauf) wird aus der Phasendiffe- 
renz des Tacho- und des Referenzsignals 
ein Rechtecksignal gebildet. Gleichzeitig 
wird ObereineTreiberschaltung dieTasten- 
lampe der gedruckten Geschwindigkeits- 
taste eingeschaltet 

Ein Tiefpassfilter bildet aus dem erzeugten 
Rechtecksignal einen Gleichspannungs- 
mittelwert (Steuerspannung), Dieser wird 
verstarkt und in einer Multiplikatorschah 
tung einer pulsierenden Gleichspannung 
zugemischt. Die resultierende, der Steuer- 
spannung proportionale, pulsierende 
Gleichspannung wird verstarkt und dem 
Motorsteuertransistor zugefOhrt. 

Die interne Quarzreferenz kann durch eine 
externe Referenz mit einstellbarem Oszilla- 
tor ersetzt werden. Damit kann die Bandge- 
schwindigkeit (Tonhohe) um ±¥2 Oktave 
verandert werden. 



The comparator delivers an L signal if the 
speed of the capstan axle is too low or an 
H signal if the speed is too high. 

After the nominal speed is reached (syn- 
chronous running) the comparator circuit 
generates a square-wave signal which is 
formed from the phase-difference between 
the tacho signal and the reference signal. At 
the same time, nominal speed is indicated 
by a lamp in the appropriate speed selector 
push button. 

A low pass filter converts the square-wave 
signal into a DC mean value (control volta- 
ge). It is amplified and fed to a multiplier cir- 
cuit where it is mixed with a pulsed DC 
voltage. The resulting pulsed DC voltage 
is proportional to the control voltage. It is 
again amplified and finally controlsthe driv- 
er transistor , thus supplying a sinusoidal 
current to the capstan motor. 

The internal crystal reference can be re- 
placed by an external reference with a vari- 
able oscillator. This can be used to vary the 
tape speed (pitch variation) by ±82 octave. 



Ce signal carre est conduit a un compara- 
teur de phase et de frequence refere par un 
quartz. La frequence de reference depend 
de la Vitesse de defilement selectionnee; un 
diviseur de frequence divise le 1,6384 MHz 
du quartz en 400, 800 ou 1600 Hz. 

Le signal de sortie du comparateur est H 
pour trop faible vitesse du moteur de ca- 
bestan, L pour une trop grande vitesse. 
Lorsque la vitesse de reference estatteinte 
(mode synchrone), le comparateur delivre 
un signal carre forme par la difference de 
phase entre le signal tachymetrique et le si- 
gnal de reference. En meme temps, une 
lampe, placee dans le bouton adequat du 
selecteur de vitesse, indique que la vitesse 
nominate est atteinte. 

Un filtre passe-bas convertit le signal carre 
en une tension continue devaleurmoyenne 
(tension de controle). Elle est amplifiee et 
amende d un circuit multiplicateur qui la 
melange a une tension continue pulsde. La 
tension continue pulsee qui en resulte est 
proportionnelle a la tension de controle. 
Elle esta nouveau amplifiee etattaque enfin 
le transistor driver, celui-ci fournissant un 
courant sinusoidal au moteur de cabestan. 

La reference inte me a quartz peut etre rem- 
placee par un oscillateur externe de refe- 
rence, Ceci peut servir a faire varier la vites- 
se de defilement de la bande (pitch varia- 
tion de ± 1/2 octave). 



4.13 

Section aodio 
Lecture 



Fig. 4.1.3 

Blockschema Wiedergabeteil 
Block diagram reproduce section 
Schema bloc section lecture 
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Audio section 



Wiedergabe 



Reproduction 
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Das in derWicklung des Wiedergabekop-” 
fes induzierteSignalwird Oberabgeschirm- 
te LeitungendirektaufdenWiedergabevor- 
verstarker gefOhrt. Dieser ist zugleich mit 
der Wiedergabe-Entzerrung konnbiniert. 
FOr die drei Bandgeschwindigkeiten kann 
unabhangig NAB- oder CCIR-Entzerrung 
gewahit werden. Dem Entzerrungsnetz- 
werk foigt ein weiterer Verstarker. Bei Ste- 
reogeraten werden diesem Verstarker Tei- 
le des Nachbarkanalprogrammes so zu- 
gemischt dass ein Ubersprechen kompen- 
siert wird und die Obersprechdampfung 
damit verbessert wird. 

Die Filterstufe erlaubt das getrennte Abglei- 
chen des Frequenzganges (FIdhen und Bas- 
se) fOr jede Bandgeschwindigkeit Eben- 
fallsfurjede Bandgeschwindigkeit kann mit 

dem Trimmpotentiometer LEVEL der Wie- 

dergabepegel individuell eingestellt wer- 
den. 

Der weitere Signalverlauf wird durch den 
Geratetyp bestimmt: 

1 . Zwei auf dem Steckerfeld eingesteckte 
Spannungsteilerprints leiten das Signal, um 

1 0 dB gedampft zum Leitungsverstarker. 

(B67- 1 -R B67-0.75, B67-2-2.00) 



2. Das Signal fuhrt auf das VU -Meter-Pa- 
nel. Mit der Taste UNCAL kann kalibrierter 
odereinstellbarerAusgangspegel (REPRO- 
DUCE LEVEL) gewahit werden. Mit dem 
Ausgangswahlschalter kann das Wiedega- 
besignal (REPROD), das Eingangssignal 
(INP) Oder, bei Sync-Geraten, das Sync- 
Signal (SYNC) auf den Leitungsverstarker 
geschaltet werden. Nach dem Leitungs- 
verstarker wird das Monitor- und das 
Kopfhorersignal abgegriffen. Das Aus- 
gangssignal wird uber den Symmetrier- 
transformator zum Ausgangsstecker 
gefuhrt; dazu parallel ist das VU-Meter an- 
geschlossen. 

(B67-1-VU, B67-2-2.00-VU, B67-0.75- 
VU, B67-K-1-VU, B67-K-2-2.00-VU, B67- 
K-0.75-VU,B67-K-1-PN-VU) 

3. Das Signal fuhrt zum Mono-Stereo- 
Schaltereinschub und zuruck auf den Lei- 
tungsverstarker. (B67-0.75-S) 

4. Das Signal fuhrt auf den Mono-Stereo- 
Schaltereinschub, von dessenAusgang auf 
dasVU-Meter-Panel.Eswird, wieinPunkt2 
beschrieben, weiter verarbeitet. 

(B67- 0.75-S-VU, B67-K-0.75-S-VU) 



The signal which is induced in the repro- 
duce head is fed directly via a shielded line 
to the reproduce preamplifier. This amplifi- 
er is combined with the equalization net- 
work. By means of jumper plugs NAB or 
CCIR equalization can be selected indivi- 
dually tor each tape speed. The equaliza- 
tion network is followed by an amplifier, 
the differential input of which is fed by the 
reproduce signal and a tractions of the 
adjacent channel signal. With this method 
the crosstalk rejection of stereo recorders 
can be improved. 



The filter section comprises tape speed de- 
pendent networks tor bass and treble set- 
tings. Trimmer potentiometers labelled LE- 
VEL are also incorporated into the filter net- 
work, thus allowing the adjustment of the 
reproduce level and of the frequency re- 
sponse for each tape speed. 

The further signal path depends on the re- 
corder version; 

1 . Two voltage dividerp. c. boardsare plug- 
ged into the audio connector field on the 
basis board. They attenuate the signal by 
1 0 dB and teed it to the line amplifier. 

(B67-1 , B67-1 -R B67-0.75, B67-2-2.00) 



2. The signal is fed to the VU-meter panel. 
The push button UNCAL allows the selec- 
tion of either fixed or variable output level 
(REPRODUCE LEVEL). The output selector 
buttons switch either the reproduce (RE- 
PROD), the input (INPUT) or - tor sync ver- 
sions - the sync signal to the line amplifier. 
From the amplifier output the selected sig- 
nal is fed to the monitor amplifier and the 
headphone jack as well as to the output 
(line) transformer. The secondary side of 
the transformer delivers a balanced signal 
to the output connector and, in parallel, to 
the VU-meter. 



(B67-1-VU, B67-2-2.00-VU, B67-0.75- 
VU, B67-K-1-VU, B67-K-2-2.00-VU, B67- 
K-0.75-VU, B67-K-1-PN-VU) 

3. The signal is fed to the mono-stereo 
switch p. c. board and to the line amplifier. 

(B67-0.75-S) 

4, The signal is ted to the mono-stereo 
switch whose output is connected to the 
VU-meter panel where the signal is pro- 
cessed as in point 2. 

(B67-0.75-S-VU, B67-K-0.75-S-VU) 



Le signal induitdans la tetede lecture estdi- 
rectement conduit a I'amplificateur de lec- 
ture par un cable blinde. Get amplificateur 
est combine avec le reseau d egalisation. 
Pour chaque vitesse de defilement, on peut 
choisir entre les egalisations CCIR ou NAB 
grace d des straps. Le reseau correcteurest 
suivi par un amplificateur dontl'entree difte- 
rentielle recoitd'un cote le signal de lecture, 
de I'autre une traction de I'autre signal 
(dans le cas d'appareils stereo), Cette me- 
thode permet d'ameliorer le taux de dia- 
phonie des appareils stereo. 



Letage de filtrage comprend des reseaux 
pour chaque vitesse et separes pour le re- 
glage des graves et des aigus. Les trimmers 
indiques LEVEL font egalement partie de 
I'etage de filtrage et permettent le reglage 
des niveaux de lecture et des reponses en 
frequence pour chaque vitesse de defile- 
ment. 

Lecheminementulterieurdu signal depend 
du type de magnetophone; 

1. Deux circuits imprimes contenant des 
pontsdiviseurs de tension sontenfiches sur 
le circuit imprime des connections audio. 
Ils attenuent le signal de 10 dB et le menent 

a ramplificateur de ligne. 

(B67-1, B67-1-R B67-0.75, B67-2-2.00) 

2. Le signal estconduitau panneau desVU- 
metres. Le bouton poussoirUNCAL permet 
la selection d'un niveau de sortie fixe ou va- 
riable (REPRODUCE LEVEL). Le selecteur 
de sortie commute le signal, soit de lecture 
(REPROD), soitd'entree (INPUT) ou encore 
de synchronisation (pour lesversions sync) 
a I'amplificateur de ligne. Le signal issu de 
cet amplificateur est conduit a I'amplifica- 
teur de monitoring eta la prise Jack de cas- 
que ainsi qu'au transformateur (ligne) de 
sortie. Le secondaire du transformateur de- 
livre une tension symetrique au connecteur 
de sortie et, en parallele, au VU -metre. 



(B67-1-VU, B67-2-2.00-VU, B67-0.75- 

VU, B67-K-1-VU, B67-K-2-2.00-VU, B67-K- 
0.75-VU,B67-K-1-PN-VU) 

3. Le signal est conduit au circuit imprime 
ducommutateurmono-stereoeta I'ampliti- 
cateur de ligne. (b67-0.75-S) 

4. Le signal est conduit au commutateur 
mono-stereo dont la sortie est reliee au pan- 
neau des VU-metres ou le signal est traite 
comme en 2. 

(B67-0.75-S-VU, B67-K-0.75-S-VU) 
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Aufnahme 



Recording 



Enregistrement 




Vom symmetrischen Eingangssteckerwird 
das Signal aut den Lingangstransfomator 
gefuhrt. Dessen Sekundarseitespeisteinen 
Spannungsteiler, an dem mit Bruckenstek- 
kern die Eingangsempfindlichkeit in 1 0 dB- 
Schritten verandert werden kann. Mit dem 
Tnmmpotentiometer PREADJ, kann die 
Verstarkung des Eingangsverstarkers ver- 
andert werden. Damitkann bei Geraten mit 
VU-Meter-Panel die VU-Meteranzeige vor- 
abgeglichen werden. Nach dem Eingangs- 
vestarker ist der Signalverlauf je nach Gera- 
tetyp verschieden; 

1. Die beiden im Wiedergabepfad bereits 
erwahnten Spannungsteilerprints leiten 
das Signal, um 1 0 dB abgeschwacht zum 
Entzerrungsnetzwerk. (B67-1, B67-1-R 
B67-0.75, B67-2-2.00) 

2. Das Signal fOhrt auf das VU-Meter-Pa- 
nel.MitdemWahlschalterUNCALkannka- 
librierterodereinstellbarerAufnahmepegel 
(RECORD LEVEL) gewahltwerden.Dasab- 
geschwachteSignalwird zum Entzerrungs- 
netzwerk und, dazu parallel, zum Aus- 
gangswahlschalter (INP) gefuhrt. 
(B67-1-VU, B67-2-2.00-VU, B67-0.75- 
VU, B67-K-1-VU, B67-K-2-2.00-VU, B67- 
K-0.75-VU,B67-K-1-PN-VU) 

3. Das Signal fOhrt auf den Mono-Stereo- 
Schaltereinschub und zurOck zum Entzer- 
rungsnetzwerk. (B67-0.75-S) 



A shielded line feeds the signal from the 
balanced input connector to the input 
transformer. Its secondary side is connect- 
ed to an attenuator which allows to change 
the input sensitivity in 1 0 dB steps by means 
of a jumper plug. The trimmer potentiomet- 
er PREADJ. is used to vary the gain of the in- 
put amplifier in order to match the VU- 
meter indication. After the input amplifier 
the signal path varies according to the re- 
corder version; 



1. The voltage dividers mentioned in the 
description of the reproducing section feed 
the signal, which is attenuated by 10dB, 
to the equalization network. 

(B67-1 , B67-1 -R B67-0.75, B67-2-2.00) 

2. The signal is fed to the VU-meter panel. 
The push button UNCAL allows the selec- 
tion of either fixed or variable RECORD LE- 
VEL. The attenuated signal isfedto the 
equalization network and, in parallel, to the 
output selector (INP). 

(B67-1-VU, B67-2-2.00-VU, B67-0.75- 
VU, B67-K-1-VU, B67-K-2-2.00-VU, B67- 
K-0.75-VU,B67-K-1-PN-VU) 



3. The signal is fed to the mono-stereo 
switch and to the equalization network. 
(B67-0.75-S) 



Un cable blinde conduit le signal du con- 
necteur d'entree au tra n storm. ate ur d'en- 
tree. Son secondaire est relie a un attenua- 
teur qui permet de faire varier la sensibilite 
d'entree par pas de 10 dB grace a des 
straps. Le trimmer PREADJ. ajuste le gain 
de I'amplificateur d'entree et permet d'ajus- 
ter I'indication des VU-metres. Apres I'am- 
plificateur d'entree, le cheminement du si- 
gnal varie selon les versions des magneto- 
phones; 



1. Les diviseursdetension mentionnesdans 
la description de la section lecture condui- 
sent le signal, alors attenue de 10 dB, au re- 
seau d'egalisation. 

(B67-1, B67-1-R B67-0.75, B67-2-2.00) 

2. Le signal estconduitau panneau des VU- 

metres. Le bouton poussoir UNCAL permet 
la selection d'un niveau d'enregistrement 
fixe ou variable (RECORD LEVEL). Le signal 
attenue est conduit au reseau d'egalisation 
et en parallele, au selecteurde sortie (INP). 
(B67-1-VU, B67-2-2.00-VU, B67-0.75- 

VU, B67-K-1-VU, B67-K-2-2.00-VU, B67- 
K-0.75-VU, B67-K-1-PN-VU) 



3. Le signal est conduit au commutateur 
mono-stereo et au reseau d'egalisation. 
(B67-0.75-S) 
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4. Das Signal fOhrt auiden Mono-Stereo- 
Schaltereinschub, von dortauf dasVU-Me- 
ter~Panel und zurOck auf das Entzerrungs- 

netzwerk, 

(B67^0.75^S-^VU, B67-K-0.75-S- VU) 



Das Entzerrungsnetzwerk ist so ausgelegt 
dass wie bei Wiedergabe fur jede Bandge- 
schwindigkeit unabhangig NAB- oder 
CCIR-Entzerrung gewahit werden kann. 
Dem Entzerrungsnetzwerk foigt die Filter- 
stufe. Damit kann fur jede Bandgeschwin- 
digkeit der Frequenzgang inividuell abgeg- 
lichen werden. Der Aufnahmepegel wird 
mit dem Trimmpotentiometer LEVEL fur je- 
de Bandgeschwindigkeit separat einge- 
stellt. Dem Ausgangsverstarker foigt die 
Zumischung der Vormagnetisierung von 
1 50 kHz. Deren Arbeitspunkt wird mit dem 
Trimmpotentiometer BIAS fur jede Bandge- 
schwindigkeit separat eingestellt. Ueber 
abgeschirmte Leitungen wird das Aufnah- 
mesignal auf den Aufnahmekopf gefuhrt. 

Die Loschfrequenz von 1 50 kHz wird uber 
die Printkarte des Aufnahmeverstarkers ge- 
fuhrt. Das Signal B-REC gibt das Aufnah- 
mesignal frei und schaltet Vormagnetisie- 
rung und Loschfrequenz ein. Ober abge- 
schirmte Leitungen wird die Loschfrequenz 
auf den Loschkopf gefuhrt. 



4 . 1.4 

Pifotton NacLisleueryng 

D i g it a 1/ Alia I og~Signal - Auf be re it u □ g 

Den Kern der Nachsteuerung bildet ein 
4-Bii Auf/Abwartszahler mit getrennten 
Takteingangen. Die zyklische Zahlung wird 
unterbrochen und in eine begrenzte Li- 
neare umgeformt Die Auttrennung des 
Zykius ist zugleich Begrenzung und liegt 
zwischen den Zahlerpositionen 7 und 8. 
Das Pilot- Oder Tachosignai steuert den 
addierenden, das Reterenzsignal den sub- 
trahierenden Takteingang. Der Zahler 
besitzt vier binar codierte Ausgangssi- 
gnale. Als Synchronisationsbereich wil'd 
der Zustand zwischen 0 und 15 bestimmt. 
Der entsprechende Ausgang des Zahlers 
liefert im Normalbetrieb ein der Phasen- 
differenz bei der Signale proportionales 
Rechtecksignal. Dieses wird durch Integra- 
tion in ein DC-Steuersignal umgewandelt. 



4. The signal is fed to the mono-stereo 
switch, then to the VU-meter panel and 
to the equalization network. 

(B67-0.75-S-VU, B67-K-0.75-S-VU) 



The design of the equalization network al- 
lows the selection of NAB or CCIR equaliza- 
tion for each tape speed. The equalization 
network is followed by a filter stage and the 
record amplifier whose gain can be varied 
by trimmer potentiometers labelled LEVEL. 
For each tape speed the frequency re- 
sponse and the record level can be adjust- 
ed individually. The biasing current of 
1 50 kHz is modulated by the output signal 
of the record amplifier; the operating point 
has to be adjusted by trimmer potentiome- 
ters labelled BIAS. The record signal is fed 
to the record head by means of shielded 
lines. 



The erase signal has a frequency of 
1 50 kHztoo and is fed to the record amplifi- 
er p. c. board. There the signal B-REC re- 
leases the record signal and switches on 
the biasing and erase currents. The erase 
signal is fed to the erase head by means of 
shielded lines. 



4.A4 

Pilot tone foiiow-yp system 

Digitai/analog signal processing 

The heart of the follow-up system is a 4-Bii 
up/down counter with separate clock sig- 
nal inputs. Recycling counting is interrup- 
ted and converted itito a limited linear sig- 
nal. The splitting of the cycle also supplies 
the limit which occurs between count 7 
and 8. The pilot oi tacho signal controls 
the up counting while the reference signal 
controls the down counting. The countei 
has four binarycoded output signals. The 
operation is consideied to be synchronous 
when the contents of the counter is bet- 
ween 0 and 15. In normal operation, the 
corresponding output of the counter sup- 
plies a square-wave signal proportional to 
the phase difference of the two signals. 
Through integration, this signal is conver- 
ted into a DC control signal. 



4. Le signal est conduit au commutateur 
mono-stereo, puis au panneau desVU-me- 
tres et au reseau degalisation. 

(B67-0.75-S-VU, B67-K-0.75-S-VU) 



La conception du reseau degalisation per- 
met la selection des corrections NAB ou 
CCIR pour chaque vitesse de defilement. Le 
reseau d egalisation est suivi par un filtre 
puis par I'amplificateur d'enregistrement 
dont I'amplification peut etre ajuste par les 
trimmers nommes LEVEL. Le niveau d'en- 
registrement et la reponse en frequence 
peuvent etre ajustes individuellement pour 
chaque vitesse de defilement de la bande, 
Le courantde premagnetisation estmodule 
par le signal de sortie de I'amplificateur 
d'enregistrement; le point de fonctionne- 
ment peut etre ajuste par le trimmer BIAS. 
Le signal d'enregistrement est amend b la 
tete d'enregistrement par des liaisons blin- 
dees. 

Le signal d'effacement a une frequence de 
150 kHz et est conduit au circuit imprime de 
I'amplificateur d'enregistrement. Le signal 
B-REC libere le signal d'enregistrement et 
commute les cou rants de premagnetisa- 
tion et d'effacement en circuit, Ce signal 
d'effacement est amend a la tete d'efface- 
ment par des liaisons blinddes. 



44=4 

Assepiissement sur signal pitote 

Tr a ? t e m e n t d i g i t a I / a n a I o g i c| y e 

Le coeur du systeme est un compteur 4-bit 
up/down a entrdes clock sdparees. Le 
comptage cyclique est interrompu et trans- 
forme en un signal lineaire limitd. Linterrup- 
tion du cycle provoque la limitation eta lieu 
entre les valeurs de comptage 7 et 8. Le si- 
gnal pilote, ou tachymetrique, controle le 
comptage tandis que I e signal de rdfdrence 
controle le decomptage. Le compteur a 
quatre signaux binaires de sortie. Lopera- 
tion est consideree comme synch rone 
quand le contenu du compteur est enti e 0 
et15. En mode de fonctionnement normal, 
la sortie correspondante du compteur deli- 
vre un signal carrd proportionnel a la diffe- 
rence de phase des deux signaux. Par inte- 
gration, ce signal est convert! en tension 
continue de controle. 
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Erreicht der Zahler die Randpositionen 7 
Oder 8, so wird er da gehalten und jeder 
weitere Impuls durch die rote LED COUNT 
angezeigt. DerZahIbereich wird bei Ausfall 
des Feedback- oder Referenzsignals und 
bei Benutzen des Handreglers auf die Mit- 
telposition begrenzt Wird als Feedback- 
signal das Pilottonsignal verwendet so 
wird, ausser in PLAY-Funktion, der Zahlbe- 
reich ebenfalls beschrankt und die Nach- 
steuerung unterbrochen. 

Bei Wiedereinsetzen eines Signales oder 
bei Wahlen der Funktion PLAY wird nach 
ca. 50 ms der ganze Zahibereich freige- 
geben. Dadurch wird der beste Synchroni- 
sationsbeginn erreicht. 

Das Nachsteuersignal gelangt Ober einen 
FET-Schalter auf einen Analogspeicher mit 
sehr grosser Zeitkonstante, Dieser Spei- 
cher hat die Aufgabe, den eingelesenen 
Spannungswert moglichst lange zu halten: 
dies, um bei Ausfall der Signale das Ma- 
gnettongerat mit der zuletzt gespeicherten 
Geschwindigkeit zu steuern 
Um bei Programmablauf vom Start an die 
richtige Bandgeschwindigkeit zu errei- 
chen, kann der Speicher wahrend dem 
Vorabhoren des Bandes gesetzt werden. 
Der FET-Schalter ist wie der Speicher 
geschlossen um Fehleinlesungen zu ver- 
hindern. Im Aufnahmebetrieb oder bei 
Bandende wird der Speicher geloscht und 
die Nachsteuerung unterbrochen. 

Die Nachsteuergeschwindigkeit kann mit 
Potentiometer R58 (Print 1.167.721 B67, 
1.081.942 A80) eingestellt werden. Ab 
Werk ist sie so eingestellt dass bei einem 
Frequenzsprung von 49 Hz auf 51 Hz die 
Nachsteuerung nicht aus dem Haltebe- 
reich fallt und die Tonhohenschwankungen 
vom menschlichen Gehor nicht wahr- 
nehmbar werden. 

Der Handregler erlaubt manuell in den 
Synchronisationsvorgang einzugreifen. 
Damit kann ein misslungener Start nach- 
traglich noch korrigiert werden. Ebenfalls 
kann damit die Bandgeschwindigkeit von 
Hand voreingestellt werden. Bei Handbe- 
trieb ist der Regelkreis aufgetrennt und die 
rote COUNT-LED zeigt durch Blinken die 
Impuls/Bilddifferenz bezogen auf das Refe- 
renzsignal an. Je nach Art der Abweichung 
(-T Oder-) ieuchtetdieEED schnell auf oder 
erlischt plotzlich. 

Der Handregler wirkt direkt auf den Spei- 
cher. Der Nachsteuerausgang ist in alien 
Betriebsarten, bei denen die Nachsteue- 
rung nicht gebraucht wird, galvanised ge- 
trennt. 



If the counter reaches the limit 7 or 8, the 
count is retained and each additional pulse 
is indicated by the red COUNT LED. The 
counting range is limited in case of feed- 
back or reference signal loss, or when 
using the manual control to the center po^- 
sition. If the pilot tone is used as feed- 
back signal, the counting range is also re- 
duced and follow-up is suspended except 
in the PLAY function. 

After the signal reappears or when selec- 
ting the PLAY function, the full counting 
range is enabled after approx. 50 ms, allo- 
wing the synchronization to start. 

Through a FET switch, the follow-up signal 
is fed into an analog memory with a large 
time constant The purpose of this memory 
is to retain the control voltage for as 
long as possible, allowing the tape re- 
corder speed to be controlled by the 
last information in case the signals have 
been lost. 

To obtain the correct tape speed right from 
the start of the program, it is possible to 
load the memory by prelistening of the ta- 
pe. The FET switch as well as the memory 
is blocked to prevent misreadings. The me- 
mory content is cleared and follow-up is 
inhibited during recording operation and 
when reaching the end of the tape 
The follow-up time constant can be adju- 
sted with a potentiometer (R58, PCB 
1.167.721). At the factory, the time constant 
is set so that the counting capacity of the 
counter is never exceeded with a sudden 
step in frequency from 49 Hz to 51 Hz and 
that the pitch variation can not be percei- 
ved by the human ear. 

A control knob allows to manually adjust 
the synchronization process and to read- 
just it in case of a faulty start. It al- 
so permits manual pre-setting of the tape 
speed. During manual operation, the servo 
loop is interupted and the blinking of the 
red COUNT LED indicates the pulse rate/ 
frame differ-ence relative to the reference 
signal. Depending on the deviation {■+/-), 
the lamp lights up quickly or goes off sud- 
denly. 

The manual control directly affects the 
analog memory. The follow-up output is 
disconnected for all operating modes in 
which the follow-up process is not requi- 
red. 



Si le compteur atteint la limite 7 ou 8, le 
comptage est retenu et chaque impulsion 
suivante est indiquee par le rouge COUNT 
LED. Lintervalle de comptage est limite en 
cas de perte de feed-back ou de signal de 
reference, ou encore en placant le controle 
manuel en position centrale. Si le signal pi- 
lote est utilise comme signal de feed-back, 
lintervalle de comptage est egalement re- 
duit et I'asservissement est interrompu, ex- 
cepte en mode PLAY. 

Lorsque le signal reapparait, ou si la fonc- 
tion PLAY est selectionnee, Lintervalle de 
comptage entier est retabli apres environ 

50 ms, permetta ntalors la synchronisation. 
Grace a un interrupteur a FET, le signal d'as- 
servissement est conduit a une memoire 
analogique de grande constante de temps. 
Le b ut d e c ette m e m o i re e St d e rete n i r I e V o I - 
tage de controle aussi longtemps que pos- 
sible, permettant ainsi de controler la vites- 
se de dbfilement par la derniere information 
en cas de perte du signal. 

Pour obtenir une vitesse correcte des le de- 
but du programme, il est possible de char- 
ger la memoire par preecoute de la bande, 
Linterrupteur d FET et la memoire sont blo- 
ques pour eviter des erreurs de lecture. Le 
contenu de la memoire est efface etl'asser- 
vissement est inhibe pendant Lenregistre- 
ment et lorsqu'on atteint la fin de la bande. 
La constante de temps de I'asservissement 
peut etre ajustee par le potentiometre R58 
(circuit1.167.721). En usine, la constante de 
tempsestetablie de telle facon que lacapa- 
cite de comptage du compteur ne soit pas 
excedee par un brusque saut de 49 Hz d 

51 Hz et que la variation de tonalite ne puis- 
se etre percue par I'oreille humaine. 

Un bouton de controle autorise le reglage 
manuel du processus de synchronisation et 
un rdajustement en cas de faux depart. II 
permet egalement le prereglage de la vites- 
se de la bande. En opbration manuelle, la 
boucle d'asservissement est interrompue 
et le clignotement de la diode COUNT LED 
indique la difference entre impulsions et le 
signal de reference. Selon la deviation (+ 
ou -), la diode s'allume ou sAteint soudai- 
nement 

Le controle manuel affecte directement la 
mdmoire analogique. La sortie asservisse- 
mentestdeconnectee pourtous les modes 
de fonctionnement ou la procedure de syn- 
chronisation n'est pas necessaire. 
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Eingangsstufe 

Das Pilottonsignal wird am Eingang uber 
zwei Pfade gefOhrt: Der eine Pfad fuhrt das 
Signal uber ein Tiefpassfilter zum Recht- 
eckumformer und anschliessend zu einer 
PegelubenA/achungsschaltung, die unge- 
fahr 10 ms nach Signalausfall anspricht. 
Genugender Signalpegel wird durch eine 
LED [1 1] angezeigt. Der zweite Pfad fuhrt 
uber ein Bandpassfilter, welches das PiloD 
tonsignal von parasitaren Schwingungen 
und Kodierungen befreit. Dieses Bandpass- 
filter hat Schwingkreis-Eigenschaft und 
OberbrOcktSignalausfalle, die kurzeralsca. 
sechs Perioden lang sind. Diese Schah 
tungsanordnung erlaubtfruhzeitiges Erken- 
nen einesTotalausfalles des Pilottonsignals 
und damitein sofortiges Einleiten geeignet- 
er Massnahmen. 

Das Referenzsignal wird ebenfalls uber ein 
Tiefpassfilter gefuhrt und auf ausreichen- 
den Pegel geprOft 1st dieser vorhanden, so 
wird dies durch LED [13] angezeigt. 

Tachosignal 

Das Ruckfuhrungssignal kann auch dutch 
das Tachosignal ersetzt werden, welches 
durch eingefraste Nuten an der Peripherie 
des Tonmotors erzeugt wird. Das Signal 
wird durch einen programmierten Teller 
geschwindigkeitsabhangig immer auf 
50 Hz (bei Solldrehzahl!) geteilt. 

Frequenzwandler 50/60 Hz, 60/50 Hz 



Da zwei Pilottonfrequenzen (50 und 60 Hz) 
verwendet werden, muss, damit das Gerat 
universell eingesetzt werden kann, die Fre- 
quenz umschaltbar sein. 

Dies wird mil einer PhasenvergleichsschaL 
tung, zusammen mit einem spannungsge- 
steuerten Oszillator erreicht. Die Oszillator- 
frequenz von 300 Hz wird, dem Betriebs- 
modus entsprechend, auf 50 Oder 60 Hz 
geteilt. 

Falls keine Umwandlung erforderlich ist, 
wird der Wandler OberbrOckt 

Anzeigeinstrymente 

Das Instrument SPEED DEVIATION [12] 
zeigt aus der Abweichung von der Nomi- 
nalspannung resultierende Nachsteuer- 
spannung an. Diese entspricht dem ge- 
speicherten Spannungswertund kann inje- 
der Betriebsart abgelesen werden. 

Das Instrument LEVEL zeigt in STOP- und 
REC-Betrieb den Pilotton-Eingangspegel, 
in alien anderen Betriebsarten den Pilotton- 
Wiedergabepegel. 



input stage 

The pilot signal is split up into two paths. 
One path leads via low-pass filter to the 
square wave pulse shaping circuit and 
subsequently to a fast responding level- 
monitoring circuit (approx, 10 ms after sig- 
nal breakdown). LED [1 1] lights up if the 
signal level is adequate. 

The second path leads to a band-pass filter 
which removes unwanted signals.. This 
band-pass filter acts as an oscillator circuit 
and permits signal continuity for approx. 
6 full wave cycles in case of level break- 
downs. In this manner, short-duration los- 
ses of the pilot signal can be bridged. It per- 
mits early detection of a total pilot signal 
loss and corresponding action is taken au- 
tomatically. 

The reference signal is also fed into a low- 
pass filter and tested for adequate level in 
which case LED [13] lights up. 



Tacho signal 

The feedback signal can also be substitu- 
ted by the tacho signal which is genera- 
ted by serrated slots on the circumference 
of the capstan motor. At all selected 
speeds, the signal is always divided down 
to produce 50 Hz at nominal speed by a 
programmed divider. 

Frequency conwerter 50 Hz to 60 Hz, 
SOKz to 50 Hz 

Since two different pilot tone frequencies 
(50/60 Hz) are in use, the frequency must 
be converted in orderto operate in both ca- 
ses. 

This is accomplished in a phase-compara- 
tor circuit using a voltage controlled oscil- 
lator whose frequency is 300 Hz. This fre- 
quency is divided down to 50 or 60 Hz ac- 
cording to the operating mode selected. If 
conversion is not required, the circuit is 
bypassed. 



Meters 

The SPEED DEVIATION meter [12] indica- 
tes the deviation of the follow-up voltage in 
respect to the nominal speed. This corre- 
sponds to the voltage of the analog me- 
mory and can be displayed in any opera- 
ting mode. 

The LEVEL meter indicates the level of the 
pilot signal in STOP and REC mode. For all 
other modes it indicates the reproduce le- 
vel of the pilot signal. 



Etage d'entr^e 

Le signal pilote suit deux directions. Lune le 
conduit a travers un filtre passe-bas a un cir- 
cuit de mise en forme. Le signal carre resul- 
tant esttraite parun circuit detecteur de ni- 
veau dont le temps de reponse est d'envi- 
ron 10 ms. La LED [11] s'allume si le niveau 
du signal est suffisant 
Lautre direction conduit le signal pilote a un 
filtre de bande qui elimine les composants 
indesirables. Ce filtre agit comme un oscil- 
lateur et peut se substituer pour 6 cycles 
complets du signal si celui-ci disparait brie- 
vement. Ce circuit permet de detecter tres 
vite une perte du signal pilote et les deci- 
sions correspondantes sont prises automa- 
tiquement. Le signal de reference est egale- 
ment conduit a un filtre passe-bas et son ni- 
veau est mesure. S'il est adequat, la LED 
[13] slllumine. 



Signal tachy mitriqye 

Le signal de feed-back peutaussi etre rem- 
place par le signal tachymetrique qui est 
genere par les rainures fraisees a la Peri- 
pherie du moteur de cabestan. A toutes les 
vitesses selectionnees, le signal est divise 
par un diviseur programmable pourfournir 
du 50 Hz a la vitesse nominale. 

Conwertisseyr de frequence 50 Hz i 
60 Hz et inwersement 

Puisque deux signaux pilotes differents 
(50/60 Hz) sonten usage, la frequence doit 
etre convertie pour que I'appareil fonction- 
ne dans tous les cas. 

C'est ce que realise un comparateur de 
phase equipe d'un oscillateur commande 
par tension dont la frequence de 300 Hz est 
diviseeen 50 ou 60 Hz selonlemoded'ope- 
ration. Si cette conversion n'est pas neces- 
saire, on n'utilise pas ce convertisseur. 



Affichages 

Laffichage SPEED DEVIATION [12] indique 
la deviation du signal d'asservissementpar 
rapporta la vitesse nominale, ce qui corres- 
ponda latensionde la memoireanalogique 
et peut etre affiche a tous les modes de 
fonctionnement. 

Lindicateur LEVEL affiche le niveau du si- 
gnal pilote aux modes STOP et REC. Dans 
tous les autres cas, il indique le niveau de re- 
production du signale pilote. 
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Layfwerksignale 

Y-ENDl Auftrennen der Nachsteuerung 
Y-REC J und Ldschen des Speichers. 
K-PRESS Erlaubt Nachregelung mit 

Pilottonsignal als ROckfuhrung. 



4.2 

AUSBAU 

4.2.1 

Allgemeines 

WARNUIMG 

VOR DEM ENTFERNEN EINES GEHAUSE- 
BLECHTEILS UNBEDIMGT DEN NETZ- 
STECKER ZIEHEN! 

Erforderliche Werkzeuge: 

1 Satz Innensechskantschlussel 
2, 5/3/4 mm 

Die Bezeichnungen der Verschalungsbie- 
che beziehen sich auf das stehende Gerat 

4.2.2 

Entfernen der Geritewerschalung 
Abnahme der Ruckwand 



Tape transport signals 

Y-END Opens the follow-up circuit and 

Y-REC clears the memory 

K-PRESS Enables follow-up with pilot 
signal as feedback. 



4.2 

DISMANTLING 

4.2.1 

General 

CAUTION 

DISCONNECTTHE MAINS PLUG BEFORE 
REMOVING ANY COVER PLATES! 



Necessary tools: 

1 set of (metric) Allen keys 
2. 5/3/4 mm 

The cover plates are referred to with the re- 
corder in upright position. 

4.2.2 

Remowini the cowers of the recorder 
Taking off the back cower 



Signaux du transport de bande 

Y-End Deconnecte le circuit d'asser- 

Y-REC visssementet efface la memoire 

K-PRESS Valide I'asservissement avec le 
signal pilote comme feed-back 



4.2 

DEMONTAGE 

4.2.1 

G6n6raiit6s 

ATTENTION 

DECONNECTEZ LAPPAREILDU SECTEUR 
AVANT DE DEPOSER UNE DES PLAQUES ! 



Oytils n6cessaires: 

1 jeu de cles Allen 
2.5/3/4mm 

Les plaques sont designees par rapport a 
Tappareil en position verticale. 

4.2.2 

Dipose des plaques 
Dimontage du panneau 'arriire 




Fig. 4.2.1 



- Netzstecker Ziehen. 

- 8 Schrauben losen und Ruckwand ent- 
fernen. 



Disconnect the mains plug. 

Undo the 8 screws and take off the rear 
cover. 



- Enlevez la prise secteur. 

- Devissez les 8 vis et deposez le panneau 
arridre. 
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Abnahine des unteren, hinteren Deck- Remowal of the lower rear cower Depose de la plaqye arrfere inMrieyre 

bleches (Riickwand cntfernt!) (back cover removed) (apres depose du panneau airiere) 




Fig. 4.2.2 



- 2 Schrauben auf der Ruckseite und 2 
Schrauben auf der Unterseite losen. 

” Abgewinkeltes Deckblech nach hinten 
ausfahren. 



“ Undo the 2 screws atthe back and the 2 
underneath. 

- Take out the angled cover towards the 
rear. 



- Defaites les 2 vis au dos et les deux autres 
sous I'appareil. 

” Enlevez la plaque coudee en la tirantvers 
I'arriere. 



Abnahme des oberen, hinteren Deck- Remowai of the rear top cower Depose de la plaque arri^re sup^rieu 

bleches (Ruckwand entfernt!) (back cover removed) re (apres depose du panneau arriere) 







)TPP[1[F3 
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“ 2 Schrauben auf der Ruckseite und 2 
Schrauben auf der Oberseite Ibsen. 

- Abgewinkeltes Deckblech entfernen. 

Abnahme des oberen Deckbieches 



- Undo 2 screws at the rear and 2 screws 
above. 

- Remove angled cover. 

Remowal of the top cower 



- Devissez les 2 vis a I'arriere et les 2 vis du 
dessus. 

- Dbposez la plaque coudbe. 

Dipose de la plaque supirieure 




- 7 Schrauben Ibsen. 

- Oberes Deckblech abnehmen. 

Abnahme des Anschlussfeides 

“ Oberes Deckblech entfernen (siehe 
Fig. 4.2.4). 

- Oberes, hinteres Deckblech entfernen 
(siehe Fig. 4.2.3). 

" Das Anschlussfeld liegt frei. 

Abnahme der Layfwerkabdeckung 



- Undo 7 screws. 

- Take off top cover. 

Remowal of the terminal board 

- Remove top cover (see fig. 4.2.4). 

- Remove top rear cover (see fig. 4.2.3) 

- Terminal board is now free. 



Remowal of the tape transport cower 



- Devissez 7 vis. 

~ Retirez la plaque superieure. 

Dipose dy bandeay de connection 

- Dbposez la plaque arriere superieure 
(voir fig. 4.2.3). 

- Deposez la plaque superieure (voir 
fig. 4.2.4), 

- Le bandeau de connection est alors libre. 

Dipose dy cache dy transport 




“ Die Deckel der Bandzugwaagen-Rollen 
[1] abschrauben (ohne Werkzeug) und 
die Rollen entfernen. 

- Den Deckel der Andruckrolle [2] ab- 
schrauben (ohne Werkzeug) und die Rol- 
le entfernen. 



- Remove the tape tension sensor rollers 
after undoing the two covers [1] ( no 
tool necessary). 

- Removethe pressure roller after undoing 
the cover [2] (no tool necessary). 



- Retirez les galets des capteurs de tension 
de bande apres avoir enlevb leurs cou- 
vercles [1] b la main. 

- Retirez le galet presseur apres avoir retirb 
son couvercle [2] b la main. 
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- Kopftrager demontieren; dazu 3 Schrau- 
ben [3] Ibsen. 

- 5 Schrauben [4] Ibsen. 

- Laufwerkabdeckung vorsichtig abneh- 
men: Umlenkrollen [5] beachten! 



Atsrgahiiie des imiteierp FiGi'iiblecbes 

i\^J ©ter-PasieSi 

-Die beiden obeten Schiauben [6] Ibsen 
(Fig, 4.2.5). VU -Meter-Panel kann nach 
unten geklappt werden. 

- Um das VU-Meter-Panel vollstanding zu 
entfernen, mOssen die beiden Scharnie- 
re (Schiebemechanismus) an der Innen- 
seitedesVerstarkerkorbesentriegeltwe- 
den. 

Abnahme derseitiichen Abdeckyngen 

- 4 Schrauben Ibsen. 

- Abdeckungen entfernen. 



@ @ 



@ ® 



Fig. 4,2.6 



4.3 

PFLEGE UNO WARTUNG 

C3J 

Reinigyng des Gerites 

Dietagliche Pfiege - ReinigenderBandfuh- 
rungen und der Tonkbpfe - ist in Kapitel 3.3 
beschrieben. 

Verschmutzte Aluminiumflachen sind mit 
Eloxalreiniger zu reinigen (STUDER Clean- 
ing Set Best Nr. 10.496.010.00). Holzteile 
kbnnen mit Mbbelpolitur, mit Farbe ge- 
spritzteTeile mitmilder Abwaschlauge (nur 
feuchter Lappen) behandelt werden. 



- Remove the head block, after undoing 
3 screws [3]. 

- Undo 5 screws [4]. 

- Take off the tape transport cover careful- 
ly; watch the guide rollers. 

Rerbio-'/al of the lower front fYE-. 

meter paiiell 

- Loosen the 2 screvzs [6] (fig 4.2.5). The 
VU-mete( panel can nov/ be swung 
downwards. 

- To remove the front panel, the 2 hinges 
(sliding mechanism) on the inside of the 
amplifier rack must be unfastened. 



Remo¥al of the side co¥ers 

- Undo the 4 screws. 

- Remove the side cover. 



4.3 

CARE AND MAINTENANCE 

4.3.1 

Cleaning the recorder 

The daily care - cleaning the tape guides 
and the tape heads - is described in section 
3.3. 

To clean dirty aluminium surfaces use elo- 
xal (aluminite) cleaner (STUDER cleaning 
set order no 10.496.010). Wooden parts 
may be cleaned with furniture polish, paint- 
ed surfaces with a diluted detergent (use a 
moist piece of cloth). 



-.Deposez le bloc des tetes apres avoir de- 
visse 3 vis [3]. 

- Devissez 5 vis [4]. 

- Enlevez le cache du transport de bande 
avec precaution, faites attention aux ga- 
lets guides [5]. 

Depose de la plaqye frontaie inMrieure 

fpanneau des ¥U-mMres} 

- Devissez les deux vis [6] (fig. 4.2.5). Le 
panneaudesVU-metrespeutmaintenant 
etre rabattu vers le bas. 

- Pour deposer la face avant ii faut defaire 
les deux charnieres (mecanisme a glis- 
siere) situeesa I'interieurdu rackde I'am- 
plificateur. 



Oppose des plaques latirales 

- Devissez les 4 vis. 

- Retire/ la plaque laterale. 



4.3 

ENTRETIEN ET MAINTENANCE 

4.3.1 

Nettoyage dy magnetophone 

Lentretien quotidien - nettoyage des gui- 
des de bande et des tetes magnetiques - 
est decrit dans la section 3.3. 

Les surfaces d'aluminium sales doivent etre 
nettoyees avec un nettoyant eloxal (set de 
nettoyage STUDER, no. de commande 
10.496.010.00). Les parties en bois doivent 
etre nettoyees a la cire, les surfaces peintes 
avec un detergent dilue (un simple chiffon 
humide). 
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4.3.2 

Entmagnetisieren 

Magnetismus ist Oberall. Man findet ihn als 
Restmagnetismus (Remanenz) in Eisen- 
oder Metallteilen. Solche Teile sind auch in 
Tonbandmaschinen zu finden: Tonkdpfe, 
Kapstan-Achsen und BandfOhrungen. 
Durch taglichen Gebrauch des Gerates 
Oder unbeabsichtigten Kontakt mit starken 
MagnetenvonLautsprechern,Transistorra- 
dios Oder Zeigermessgeraten konnen die 
erwahnten Metallteile magnetisiert wer- 
den. 

Tonkopfe, die normalerweise aus magne- 
tisch "weichen" Materialien bestehen, neh- 
men den Magnetismus "leicht" auf und sind 
auch schnell wieder entmagnetisiert. Kap- 
stan-Achsen und BandfOhrungen sind 
schwieriger zu magnetisieren und bleiben 
langer magnetisch. 



Die magnetisierbare Schicht der Tonban- 
der ist sehr empfindlich auf Einwirkung 
durch fremde Magnetfelder, da das aufge- 
zeichnete Signal selbst eine bieibende Ma- 
gnetisierung ortlich wechselnder Grdsse 
und Richtung ist. 

Wird bespieltesTonband fremden Magnet- 
feldern ausgesetzt, kann die Qualitat der 
Aufzeichnung vermindert werden. Dies 
zeigt sich als Verlust oder Dampfung der 
hdheren Frequenzen. Ebenso konnen 
Zischgerausche und Hintergrundrauschen 
auftreten, was zu einer Verschlechterung 
des Gerauschspannungsabstandes um ei- 
nige dB fuhrt. 

Bei magnetisierten Laufwerkteilen ver- 
schlechtert sich die Tonqualitat durch jedes 
Abspielen des Bandes mehr. Die einzige 
Moglichkeit diesen Zustand zu korrigieren, 
ist das Entmagnetisieren aller betroffenen 
Teile (ungefahr nach jeweils 1 00 Betriebs- 
stunden). 



4.3.2 

Demagnetizing 

Magnetism is everywhere. It is often found 
as residual magnetism in iron or steel ob- 
jects. Magnetic tape recorder components 
such as heads, steel capstans and tape gui- 
des generally become magnetized through 
use and sometimes from accidental expo- 
sure to external magnetic field sources 
such as loudspeakers, transistor radios or 
certain meters, all of which contain strong 
permanent magnets. 

Heads, normally made of magnetically 
"soft" material, pick up magnetism readily 
but are easily demagnetized. Capstans and 
guides are made of harder steels which are 
more difficult to magnetize, but retain such 
magnetism and are much harder to dema- 
gnetize. 



The magnetic coating on recording tape is 
very sensitive to extraneous magnetism 
since the recorded signal itself is only a mo- 
dulation of the residual magnetism retained 
in the thin layer of magnetic coating com- 
pound. Exposure to subsequent magnetic 
fields of any consequence degrades the re- 
corded signal. Such degradation is noti- 
ceable as a loss or attenuation of the higher 
frequencies, as well as an increase in un- 
welcome "hiss"orbackground noise which 
can amount to several dB. 

Unless offending tape transport compo- 
nents are demagnetized, the condition wor- 
sens each time the tape is played. The only 
way to correctthis condition effectively is to 
demagnetize offending components regu- 
larly (after approximately 100 operating 
hours). 



4.3.2 

Demagnetisation 

Le magnetisme est partout. On le trouve 
souvent a I'etat residuel dans les pieces en 
fer ou en acier. Les Elements d'un enregis- 
treur magnetique comme lestetes, les axes 
de cabestan et les guides de bande sont ge- 
neralement magnetisees par I'usage et par- 
fois par des expositions accidentelles ^ des 
sources de champs magnetiques comme 
les haut-parleurs, postes de radio et cer- 
tains instruments d aiguille, tous ceux-ci 
possedant de puissants aimants. 

Lestetes, norma lementfaitesd'un materiau 
magnbtiquement <doux>, sont facilement 
influencbes par ce magnetisme mais peu- 
vent etre facilement demagnetisees. Les 
cabestans et les guides sont en acier dur et 
sont difficiles a magn6tiser. Ils conservent 
cependant plus longtemps ce magnetisme 
et sont difficiles ^ demagnbtiser. 

La couche magnetique exterieure de la 
bande ets tres sensible aux champs ma- 
gnetiques btrangers puisque le signal enre- 
gistrb n'estqu'une modulation du magnetis- 
me residuel rete nu dans la fine couche ma- 
gnetique de la bande. Lexposition d'une 
bande enregistree a un champ externe peut 
degraderla qual ite de I'enregistrement. Ces 
degradations se manifestent par des pertes 
ou attenuations de i'aigu. Elies peuvent en 
outre provoquer des bruits de sifflement et 
relever le niveau du bruit de fond de plu- 
sieurs dB. 

Si les pieces du mecanisme sont magneti- 
sees, la qualite sonore se dbgrade a chaque 
lecture de la bande. Le seui remede est la 
demagnetisation des pieces entrant en 
contact avec la bande (environ toutes les 
100 heures de fonctionnement). 
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¥orgehen beim Entmagnetisieren: 

Eine Entmagnetisierungsdrossel (ANNIS, 
HAN-D-MAG) tst unter der Bestellnummer 

10.042.002.01 (220V) Oder 

10.042.002.02 (115 V) erhaltlich. 

1 . Tonbandmaschine ausschalten. Alle 
Tonbander mussen mindestens 30 cm von 
der eingeschalteten Entmagnetisierungs- 
drossel entfernt sein, 

2. Den Netzstecker der Entmagnetisie- 
rungsdrossel in die ndchste Netzsteckdose 
einstecken. 

3. Mit der plastikumhullten Sonde der Ent- 
miagnetisierungsdrossel nahe an das zu 
entmagnetisierende Teil fahren. Es ist nicht 
notig das Teil zu beruhren, ein Abstand von 
3 bis 5 mm genugt. Die Sonde langsam 
bin- und herbewegen und langsam vom Teil 
entfernen (Ca. 7 bis 10 cm/s bis zu einer 
Entfernung von ca. 30 cm). 

4. Den Netzstecker der Entmagnetisie- 
rungsdrossel vom Netz trennen. 

Die Entmagnetisierungsdrossel ist nur fur 
Kurzzeitbetrieb ausgelegt um maximalen 
Entmagnetisierungseffekt zu erziehlen. Sie 
kann 6bis8 Minuteneingeschaltetbleiben, 
ohne dass sie zu heiss wird. Wenn eine Ent- 
magnetisierungsdrossel am Netz einge- 
steckt bleibt und vergessen wird, sorgt eine 
interne thermische Schutzsicherung dafur, 
dass der Stromkreis permanent aufge- 
trennt und die Gefahr eines Brandaus- 
bruchs eliminiert wird. Solche "vergesse- 
nen" Entmagnetisierungsdrossein werden 
kostengOnstig repariert. 

Um Beschadigungen von Messinstrumen- 
ten wie VU-Meter etc. zu vermeiden, muss 
zwischen den Messwerken und einer ein- 
geschalteten Entmagnetisierungsdrossel 
ein Minimalabstand von 2,5 cm eingehal- 
ten werden. 



4.3.3 

Schmieren 

Alle Lager sind fur ihre Lebensdauer ge- 
schmiert und bedurfen normalerweise kei- 
ner Wartung, 



How to demagnetize: 

A demagnetizer (ANNIS, HAN-D-MAG) 
is available under the order number 

10.042.002.01 (220V) or 

10.042.002.02 (115 V). 

First; Turn off the recorder. Make sure all ta- 
pes are at least 1 2" away from the energi- 
zed demagnetizer. 



Second: Plug the demagnetizer into any 
convenient A. C. outlet. 



Third: Aproach the component to be de- 
m.agnetized With the plastic jacketed probe. 
It is rarely necessary to actually touch the 
part. Just bring the probe tip to within Ve" or 
1 / 4 ", wave sideways slightly, then withdraw 
slowly, while still energized, at a rate no fa- 
ster than 3" to 4" per second: to a distance 
of at least 1 2". 

Fourth; Disconnect the demagnetizer from 
its power source. 

For maximum demagnetizing efficiency, 
the demagnetizer is rated for practical inter- 
mittent duty. It may be left connected to po- 
wer for six to eight minutes at a time without 
overheating. If, by accident you should for- 
getto disconnectthis powerful demagneti- 
zer , an internal calibrated thermal protector 
will permanently open the circuit thus eli- 
minating a fire hazard. Such "forgotten" 
units can be repaired at a modest cost. 
VU-meters, etc. are safe as long as the ener- 
gized demagnetizer is not brought closer 
than 1 " to the meter movement. 



4.3.3 

Lubrication 

All bearings are lubricated for their life ex- 
pectancy and they normally do not require 
any servicing. 



Comment d6magn6tiser: 

Un demagnetiseur (ANNIS, HAN-D-MAG) 
est disponible sous la reference 

10.042.002.01 (220V) ou 

10.042.002.02 (115V). 

1. Declenchez le magnetophone. Faites at- 
tention d ce que toutes les bandes magneti- 
ques soient au moins a 30 cm du demagne- 
tiseur lorsqu'il est branche. 

2. Branchez le demagnetiseur sur le sec- 
teur. 



3. Approchez la sonde plastiflee de la bobi- 
ne de dem.agnetisation pres des pieces a 
demagnetiser, II n est pas necessaire de les 
toucher, une distance de 3 a 5 mm suffit 
Faire un va-et-vient lent avec la sonde et 
I'eloigner lentement de la piece (env. 7 a 
10cm/s jusqu'a une distance de 30cm). 



4, Deconnectez le demagnetiseur du sec- 
teur. 

Pour avoir une efficacite maximale, le de- 
magnetiseur n'estconcu que pour un usage 
intermittent. On ne le connectera au secteur 
que 6 ou 8 minutes pour qu'il ne s'echauffe 
pas. Si, par hasard, vous oubliez de le de- 
connecter, un circuit de protection thermi- 
que ouvrira le circuit pour eliminer tout 
risque d'incendie. Ces demagnetiseurs 
(oublies) peuvent etre repares a prix modi- 
que, 

Les VU-metres, etc . . . ne sont pas endom- 
mages tant que le demagnetiseur active 
n'est pas approche a moins de 2,5 cm. 



4.3.3 

Lybrification 

Tous les paliers sont lubrifies pour leur du- 
ree de vie et ne demandent normalement 
aucun entretien. 
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4.4 

GUIDE RESUME DES REGLAGES 
AUDIO 

Les instructions de reglage suivantes sont 
seulement destinees a un personnel de 
maintenance experimente. Elies donnent 
une vue d'ensemble des operations neces- 
saires aux travaux d entretien et de repara- 
tion ainsi qu'en cas de changementdetype 
de bande. Plus de details, voir section 6. 

Le protocole de mesure d'un magnetopho- 
ne comprend les donnees du niveau ligne, 
du type de bande et de la densite du flux 
magnetique (voir egalement les donnees 
de mesure standard, section 1.6). 

importarit 

Les standards d'egalisation CCIR et NAB 
doivent etre traitees de facon strictement 
distincte lors de tous les reglages. 

CCIR: 

Niveau de reference^ niveau d'enregistre- 
ment maximal 

NAB: 

Niveau d operation = niveau d'enregistre- 
ment maximal - 6dB 

(niveau d'operati on + 6 dB = niveau d'enre- 
gistrement maximal) 




4.4 

KURZANLEITUNG 

AUDIO-EINSTELLUNGEN 

Die folgende Anieitung richtet sich aus- 
schliesslich an routiniertes Unterhaltsper- 
sonal und bieteteine Obersichtuberdie Ar- 
beitsablaufe die bei Wartungs-und Repara- 
turarbeiten sowie bei einem Wechsel der 
Bandsorte notwendig werden. Eine detail- 
lierte Anieitung befindet sich in Kapitel 6. 
Dem Prufprotokoll des Magnettongerates 
konnen die Angaben uber Leitungspegel, 
Bandsorte und Bandfluss entnommen wer- 
den (siehe auch Standardeinmessdaten 
Kap. 1.6). 

¥¥icritig 

Die beiden Entzerrungsnormen CCIR und 
NAB mussen bei alien Einstellungen strikte 
getrennt behandelt werden. 

CCIR: 

Bezugspegel = Vollaussteuerung 



NAB: 

Operationspegel = OVU = Vollaussteue- 
rung - 6 dB 

(Operationspegel + 6 dB = Vollaussteue- 

rung) 



4.4 

QUICK REFERENCE GUIDE 
AUDIO ALIGNMENTS 

The following alignment instructions are 
intended for the experienced maintenance 
engineer only. They provide a review of se- 
quences of operation which are necessary 
after maintenance and repair work as well 
as after changing the type of tape. For more 
detailed instructions refer to section 6! 

The test report of a specific recorder/repro- 
ducer provides data of line level, type of ta- 
pe and flux density (also see standard line- 
up data, section 1.6). 



Important 

Both CCIR and NAB equalization standards 
must be dealt with separately when perfor- 
ming any alignment work. 

CCIR: 

Reference level = peak recording level 



NAB 

Operating level = OVU = peak recording 
level - 6 dB 

(operating level + 6dB = peak recording 

level) 



Fig. 4.4.1 
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Benotigte Messgerate und Hilfsmittel: 

CCIR-Messband / NAB-Messband 

Tonfrequenz-Millivoltmeter 

Tonfrequenz-Generator 

K I i rrfa kto r- M essge rat 

Oszilloskop Oder Digital-Zahler 

Verlangerungsprint 

Anmerkung 

Bei Geraten mit VU-Meter-Panel konnen 
die Ausgangspegel, statt an einem exter- 
nen Millivoltmeter, an den VU-Metern ab- 
gelesen werden. Taste UNCAL ausschal- 
ten. 



2-Kanalgerate: JederSchritt istgleichzeitig 
fur beide Kanale zu voHziehen. 



Measuring and auxiliary equipment; 

CCIR test tape / NAB test tape 
AF millivoltmeter 
AF generator 
Distortion meter 
Oscilloscope or digital counter 
Extension p. c. board 

Note 

When aligning recorders/ reproducers with 
VU-meter panel it is not necessary to con- 
nect an external millivoltmeter to the out- 
puts, the VU-meters can be used to read the 
output levels. Switch off push button 
UNCAL 

2-channel recorders: each step has to be 
perform, ed at the same time for both chan- 
nels. 



4.4.1 



4.4.1 



CCIR-Eiiistellungen 

Wiedergabe 

CCIR-Messband der entsprechenden 
Geschwindigkeit auflegen 



CCIR alignment 
Reproduction 

Thread CCIR test tape of the appropriate 
speed 



SCHRITT 

STEP 

ETAPE 


BETRIEBSZUSTAND 
OPERATIONAL STATE 

MODE DE FONCTIONNEMENT 


FUNKTION 

FUNCTION 

FONCTION 


EiNSTELLREGLER 
SETTING CONTROL 

COMMANDE DE REGLAGE 


EINSTELLUNG 

SETTING 

REGLAGE 


1 


30 (15) ips, PL7\Y 
76 (38) cm/s, PLAY 


Pegel-Einstellung 
level adjustment 

Reglage de niveau 


LEVEL FAST (REPRODUCE AMPL.) 


Leitungspegel 
line level 
Niveau ligne 


2 




Spalteinstellung 
azimuth adjustment 
Azimutage 


Einstellschraube Wiedergabekopf 
adjustment screw reproduce head 

Vis de rdglage de la tbte de lecture 


Maximum Pegel 
peak level 
Niveau maximal 


3 




Spalteinstellung stereo 
azimuth adjustment stereo 
Azimutage stdrdo 




min.Phasenwinkel 
min. phase angle 
Ang. de phase min. 


4 




Pegel-Nachkontrolle 

level re-check 
Vdrification du niveau 






5 




Frequenzgang-Abgleich 
frequency response adjustment 
Rdponse en frequence 


TREBLE FAST 

BASS FAST (REPRODUCE AMPL) 


opt. Frequ.-gang 
optim.frequ.resp. 

Rep.entreq. optim. 


6 


71/2 (33/4) ips, PLAY 
19 (9,5) cm/s, PLAY 


Pegel-Einstellung 
level adjustment 

Rdglage de niveau 


LEVEL SLOW (REPRODUCE AMPL) 


Leitungspegel 
line level 
Niveau ligne 


7 




Spalteinstellung 
azimuth adjustment 
Azimutage 


Einstellschraube Wiedergabekopf 
adjustment screw reproduce head 
Vis de rdglage de la tete de lecture 


Maximum Pegel 
peak level 
Niveau maximal 


8 




Spalteinstellung stereo 
azimuth adjustment stereo 
Azimutage st6r6o 




min.Phasenwinkel 
min. phase angle 
Ang.de phase min. 


9 




Pegel-Nachkontrolle 

level re-check 
Vdrification du niveau 






10 




FrequenzgangAbgleich 
frequency response adjustment 
Rdponse en frdquence 


TREBLE SLOW 

BASS SLOW (REPRODUCE AMPL.) 


opt. Frequ.-gang 
optim. frequ. resp. 
Rdp.enfrbq. optim. 


11 


15 (772) ips, PLAY 
38 (19) cm/s, PLAY 


Pegel-Einstellung 
level adjustment 
Rdglage de niveau 


LEVEL MEDIUM 

(REPRODUCE AMPL.) 


Leitungspegel 
line level 
Niveau ligne 


12 




Spalteinstellung 
azimuth adjustment 
Azimutage 


Einstellschraube Wiedergabekopf 

adjustment screw reproduce head 
Vis de reglage de la tete de lecture 


Maximum Pegel 
peak level 
Niveau maximal 


13 




Spalteinstellung stereo 
azimuth adjustment stereo 

Azimutage stdrbo 




min.Pliasenwinkel 
min. phase angle 
Ang. de phase min. 


14 




Pegel-Nachkontrolle 

level re-check 
Vdrification du niveau 






15 




Frequenzgang-Abgleich 
frequency response adjustment 
Reponse en frequence 


TREBLE MEDIUM 

BASS MEDIUM (REPRODUCE AMPL) 


opt. Frequ.-gang 
optim. frequ. resp. 
R6p. en trbq. optim. 



Appareils de mesure et accessoires: 
Bande test CCIR / Bande test NAB 
Millivoltmetre BF 
Generateur BF 
Distorsiometre 

Oscilloscope ou frequencemetre digital 
Circuit imprime de prolongation 

Note 

Lorsdu rdglaged'appareilsmunisd'un pan- 
neau VU-metres, il n'est pas necessaire de 
connecter un millivoltmetre externe aux 
sorties, les VU-metres peuvent servir a lire 
les niveaux de sortie. Relachez la touche 
UNCAL 

Enregistreurs 2 canaux: chaque etape doit 
etre effectuee pour les deux canaux a la 
fois. 

4.4.1 

Alignement CCIR 
Lecture 

Placer une bande test CCIR correspondant 
a la bonne vitesse. 



)T[y][D)[EO^ 



B671V1K2 



SECTION 4/19 



ACHTUNG 

Einstellungen in der angegebenen Reihen- 
folge vornehmen. Bereits ausgefOhrte Ein- 
stellungen durfen spater nicht mehr veran- 
deit werden. 



ATTENTION 

Perform all alignment steps in the specified 
sequence. Adjustments made in prior steps 
must not be changed in a later stage. 



Aufnahme 

Neuwertiges unbespieltes Tonband aufle- 
gen. 

Bei VU-Geraten die Taste READY drucken. 



Recording 

Thread a new good blank tape on the re- 
corder. 

VU-recorders; depress the READY push 
button. 



SCHRITT 

STEP 

ETAPE 


BETRIEBSZUSTAND 
OPERATIONAL STATE 

MODE DE FONCTIONNEMENT 


FUNKTION 

FUNCTION 

FONCTION 


EINSTELLREGLER 
SETTING CONTROL 
COMMANDE DE HbGLAGE 


EINSTELLUNG 

SETTING 

REGIAGE 


1 


Netzschalter POWER ein, 
15 ( 71 / 2 ) ips, REC + PLAY 


Osziliatorfrequenz kontrollieren, 
(warmer Zustand) 


Frequenzzahler an TP1 (OV) und TP2 


150 kHz ±3 kHz 




Mains POWER on. 

15 (772) ips, REC + PLAY 


Check oscillator frequency 
(warm state) 


counter on TP1 (OV) and TP2 


150 kHz ±3 kHz 




POWER on. 

38 (19) cm/s. REC + PLAY 


Verification de la freqence 
de I'oscillateur, (temp, detrav.) 


Frequencemetre aux points TP1 
TP1 (OV) elTP2 


150kHz±3LHz 


2 


Netzschalter POWER aus. 
Oszillator-Print auf 
Verlangerungsprint. 
Frequenzzahler anschliessen 


Abgleich, falls Frequenz nicht 
stimmt 

(falls richtig Schritt 6!) 








Mains POWER off. 
Mount oscillator p.c.b. 
on extension board. 
Connect counter 


Adjust if frequency is wrong 
(if right ^ step 6!) 








POWER off 
Circuit oscillateur sur 
prolong. Frdq.-mdtre. 


Rdglage si frequence 

incorrecte 
(sinon etape 6) 






3 


Netzschalter POWER ein. 
15 (772) ips, REC + PLAY 


Osziliatorfrequenz abgleichen 


Transformator T1 (OSCILLATOR) 


150 kHz ±3 kHz 




Mains POWER on. 

15 (77a) ips, REC + PLAY 


Adjust oscillator frequency 


Transformer T1 (OSCILLATOR) 


150 kHz ±3 kHz 




POWER on. 

38 (19) cm/s, REC + PLAY 


Rdglage de I'oscillateur 


TransformateurTI (OSCILLATOR) 


150 kHz ±3 kHz 


4 


POWER aus. Verlangerungsprint 
entfernen. Oszillatorprint in 
Verstarkerkorb einschieben 










POWER off. Remove extension 
board. Replace oscillator p.c.b. 










POWER off. Retirer le circuit 
prolongateur. Remettre le circuit 
de I'oscillateur dans son logement. 






5 


POWER ein. 

15 (772) ips, REC + PIVXY 


Nachkontrolle, ev. ab Schritt 2 
wiederholen. 




150kHz±3kHz 




POWER on. 

15(772) ips, REC + PLAY 


Re-check oscillatorfrequency, 
repeat from step 2 if necessary. 




150kHz±3kHz 




POWER on, REC + PLAY 
38 (19) cm/s 


Verification de la frequence 
de I'oscillateur. Reprendre evt. 
e I'etape 2 




150 kHz ±3 kHz 


6 


POWER aus. RECORD AMPL.- 
Print auf Verlangerungsprint. 
Millivoltmeter an Stecker- 
anschluss 10. Generator an 
Leitungseingang CH 1 (2) 
POWER ein 


Grundeinstellung der Auf- 
nahmeverstarker 

1 kHz, Bezugspegel 


PREADJUST (RECORD AMPL.) 


300 mV (Pt.lO) 
(Richtwert -*0) 




POWER off. RECORD AMPL, 
p.c.b. on extension board. 
Millivoltmeter on terminal 10. 
Generator on line input CH 1 (2) 
POWER on 


Preadjustment of the record 
amplifiers 

1 kHz, reference level 


PREADJUST (RECORD AMPL.) 


300 mV (pt, 10) 
(approx, value -^H) 




POWER off. RECORD AMPL, 
sur le prolongateur. Milli-VM au 
pt. 10 du connecteur. G6n. sur 
I’entrde ligne CH 1 (2) 

POWER on 


Pr6reglage de I'amplifica- 

teur d'enregistrement 

1 kHz, niveau de reference 


PREADJUST (RECORD AMPL.) 


300 mV (pt.10) 
(val. appr. -^O) 


7 


POWER aus. RECORD AMPL,- 
Print in Verstarkerkorb 










POWER off. Replace RECORD 
AMPL, p.c. board 










POWER off. RECORD AMPL. 
dans son logement. 









ATTENTION 

Effectuez tous les reglages dans I'ordre in- 
dique. Les reglages effectues ne doivent 
plus etre modifies dans une etape ulterieu- 
re. 

Enregistrement 

Placez une bande neuve et vierge dans I'ap- 
pareil. 

Pour les appareils VU, pressez la touche 
READY. 
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SC HR ITT 

STEP 

ETAPE 


BETRIEBSZUSTAND 
OPERATIONAL STATE 
MODE DE EONCTIONNEMENT 


FUNKTION 

FUNCTION 

FONCTION 


EINSTELLREGLER 
SETTING CONTROL 
COMMANDS DE REGLAGE 


EINSTELLUNG 

SETTING 

REGLAGE 


8 


Generator an Leitungseingang 

CH 1 (2) 

POWER ein 


1 kHz, Bezugspegel 








Generator on line input CH 1 (2) 
POWER on 


1 kHz, reference level 








Generateur ^ I'entr6e ligne CH 1 (2)1 kHz, niveau de rdfdrence 

POWER on 






9 


15 (7'/a) ips, REC + PLAY 
38 (19) cm/s, REC + PLAY 


Ausgangspegel-Voreinstellung 
output level preadjustment 

Prerdglage du niveau 

de sortie 


LEVEL MEDIUM (RECORD AMPL.) 


Leitungspegel 
line level 

niveau ligne 


10 


Generator 10 kHz, - 20 dB 
Gdnerateur 10 kHz, - 20 dB 


Spalteinstellung 
azimuth adjustment 
Azimutage 


Einstellschraube Aufnahmekopf 
adjustment screw record head 
Vis de rdglage de la tete d'enregistre- 
ment 


Maximum Pegel 
peak level 

Niveau maximal 


11 




Voimagnetisieiungs-Einstellung 
bias adjustment 
Rdglage de la prdmagndti- 
sation 


BIAS MEDIUM (RECORD AMPL.) 

1.#2.^ MAX./PEAK 


-0 


12 




Spalteinstellung stereo 
azimuth adjustment stereo 
Azimutage stdrdo 


Einstellschraube Aufnahmekopf 
adjustment screw record head 
Vis de rdglage de la tdte 
d'enregistrement 


min. Phasenwinkel 
min. phase angle 
Angle de phase 
minimal 


13 


Schritte 8 + 9 wiederholen 
repeat steps 8 + 9 
Rdpdter les dtapes 8 et 9 


AusgangspegeLEinsteilung 

output level adjustment 
Rdglage du niveau de sortie 


LEVEL MEDIUM (RECORD AfvIpX 


Leitungspegel 
line level 
Niveau ligne 


14 


Generator - 20 dB 
Gdnerateur -20dB 


Frequenzgang-Abgleich 
frequency response adjustment 
Rdponse en frdquence 


TREBLE MEDIUM (RECORD AMPL.) 
BASS MEDIUM (REPROD. AMPL.) 


opt. Frequ.-gang 
optim.frequ. resp. 
Rdponse en frdq. 
optimale 


15 


Gen. 1 kHz, Bezugspegel 
gen.1 kHz, ref. level 
Gdri.l kHz, niveau de rdf. 
30 (15) ips/ 76 (38) cm/s 


Ausgangspegel-Voreinstellung 
output level preadjustment 
Prdrdglage du niveau de 
sortie 


LEVEL FAST (RECORD AMPL,) 


Leitungspegel 
line level 
Niveau ligne 


16 


Generator 10 kHz, - 20 dB 
Gdnerateur 10 kHz, - 20 dB 


Vormagnetisierungs-Einstellung 

bias adjustment 

Rdglage de la prdmagndlisalioi 


BIAS FAST (RECORD AMPL.) 

1.#2.<f| max./peak 




17 


Schritt15 wiederholen 
repeat step 15 
Rdpdtez I'etape 15 


AusgangspegeLEinsteilung 

output level adjustment 
Rdglage du niveau de sortie 


LEVEL FAST (RECORD AMPL.) 


Leitungspegel 
line level 
Niveau ligne 


18 


Generator -20 dB 
Gdnerateur - 20 dB 


Frequenzgang-Abgleich 
frequency response adjustment 
Rdponse en frdquence 


TREBLE FAST (RECORD AMPL) 
BASS FAST (REPROD.AMPL.) 


opt. Frequ.-gang 
optim.frequ. resp. 
Rdponse en frdq. 
optimale 


19 


Gen.1 kHz, Bezugspegel 
gen.1 kHz, ref. level 
Gdn.l kHz, niveau de rdf. 

71/2 (33/4) ips/19 (9.5) cm/s 


Ausgangspegel-Voreinstellung 
output level preadjustment 
Prdrdglage du niveau de 
sortie 


LEVEL SLOW (RECORD AMPL) 


Leitungspegel 
line level 
Niveau ligne 


20 


Generator 10 kHz, - 20 dB 
Gdndrateut 10 kHz, -20dB 


Vormagnetisierungs-Einstellung BIAS SLOW (RECORD AMPL.) 
bias adjustment Tt0'2.'|^) max./peak 

Rdglage de la prdmagnetisation 


-0 


21 


SchriltlQ wiederholen 
repeat step 19 
Rdpdtez I'dtape 19 


AusgangspegeLEinsteilung 
output level adjustment 
Rdglage du niveau de sortie 


LEVEL SLOW (RECORD AMPL) 


Leitungspegel 
line level 
Niveau ligne 


22 


Generator - 20 dB 
Gdnerateur - 20 dB 


Frequenzgang-Abgleich 
frequency response adjustment 
Rdponse en frdquence 


TREBLE SLOW (RECORD AMPL) 
BASS SLOW (REPROD.AMPL.) 


opt. Frequ.-gang 
optim.frequ. resp. 
Rdponse en frdq. 
optimale 


23 


Gen.1 kHz, Bezugspegel 
an Leitungseingang 

CH 1 (2), Ausgang 2 (1) 
messen 


Ubersprech-Kompensation: 
fur alle 3 Bandgeschwindig- 
keiten auf ungefahr gleiche 
Werte einstellen 


CROSSTALK (REPRODUCE AMPL.) 
CH 1 (CH 2) 


50... 60 dB 




Gen, 1 kHz, ref. level 
on line input CH 1 (2), 
measure output 2 (1) 


crosstalk compensation: 

adjust for similar values 
for the 3 tape speeds 


CROSSTALK (REPRODUCE AMPL.) 
CH 1 (CH 2) 


50 ... 60 dB 




Gdn.l kHz, niveau de rdf, 
d I'entrde ligne CH 1 (2), 
Mesurer d la sortie 2 (1) 

15 ( 71 / 2 ) ips 


Compensation de diaphonie: 
Rdgler d env. la mdme valeur 
pour les 3 vitesses 


CROSSTALK (REPRODUCE AMPL) 
CHI (CH 2) 


50 ... 60 dB 


23a 


Gen. 10 kHz, Be 
Gen. 10 kHz, ref, level 
Gdn.10 kHz, niveau de ref, 
30 (15) ips 


Nachkontrolle Obersprechen 
crosstalk re-check 

Verification 


ev. korrigieren! 
correct, if necessary! 
Corriger si ndcessaire! 
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4.4.2 

NAB-Einstellungen 

OVU = Operationspegel 



4.4.2 

NAB alignment 

OVU = operating level 



Wiedergabe Reprodyction 

NAB-Messband (200nW/m) der entspre- Thread NAB test tape (200nW/m) of the 
chenden Geschwindigkeit auflegen appropriate speed 



SCHRITT 

STEP 

ETAPE 


BETRIEBSZUSTAND 
OPERATIONAL STATE 
MODE DE FONCTIONNEMENT 


FUNKTION 

rUNCTION 

FONCTION 


EINSTELLREGLER 
SETTING CONTROL 
COMMANDE DE REGLAGE 


EINSTELLUNG 

SETTING 

REGLAGE 


1 


30 (15) ips, PLAY 
76 (38) cm/s, PLAY 


PegePEinstellung 
level adjustment 
Reglage de niveau 


LEVEL FAST (REPRODUCE AMPL.) 


OVU 

operating level 
OVU 


2 




Spalteinstellung 
azimuth adjustment 
Azimutage 


Einstellschraube Wiedergabekopf 
adjustment screw reproduce head 
Vis de reglage de la tete de lecture 


Maximum Peg el 
peak level 
Niveau maximal 


3 




Spalteinstellung stereo 
azimuth adjustment stereo 
Azimutage sterdo 




min.Phasenwinkel 
min. phase angle 
Ang. de phase min. 


4 




PegehNodil'onUolle 
level re-check 
Vdrification du niveau 






5 




Frequenzgang-Abgleich 

frequency response adjustment 
Rdponse en frdquence 


TREBLE FAST 

BASS FAST (REPRODUCE AMPL) 


opt, Frequ.-gang 
optim.frequ.resp. 
Rbp. en fieq, oplirn. 


6 


7V2 ( 33 / 4 ) Ips, PLAY 
19 (9,5) cm/s, PLAY 


Pegel-Einstellung 
level adjustment 
Reglage de niveau 


LEVEL SLOW (REPRODUCE AMPL) 


OVU 

operating level 
OVU 


7 




Spalteinstellung 
azimuth adjustment 

Azimutage 


Einstellschraube Wiedergabekopf 
adjustment screw reproduce head 
Vis de rdglage de la tete de lecture 


Maximum Peg el 
peak level 
Niveau maximal 


8 




Spalteinstellung stereo 
azimuth adjustment stereo 
Azimutage stdreo 




min.Phasenwinkel 
min. phase angle 
Ang. de phase min. 


9 




PegpPf lacIVontrolle 
level re-check 
Verification du niveau 






10 




Frequenzgang-Abgleich 
frequency response adjustment 
Rdponse en frequence 


TREBLE SLOW 

BASS SLOW (REPRODUCE AMPL.) 


opt Frequ.-gang 
Optim.frequ. resp. 
Rep. enfreq. optim. 


11 


15 ( 71 / 2 ) ips, PLAY 
38 (19) cm/s, PLAY 


Pegel-Einstellung 
level adjustment 
Rdglage de niveau 


LEVEL MEDIUM 
(REPRODUCE AMPL) 


OVU 

operating level 
OVU 


12 




Spalteinstellung 
azimuth adjustment 
Azimutage 


Einstellschraube Wiedergabekopf 
adjustment screw reproduce head 
Vis de reglage de la tete de lecture 


Maximum Peg el 
peak level 
Niveau maximal 


13 




Spalteinstellung stereo 
azimuth adjustment stereo 
Azimutage stdrdo 




min. Phasenwinkel 
min. phase angle 
Ang. de phase min. 


14 




Pegel-Nachkontrolle 
level re-check 
Verification du niveau 






15 




Frequenzgang-Abgleich 
frequency response adjustment 
Reponse en frequence 


TREBLE MEDIUM 

BASS MEDIUM (REPRODUCE AMPL) 


opt. Frequ.-gang 
optim. frequ. resp. 
R6p. enfrdq. optim. 



ACHTUNG 

Einstellungen in der angegebenen Reihen- 
folge vornehnnen. Bereits ausgefOhrte Ein- 
stellungen durfen spater nicht mehr veran- 
dert werden. 



ATTENTION 

Perform all alignment steps in the specified 
sequence. Adjustments made in prior steps 
must not be changed in a later stage. 



4.4.2 

Alignement MAB 

OVU niveau d'operation 

Lecture 

Charger une bande test NAB (200nW/m) 
correspondant a la bonne vitesse. 



ATTENTION 

Effectuez tous ces reglages dans I'ordre in- 
dique. Les reglages effectues ne doivent 
plus etre modifies dans une etape uiterieu- 
re. 
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Aufnahme 

Neuwertiges unbespieltes Tonband aufle- 
gen. 

Bei VU-Geraten die Taste READY drucken. 



Recording 

Thread a new good blank tape on the re- 
corder. 

VU-recorders: depress the READY push 
button. 



SCHRITT 

STEP 

ETAPE 


BETRIEBSZUSTAND 
OPERATIONAL STATE 
MODE DE FONCTIONNEMENT 


FUNKTION 

FUNCTION 

FONCTION 


EINSTELLREGLER 
SETTING CONTROL 
COMMANDE DE REGLAGE 


EINSTELLUNG 

SETTING 

REGLAGE 


1 


Net 2 schalter POWER ein, 
15(7'/2)ips, REC + PLAY 


Oszillatorfrequenz kontrollieren, 
(warmer Zustand) 


Frequenzzahler an TP1 (OV) und TP2 


150 kHz ±3 kHz 




Mains POWER on. 
15(7'/2)ips, REC + PlOW 


Check oscillator frequency 
(warm state) 


counter on TP1 (0 V) and TP2 


150 kHz ±3 kHz 




POWER on. 

38 (19) cm/s, REC + PLAY 


Verification de la frequence 
de I'oscillateur (temp, detrav.) 


Frbquencembtre aux points TP1 
TP1 (OV) etTP2 


150kHz±3kHz 


2 


Netzschalter POWER aus. 
Oszillator-Print auf 
Verlangerungsprint. 
Frequenzzahler anschliessen 


Abgleich, falls Frequenz nicht 
stimmt 

(falls richtig Schritt 6!) 








Mains POWER off. 
Mount oscillator p.c.b. 
on extension board. 
Connect counter 


Adjust if frequency is wrong 
(if right -step 6!) 








POWER off. 

Circuit oscillateur sur 
prolong. Frbq.-mbtre. 


Rbglage si frequence 

incorrecte 

(sinon — btape 6) 






3 


Netzschalter POWER ein. 
15 (772) ips, REC + PLAY 


Oszillatorfrequenz abgleichen 


TransformatorTI (OSCILLATOR) 


150kHz±3kHz 




Mains POWER on. 

15 (772) ips, REC + PLAY 


Adjust oscillator frequency 


Transformer T1 (OSCILLATOR) 


150kHz±3kHz 




POWER on. 

38 (19) cm/s, REC + PLAY 


RPgIage de I'oscillateur 


TransformateurTI (OSCILLATOR) 


150 kHz ±3 kHz 


4 


POWER aus. Verlangerungsprint 
entfernen. Osziliatorprint in 
Verstarkerkorb einschieben 










POWER off. Remove extension 
board. Replace oscillator p.c.b. 










POWER off. Retirer le circuit 
prolongateur. Remettre le circuit 
de i'oscillateur dans son logement. 






5 


POWER ein. 

15 (772) ips, REC + PLAY 


Nachkontrolle, ev. ab Schritt 2 
wiederholen. 




150kHz±3kHz 




POWER on. 

15 (772) ips, REC + PLAY 


Remheckoscillatorfrequency, 

repeat from step 2 if necessary. 




150 kHz ±3 kHz 




POWER on. 

38 (19) cm/s, REC + PLAY 


Verification de la frequence 
de I'oscillateur. Reprendre evt. 
S I'btape 2 




150 kHz ±3 kHz 


6 


POWER aus. RECORD AMPL- 
Print auf Verlangerungsprint. 
Millivoltmeter an Stecker- 
anschluss 10. Generator an 
Leitungseingang CH 1 (2) 
POWER ein 


Grundeinstellung der Auf- 
nahmeverstarker 

1 kHz, Bezugspegel 


PREADJUST (RECORD AMPL) 


300 mV (Pt.10) 
(Richtwert-O) 




POWER off. RECORD AMPL. 
p.c.b. on extension board. 
Millivoltmeter on terminal 10. 
Generator on line input CH 1 (2) 
POWER on 


Preadjustment of the record 
amplifiers 

1 kHz, reference level 


PREADJUST (RECORD AMPL.) 


300 mV (pt.10) 
(approx, value -»0) 




POWER off. RECORD AMPL. 
sur le prolongateur. Milli-VM au 
pt. 10 du connecteur. G6n. sur 
i'entrbe ligne CH 1 (2) 

POWER on 


Prbrbglage de I'amplifica- 
teur d'enregistrement 

1 kHz, niveau de rbfbrence 


PREADJUST (RECORD AMPL.) 


300 mV (pt.10) 
(val. appr. — O) 


7 


POWER aus. RECORD AMPL- 
Print in Verstarkerkorb 










POWER off. Replace RECORD 
AMPL. p.c. board 










POWER off. RECORD AMPL. 
dans son logement. 









Enregistrement 

Placez une bande neuve etvierge dans I'ap- 
pareil. 

Pour les appareils VU, pressez la touche 
READY 
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SCHRITT 

STEP 

ETAPE 


BETRIEBSZUSTAND 
OPERATIONAL STATE 

MODE DE FONCTIONNEMENT 


FUNKTION 

FUNCTION 

FONCTION 


EINSTELLREGLER 
SETTING CONTROL 
COMMANDS DE REGLAGE 


EINSTELLUNG 

SETTING 

REGLXGE 


8 


Generator an Leitunqseingang 

CH 1 (2) 

POWER ein 


700 Hz, Operationspegel 








Generator on line input CH 1 (2) 
POWER on 


700 Hz, operating level 








G6nerateur S i'entr§e ligne CH 1 (2)700 Hz, niveau d'op6ration 
POWER on. 






9 


15 ( 71 / 2 ) ips, REC + PLOW 
38 (19) cm/s, REC + PLAY 


Ausgangspegel-Voreinsteilung 
output level preadjustment 
Prdrdglage du niveau 
de sortie 


LEVEL MEDIUM (RECORD AMPL.) 


OVU 

operating level 
OVU 


10 


Generator 10 kHz, - 20clB 
G6nerateur 10 kHz, - 20 dB 


Spalteinstellung 
azimuth adjustment 
Azimutage 


Einstellschraube Aufnahmekopf 
adjustment screw record head 
Vis de rdglage de la tete d'enregistre- 
ment 


Maximum Pegel 
peak level 

Niveau maximal 


11 




Vormagnetisieiiings-Einstellung 

bias adjustment 

Rdglage de la prdmagndti- 

sation 


BIAS MEDIUM (RECORD AMPL.) 

1.i@2. ©)|, MAX. /PEAK 




12 




Spalteinstellung stereo 
azimuth adjustment stereo 
Azimutage stdreo 


Einstellschraube Aufnahmekopf 
adjustment screw record head 
Vis de rdglage de la tete 
d'enregistrement 


min.Phasenwinkel 
min, phase angle 
Angle de phase 
minimal 


13 


Schritte 8 + 9 wiederholen 
repeat steps 8 + 9 
Rdpdter les dtapes 8 et 9 


Ausgangspegel-Einstellung 
output level adjustment 
Rdglage du niveau de sortie 


LEVEL MEDIUM (RECORD AMPL.) 


OVU 

operating level 
OVU 


14 


Generator -20 dB 

G6nerateur - 20 dB 


Frequenzgang-Abgleich 
frequency response adjustment 
Reponse en frdquence 


TREBLE MEDIUM (RECORD AMPL.) 
BASS MEDIUM (REPROD. AMPL.) 


opt. Frequ.-gang 
optim.frequ. resp, 
Rdponse en frdq. 
optimale 


15 


Gen. 1 kHz, Bezugspegel 
gen.1 kHz, ref. level 
G6n.1 kHz, niveau de rdf. 
30 (15) ips/76(38)cm/s 


Ausgangspegel-Voreinsteilung 
output level preadjustment 
Prdrdglage du niveau de 
sortie 


LEVEL FAST (RECORD AMPL.) 


OVU 

operating level 
OVU 


16 


Generator 10 kHz, - 20 dB 
GdnerateurlOkHz, - 20 dB 


VomnagnetisiemngsCinstellung BIAS FAST (RECORD AMPL.) 

bias adjustment T-.© 2. ,(51 max. /peak 

Rdglage de la prdmagndtisation 


0 


17 


Schritt 15 wiederholen 
repeat step 15 
Rdpetez I'etape 15 


Ausgangspegel-Einstellung 
output level adjustment 
Rdglage du niveau de sortie 


LEVEL FAST (RECORD AMPL.) 


OVU 

operating level 
OVU 


18 


Generator -20 dB 
Gdnerateur - 20 dB 


Frequenzgang-Abgleich 

frequency response adjustment 

Reponse en frequence 


TREBLE FAST (RECORD AMPL.) 
BASS FAST (REPROD. AMPL.) 


opt. Frequ.-gang 

optim.frequ, resp. 
Reponse en frdq. 
optimale 


19 


Gen. 700 Hz, Op.-Pegel 
gen. 700 Hz, op. level 
Gdn. 700 Hz, niveau d'opdration 
7'/2 (3%) ips/19 (9,5) cm/s 


Ausgangspegel-Voreinsteilung 
output level preadjustment 
Prdrdglage du niveau de 
sortie 


LEVEL SLOW (RECORD AMPL) 


OVU 

operating level 
OVU 


20 


Generator 10 kHz, - 20 dB 
Gdndrateur 10 kHz, - 20 dB 


Vormagnetisierungs-Einstellung 

bias adjustment 

Rdglage de la prdmagnetisatior 


BIAS SLOW (RECORD AMPL.) 

X0 2.'.© MA.v./PEAK 

1 


0 


21 


Schritt 19 wiederholen 
repeat step 19 
Repdtez I'etape 19 


Ausgangspegel-Einstellung 
output level adjustment 
Rdglage du niveau de sortie 


LEVEL SLOW (RECORD AMPL) 


OVU 

operating level 
OVU 


22 


Generator - 20 dB 
Gdndrateur - 20 dB 


Frequenzgang-Abgleich 
frequency response adjustment 
Rdponse en frdquence 


TREBLE SLOW (RECORD AMPL) 
BASS SLOW (REPROD.AMPL) 


opt. Frequ.-gang 
optim.frequ. resp. 
Rdponse en frdq. 
optimale 


23 


Gen. 1 kHz, Bezugspegel 
an Leitungseingang 
CH 1 (2), Ausgang 2 (1) 
messen 


Ubersprech-Kompensation: 
fur alle 3 Bandgeschwindig- 
keiten auf ungefahr gleiche 
Werte einstellen 


CROSSTALK (REPRODUCE AMPL) 
CH 1 (CH 2) 


50 ... 60 dB 




Gen.1 kHz, ref. level 
on line input CH 1 (2), 
measure output 2 (1) 


crosstalk compensation: 
adjust for similar values 
for the 3 tape speeds 


CROSSTALK (REPRODUCE AMPL) 
CH 1 (CH 2) 


50... 60 dB 




Gdn.1 kHz, niveau de rdf. 
d I'entrde ligne CH 1 (2), 
Mesurer d la sortie 2 (1) 
15 ( 71 / 2 ) ips 


Compensation de diaphonie: 
Rdgler d env. la mdme valeur 
pour les 3 vitesses 


CROSSTALK (REPRODUCE AMPL.) 
CH 1 (CH 2) 


50... 60 dB 


23a 


Gen. 10 kHz, Bezugspegel 
Gen. 10 kHz, ref. level 
Gdn. 10 kHz, niveau rdf. 

30 (15) ips 


Nachkontrolle Ubersprechen 
crosstalk re-check 
Vdrification 


ev, korrigieren! 
correct, if necessary! 
Corriger si ndcessaire! 





• gilt als Richtwert; 

bei VLI-Geraten mit INP/REPROD-Schalter 
muss die gleiche Spannung wie am Stek- 
kerpunkt 1 0 des Wiedergabeverstarkers 
eingestellt werden (Bezugs- bzw. Opera- 
tionspegel). 



• approximate value: 
for VU-recorders with INP/REPROD switch 
adjust to the same voltage as measured at 
terminal 1 0 of the reproduce amplifier (re- 
ference or operating level. 



• valeur approximative: 
pour les appareils equipes d'un commuta- 
teur INP/REPROD, ajustez a la meme ten- 
sion que celle mesuree au pointIO du con- 
necteur de ramplificateur de lecture (par 
rapport au niveau de ref. ou d'operation). 
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® Empfohlene Vormagnetisierungs- 
Einstellungen; siehe BIAS-Tabelle am 
Schluss des Kapitels 6. 




Fig. 4.4.2 



4.4.3 

¥U-Meter- ynd Spitzenanzeige 

Auf dem ATTENUATOR Print muss der 
Bruckenstecker JS2 gemass dem benutz- 
ten Bezugs- bzw. Operationspegel gesteckt 
sein. Bruckenstecker JS1 auf (siehe 
2.4.8). 

Generator auf 1 kHz mit Bezugs- bzw. Ope- 
rationspegel einspeisen. 

Taste INP drucken. Taste UNCAL auslosen. 
VU-Meter mit R18 auf OVU-Anzeige ein- 
stellen. 



Eingangspegel (Generator) urn 6dB erho- 
hen (+ 6 VU). 

Einstellregier CHI (CH2) des OVERLOAD 
DETECTOR Print so einstellen, dass die 
Spitzenanzeige-LED knapp aufleuchtet. 



# Recommended bias settings: see BIAS 
Table at the end of Section 6. 



4.4.3 

¥U-meter and peak level indication 

JumperplugJS2onthe ATTENUATOR p. c. 
board has to be set according to the refe- 
rence or operating level. Jumper plug JS1 
on (see 2.4.8). 



Generator with 1 kHz and reference or ope- 
rating level on line input 
Depress INP push button. Release UNCAL 
push button. 

Adjust VU-meter indication to OVU by 
means of R1 8. 

Increase input level (generator) by 6dB 
(+6VU). 

Adjust trimmer potentiometer CH1 (CH2) 
of the OVERLOAD DETECTOR p. c. board 
so that the peak level indicator LED just 
lights up. 



# Reglages de prdmagnetisation recom- 
mandes: voir table BIAS a la fin du chapitre 
6 . 



4.4.3 

¥U"inMre et indicateur de Crete 

Le strap JS2 du circuit ATTENUATOR doit 
etre place selon le niveau de reference ou 
d'operation. Placer le strap JS1 sur^o (voir 
2.4.8.). 



Generateur ^ I'entree ligne, 1 kHz, niveau de 
reference ou d'operation. Pressez le bouton 
INR relachez la touche UNCAL. Reglez le 
VU-metre sur 0 VU d I'aide de R 18. 



Augmentez le niveau d entree (generateur) 
de6dB (+6VU). 

Ajustez le potentiometre trimmer CHI 
(CH2) de rOVERLOAD DETECTOR pour 
que la LED indicatrice de cretes s'allume e 
peine. 
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5. SERVICE MECHANISCH 

Der erste Teil dieses Kapitels umfasst Aus- 
bauanleitungen fur die wichtigsten Bau- 
gruppen, Explosionszeichnungen, Ersatz- 
teillisten fur das Montagemateriai und die 
Baugruppen, sowie Pfiegehinweise. 
ImzweitenTeil sind diefurdaseinwandfreie 
Funktionieren des Cerates notwendigen 
mechanischen Einstellungen beschrieben. 



5.1 

BAUGRUPPEN 

Ausbauanleitungen 

Montagemateriai 

Explosionszeichnungen 

Ersatzteillisten 

Reinigen und Schmieren der Baugruppen 

Zur besseren Ubersicht kann das Inhalts- 
verzeichnis auf Seite 5/2 ausgeklappt war- 
den. 

WARNUNG 

Netzteil und Teile des Laufwerkes fuhren 
gefahrliche Spannungen. Urn eine Elektri- 
sierungsgefahr zu vermeiden, ist vor dem 
Entfernen der Gerateverschalungen der 
Netzstecker zu ziehen! 

Um eine unzulassige Magnetisierung der 
Tonkopfe zu vermeiden, muss das Geratvor 
dem Entfernen des Kopftragers ausge- 
schaltet warden! 

Hinweis 

Die Ausbauanleitungen beziehen sich auf 
das stehende Gerat. 



5. MECHANICAL SERVICING 

The first part of this section comprises ins- 
tructions for disassembly, exploded view 
drawings of the main subassemblies, lists 
of spare parts for mounting material and 
subassemblies, as well as care recommen- 
dations. 

The second part describes the mechanical 
settings which guarantee optimum perfor- 
mance of the recorder. 

5.1 

SUBASSEMBLIES 

Disassembly instructions 
Mounting material 
Exploded view drawings 
Lists of spare parts 

Cleaning and lubrication of subassemblies 

For easier survey the table of contents on 
page 5/2 is designed as a fold-out page. 



CAUTION 

Power supply and tape transport carry dan- 
gerous voltages. To avoid harmful electric 
shocks, unplug the mains connector before 
dismantling the recorder! 



To avoid inadmissible magnetization of the 
tape heads, switch power off before remov- 
ing the head block! 



Note 

Disassembly instructions are referred to 
with the recorder in upright position. 



5. MAINTENANCE MECANIQUE 

La premibre partie de cette section com- 
prend les instructions pour le demontage, 
les vues en explose des blocs fonctionnels, 
les listes des pibces de rechange pour le 
matbriel de montage et les blocs fonction- 
nels ainsi que des conseils d'entretien. 

La seconde partie dbcrit les rbglages mbca- 
niques qui garantissent un optimum des 
performances du magnetophone. 

5.1 

BLOCS FONCTIONNELS 

Instructions de dbmontage 
Materiel de montage 
Vues en explosb 
Listes de pieces de rechange 
Nettoyage et lubrification des blocs fonc- 
tionnels 

Pour une meilleure vue d'ensemble, la page 
5/2 peut etre utilisee comme dbpliant. 

ATTENTION 

Lalimentation et le transport de bande por- 
tentdestensionselevees. Poureloignertout 
risque de choc electrique, retirez la prise du 
secteur avant de dbmonter I'appareil! 



Pour eviter une intolerable magnetisation 
des tbtes magnetiques, veuillez dbclencher 
I'appareil du secteur avant d'enleverle bloc 
des tetes. 

Note; 

Les instructions de demontage sent rbfe- 
rbes b I'appareil en position verticale. 
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SECTION 5/5 



COVERING AND ACCESSORIES 



INDEX 


QTY 


ORDER NUMBER 


BEZEICHNUNG 


PART NAME 








Verkleidyof wnd Ztj6ehor 


Covering md accessories 


01 


1 


1,020.874.00 


Kopftragerdeckel HK2 


Head block cover MK2 




1 


1.020.840.07 


Klebeschiene (separat) 


Splicing block , detached 




2 


22.16.6001 


Achsenkl emmring 


Ci rcl i p 


02 


1 


1.020.840.02 


Abdeckplatte 


Cover plate 


03 






Panel siehe Seite 5/56 


Panels see section 5%56 


04 


8 


1.067.650.19 


Fuss 


Foot 


05 


1 


1.167.560.02 


Tastenschiene 3,75/7,5/15 


Push-button rail 3.75/7.5/15 


or 


1 


1.167.560,07 


Tastenschiene 7,5/15/30 


Push-button rail 7.5/15/30 


06 


1 


1.167.560.05' 


Zahlerfenster 


Counter window 


07 


1 


1.167.622.00 


Laufwerkabdeckung mit Monitor 


Tape transport cover with monitor 




1 


1.167.623.00 


Laufwerkabdeckung vorbereitet 
fUr Monitor 


Tape transport cover sheet 
prepared for monitor 


or 


1 


1 . 167 . 624.00 


Laufwerkabdeckung ohne Monitor 


Tape transport cover without mon. 




1 


1.167.622.01 


Bandabstutzblech 


Tape support plate 




2 


21.51.2357 


Schraube 


Screw 




2 


22.01.1032 


U-Scheibe 


Washer 




2 


24.16.1030 


Sicherungsscheibe 


Lock washer 


08 


1 


1.167.562.00 


Abdeckwinkel (oben ,hinten) 


Cover bracket (rear. top) 


09 


1 


1.167.531.02 


RUckwand 


Back cover 


10 




21.51.8455 


Schraube M4x8 


Screw M4x8 


11 




54.02.0282 


XLR-Stecker 


XLR-connector,male 


12 




54.02.0283 


XLR~Kupplung 


XL R”Connec tor , female 


13 


1 


1.167.871.00 


Deckblech untenjhinten 


Lower rear cover 


14 


1 


1.167.559.02 


Deckblech oben 


Top cover 


15 


2 


1.167.872.00 


Sei tenteil ,1 inks und rechts 


Side covefsleft and right 


16 


8 


21.53.0510 


Schraube M5x20 


Screw M5x20 


17 


2 


1.067.680.00 


Griff kompl . (separat) 


Handle compl . (only) 


18 


1 


1.067.. 650. 08 


Abschlusswinkel 


End bracket 


19 


4 


1.067.650.13 


Abdeckzapfen 


Cover pin 


20 


1 


1,067.650.23 


Eckleiste links 


Edge batten left 


21 


1 


1.067.650.24 


Eckleiste rechts 


Edge batten right 


22 


1 


54.01.0225 


DIN“Stecker,Pi lot-Anschluss 


DIN-connector,pil ot tone 


or 


1 


1.167.654.06 


B1 indplatte 


Dummy plate 


23 


1 


54.02.0442 


Anschluss 25-polig 


Connector 25 pin 
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SECTION 5/6 



COVERING AND ACCESSORIES 



INDEX QTY ORDER NUMBER BEZEICHNUNG PART NAME 



24 


1 


54.02.0444 


Anschluss 50-polig 


Connector 50 pin 


25 


1 


54.02.0444 


Anschluss 50-polig 


Connector 50 pin 


or 


1 


1.067.654.05 


B1 indplatte 


Dummy plate 


26 


1 


54.04.0104 


Netzstecker 


Mains plug 


27 


1 


1.010.001 .53 


Erdkl emme 


Ground connector 


28 


2 


1.167.622.03 


Steg (Bandabstutzung) 


badge (Tape support) 


to above 


4 


20.01.2153 


B1 echschraube 


Sheet metal screw 





3Ty[n)[i[M] 



B67IVIK2 



SECTION 5/7 



HEAD BLOCK ASSEMBLY 




AUSBAU 

SSchrauben (3 mm Inbus) vonvornedurch 
die Abdeckplatte losen; es ist nicht notig, 
diese Schrauben zu entfernen. 

Kopftrager vorsichtig ausfahren; Tonwelle 
nicht beruhren! 

Den Kopftrager nicht umdrehen, da sonst 
die 3 Schrauben herausfalien. 



REMOVAL 

Loosen 3 screws (3mm Allenhead) from 
the frontthrough the cover plate; it is not ne- 
cessary to remove these screws. 

Carefully and without touching the capstan 
axle, pull out the headblock assembly. 

Do not turn around the headblock as- 
sembly, otherwise the 3 screws will fall off. 



DEPOSE 

Devisser les 3 vis (3 mm Allen) de I'avant d 
travers la plaque de couverture; il n'est pas 
nbcessaire de retirer ces vis. 

Retirez le bloc des tetes avec precaution et 
sans toucher I'axe de cabestan. 

Ne retournez pas le bloc des tetes, sans 
quoi les 3 vis tomberont. 



PFLEGEHINWEISE 

Die Kdpfe werden mit STUDER Tonkopfrei- 
niger 10.496.021.00 gereinigt. 

Zur Reinigung der Abdeckplatte und des 
Kopftragerdeckels kann STUDER Eloxalrei- 
niger 10.496.025.00 verwendet werden. 

Achtung: Keine magnetischen Gegenstan- 
de (Werkzeuge, Kopfhoreretc.) in die Nahe 
derTonkbpfe bringen! 

BEFESTIGUNGSMATERIAL 



CARE 

Clean heads with STUDER tape head clean- 
er 10.496.021.00. 

Cover plate and head block cover may be 
cleaned with STUDER aluminite (Eloxal) 
cleaner 10.496.025.00. 

Caution: Do not expose heads to magnetic 
fields (tools, headphones etc.) ! 



MOUNTING ACCESSOIRIES 



ENTRETIEN 

Les tetes seront nettoyees avec le nettoyant 
pour tetes STUDER 10.496.021.00. Pour le 
nettoyage de la plaque de couverture et du 
porteur des tetes, on utilisera le nettoyant 
eloxal STUDER 10,496.025.00. 

Attention: Ne pas approcher des dibments 
magnetiques (outils, casques, etc . . . au voi- 
sinage des tdtes. 

MATERIEL DE MONTAGE 



INDEX 


QTY 


ORDER NUMBER 


BEZEICHNUNG 


PART NAME 


01 


3 


21.53.0465 


Schraube M4x35 


Screw M4x35 


02 


3 


24.16.1040 


Sicherungsscheibe 


Lock washer 








i 
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SECTION 5/9 



HEAD BLOCK ASSEMBLY 



IWDEX 


QTY 


ORDER NUMBER 


BEZEICHNUNG 


PART NAME 








topflrlgtr 0,25" 2-Spar 


Umi block 0.25" 2- track 


01 


1 


1.020.874.00 


Kopftragerdeckel kompl . 


Head block cover compl . 


to ab( 


2 


21.51.2354 


Schraube M3x6 


Screw M3x6 


02 


1 


1.020.840.02 


Abdeckplatte 


Cover plate 


to above 


1 


1.020.840.06 


Abdeckung (Plastik) 


Cover (plastic) 




1 


21.51.2360 


Schraube M3x20 


Screw M3x20 




1 


24.16.1030 


Sicherungsscheibe 


Lock washer 




1 


22.01.8030 


Mutter M3 


Nut M3 




2 


21.53.0372 


Schraube M3x16 


Screw M3x16 




2 


24.16.1030 


Sicherungsscheibe 


Lock washer 


03 


1 


1.020.840.01 


Kopftragerchassi s 


Head block chassis 


04 


1 


1.020.858.00 


Schieber 1 inks kompl . 


SI i der 1 eft compl . 


05 


1 


1.020.871.00 


Bandabhebung kompl . 


Tape 1 ifter compl . 


to above 


1 


1.020.850.02 


Winkel 


Bracket 




1 


21.53.0354 


Schraube M3x6 


Screw M3x6 




1 


24.16.1030 


Sicherungsscheibe 


Lock washer 




2 


1.020.850.01 


FUhrungsbol zen 


Guide bolt 




1 


21.01.0206 


Schraube M2x10 


Screw M2x10 




1 ■ 


21.01.0202 


Schraube M2x4 


Screw M2x4 




1 


22.01.8020 


Mutter M2 


Nut M2 




2 


24.16.1020 


Sicherungsschei be 


Lock washer 




1 


1.010.038.37 


Zugfeder 


Tension spring 


06 


1 


1.020.857.00 


Schieber rechts kompl. 


SI ider right compl . 


to above 


2 


1.020.250,14 


FUhrung 


Guidance 




2 


1.020.250.15 


Platte 


Plate 




1 


1.020.250.20 


Winkel 


Bracket 




4 


21.01.0207 


Schraube M2x12 


Screw M2x12 




4 


24.16.1020 


Sicherungsscheibe 


Lock washer 




2 


23,01.10 22 


U.-Scheibe 


Washer 




1 


1.010.038.37 


Zugfeder 


Tension spring 


07 


1 


1.020.859.00 


BandfUhrung kompl . 


Tape guide compl . 








bestehend aus: 


comprising: 




1 




Bandf Uhrungsbol zen 


Tape guide bolt 




1 




Druckfeder 


Pressure spring 
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HEAD BLOCK ASSEMBLY 



INDEX 


QTY 


ORDER NUMBER 


BEZEfCHNUNG 


PART NAME 




2 


1.077.145.01 


BandfUhrungsschei be 


Tape guide washer 




1 


1.077.145.02 


Di stanzhUl se 


Spacer bush 




1 


22.99.0112 


Mutter M3 


Nut M3 


08 


1 


1.020,865.00 


Beruhigungsrolle kompl . 


Anti-scrape flutter roller compl . 


to above 


1 


1.020.841.01 


Justierplatte 


Adjusting plate 




2 


1.020.850.07 


Gewindestift 


Threaded stud 




1 




Kegellager 


Cone bearing 




1 




Pri smalager 


Prismatic bearing 




2 


41.01.0120 


Kugel 0 2nim 


Ball 0 2mm 




1 




Passkerbstift 0 2x6 


Fitting grooved pin 0 2x6 




1 


21.53.0362 


Schraube M3x25 


Screw M3x25 




1 


24.16.1030 


Sicherungsscheibe 


Lock washer 


09 


1 


1.020.862.00 


Bandschere kompl . 


Tape cutting scissors 


to above 


1 


24.16.3040 


Benzing Sicherung 


Cl rcl i p 




1 


21.53.0355 


Schraube M3x8 


Screw M3x8 




1 


1.020.861.05 


Hebei 


Lever 




1 


1.020.715.02 


Messer, beweglich 


Scissors blade, moving 




1 


1.020.861.02 


Messer, test 


Scissors blade, fixed 




1 


1.077.360.02 


Druckfeder 


Pressure spring 


10 


1 


1.020.873.00 


: 

Endabschal ter 


Tape end switch 


to above 


1 


21.53.0355 


Schraube M3x8 


Screw M3x8 




1 


24.16.1030 


Sicherungsscheibe 


Lock washer 




1 


23.01.3032 


U-Schei be 


Washer 


11 


1 


1.020.868.00 


Abschirmung kompl. siehe S. 5/14 


Head shield compl. see page 5/14 


12 


1 


1.020.850.05 


Uml enkbol zen 


Tape guide pin 


to above 


1 


1.010.002.23 


U-Scheibe 


Washer 




1 


21.51.2354 


Schraube M3x6 


Screw M3x6 


13 


1 


54.02.0186 


J 37 Pol , Chassis 


J 37 pin chassis 


to above 


2 


1.010.071.27 


Mutterbolzen M2, 5x16, 5 


Threaded stud M2. 5x16. 5 




2 


21.01.0278 


Schraube M2, 5x5 


Screw M2x5.5 




2 


21.01.0280 


Schraube 2,5x8 


Screw M2. 5x8 




4 


24.16.1025 


Sicherungsscheibe 


Lock washer 


14 


2 


1.010.048.27 


Mutterbolzen M3x32,5 


Threaded stud M3x32,5 


to above 


2 


21.59.5357 


Gewindestift M3x12 


Threaded pin M3x12 
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SECTION 5/11 



HEAD BLOCK ASSEMBLY 



INDEX 


QTY 


ORDER NUMBER 


BEZEICHNUNG 


PART NAME 




2 


24.16.1030 


Sicherungsscheibe 


Lock washer 


15 


1 


35.05.0310 


Bride 


Clamp 


to above 


1 


21.01.0355 


Schraube M3x8 


Screw M3x8 




1 


23.01.1032 


U-Scheibe 


Washer 




1 


24.16.1030 


Sicherungsscheibe 


Lock washer 


16 


1 


1.116.092.00 


Loschkopf 


Erase head 


to above 


1 


21.53.0462 


Schraube M4x25 


Screw M4x25 




1 


24.16.1040 


Sicherungsscheibe 


Lock washer 


17 


1 


1.316.520.81 


Aufnahmekopf 2-Spur 


Record head 2-track 


18 


1 


1.316.526.81 


Wiedergabekopf 2-Spur 


Reproduce head 2-track 


to above 


2 


1.020.850.06 


Justierplatte 


Adjusting plate 




4 


1.020.850.07 


Gewindestift 


Threaded pin 




2 


1.020.840.09 


Kegel lager 


Cone bearing 




2 


1.020.840.10 


Prismalager 


Prismatic bearing 




4 


41.01.0120 


Kugel 02mm 


Ball 02mm 




2 


21.53.0455 


Schraube M4x8 


Screw M4x8 




2 


24.16.1040 


Sicherungsscheibe 


Lock washer 




3 


1.020.710.05 


Schraube spez. 


Screw spez. 


19 


3 


1.020.740.03 


Bol zen 


Bol t 


to above 


2 


1.010.004.27 


Di stanzhUl se 


Spacer bush 




1 


1.077.145.02 


DlstanzhUlse 


Spacer bush 




3 


23.01.1032 


U-Scheibe 


Washer 




24 


37.01.0101 


Tel 1 erfeder 


Spring Washer 




3 


22.01.8030 


Mutter M3 


Nut M3 


20 


1 


1.020.850.14 


Biigel 


Bracket 


to above 


2 


1.020.820.06 


Lager 


Bearing 




2 


20.25.0155 


Kerbschraube 02,9x9,5 


Grooved screw 02,9x9,5 


21 


1 


1.167.560.09 


Kopftrager-Abschirmblech 


Head block screening 


22 


1 


21.53.0353 


Schraube 


Screw 


to above 


1 


23.01.1032 


Unterlagsscheibe 


Washer 


23 


; 2 


21.51.2355 


Schraube 


Screw 


24 


2 


24.16.1030 


Sicherungsscheibe 


Lock washer 


25 


2 


22.01.8030 


Mutter 


Nut 


26 


1 


1.167.875.00 


Markiervorr. inkl. abdeckpl . 


Tape marker incl. cover plate 
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HEAD BLOCK ASSEMBLY 





INDEX 


QTY 


ORDER NUMBER 


BEZEICHNUfMG 


PART NAME 




27 


1 


1.337.958.05 


Stempel kompl . 


Stamp compi . 


























1.020,841,81 


Kopftriger Pilot 


Head block 0J5" Pilot 








v^ie 1.020,840.81 ausser: 


like 1.020.840. 81 except: 


08 


1 


K020.867.00 


Pi 1 otkopf 


Pilot head 


to above 


1 


21.53.0355 


Schraube M3x8 


Screw M3x8 




1 


24.16.1030 


Sicherungsscheibe 


Lock washer 


16 


1 


1.116.097.00 


Loschkopf Von spur 


Erase head full track 


17 


1 


1.316.510.81 


Aufnahmekopf VoUspur 


Record head full track 


18 


1 


1.316.516.81 


Wiedergabekopf Vollspur 


Reproduce head full track 
















1J20.842.81 


Kopftrager Vollspur 


Head block 0,25“ fu1 1-track 








wie 1.020.840.81 ausser: 


Like 1.020.840.81 except: 


16 


1 


1.116.097.00 


Loschkopf 


Erase head 


17 


1 


1.316.510.81 


Aufnahmekopf 


Record head 


18 


1 


1.316.516.81 


Wiedergabekopf 


Reproduce head 
















1.020.843.8! 


KopftrSger 0,25" 0,75 


Head block 0.25" 0.75 








wie 1.020.840.81 ausser: 


like 1.020.840.81 except: 


16 


1 


1.116.097.00 


Loschkopf 


Erase head 


17 


1 


1.316.530.81 


Aufnahmekopf 


Record head 


18 


1 


1,316.536.81 


Wiedergabekopf 


Reproduce head 
















1.020.844.81 


Kopftrafer 0 2-Spyr Sync 


Head block 0,25“ 2-track sync 








wie 1.020,840.81 ausser: 


like 1.020.840.81 except: 


11 


2 


1.020.868.00 


Abschi rmung kompl . 


Head shield compi . 
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SECTION S/13 



HEAD SHIELD 




Kopftrager ausbauen. 

2 Schrauben {2,5 mm Inbus) losen. 
Kopfabschirmung vorsichtig ausfahren. 

Achtung 

Die 2 Distanzrohrchen und die Druckfeder 
des Abschirmbleches nicht verlieren! 



Remove headblock assembly. 

Undo 2 screws (2.5 mm Allenhead). 
Carefully remove the head shield. 

Attention 

Don’t lose the 2 spacer sleeves and the 
pressure spring of the screening plate! 



Ddposer le bloc des tetes. 

Devisser les 2 vis (2,5 mm Allen). 

Enlever le blindage avec soin. 

Attention 

Ne perdez pas les deux entretoises et le res- 
sort de pression du volet de blindage! 



PFLEGEHINWEISE 

Reinigung mit Spiritus. 

BEFESTfGUNGSMATERIAL 



CARE 

Use methylated spirits for cleaning. 

MOUNTING ACCESSORIES 



ENTRETIEN 

Utilisez une solution mdthylee pour le netto- 
yage. 

MATERIEL DE MONTAGE 



INDEX 


QTY 


ORDER NUMBER 


BEZEfCHNUNG 


PART NAME 


01 


2 


21.53.0359 


Schraube M3x18 


Screw M3x18 


02 


2 


24,16.1030 


Sicherungsscheibe 


Lock washer 


03 


2 


1.020.850.15 


Di stanzhul se 


Spacer bush 
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HEAD SHIELD 



INDEX 


QTY 


ORDER NUMBER 


BEZEiCHIMUNG 


PART NAME 


01 


1 


L020.850 J7 


Abschi rmbl ech 


Screening plate 


02 


1 


1.010.061.37 


Druckfeder 


Pressure spring 


03 


2 


24.16.1030 


Sicherungsscheibe 


Lock washer 


04 


2 


21.53.0359 


Schraube M3 x 18 


Screw M3 x 18 
















1.020.868.00 


Abschi rmung 


Head shield 


05 


1 


1.020.868.01 


Taste 


Button 


06 


2 


25.16,1054 


Spannstift 0 1 x 6mm 


Pin d 1 X 6min 


07 


1 


1.020.868.05 


Platte 


Plate 


08 


1 


1.020.868.03 


K1 inke 


Latch 


09 


1 


1.020.868.09 


Schenkelfeder 


Spring 


10 


1 


24.99.0113 


Seeger Aussensicherung 


Retaining ring, external 


11 


1 


1.010.053.37 


Feder 


Spring 


12 


1 


1.020.868.04 


Achse 


Shaft 


13 


1 


1.020.868.02 


Hal ter 


Clamp 


14 


^ 1 


22.01.8030 


Mutter M3 


Nut M3 


15 


1 


24.16.1030 


Sicherungsscheibe 


Lock washer 


16 


2 


; 21.01.0203 


Schraube M2 x 5 


Screw M2 X 5 


17' 


2 


1.020.850.15 


Di stanzhUl se 


Spacer bush 
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SECTION 5/16 



PRESSURE ROLLER ASSEMBLY 




AUSBAU REMOVAL DEMONTAGE 



Linke Bandzugwaage ausbauen. Remove left-hand tape tension senor. Deposez le capteur de tension de bande 



2 Schrauben (2,5 mm Inbus) des Andruck- Undo two screws (2.5mm Allenhead) of Devissez deuxvis (2,5 mm Allen) dublinda- 

magnet-Abschirmbleches losen und die- the pressure solenoid screening sheet me- ge du solenoide presseur et retirez-le. 

ses entfernen. tal and remove it. 

2 Schlitzschrauben losen und Kopftrager- Undo 2 slotted-head screws and remove Defaites les 2 visa tetefendueet deposez la 

abschirmblech entfernen. the head-block screening sheet metal, feuille de blindage du bloc des tetes. 

3 Schrauben (3 mm Inbus, Kugelkopf- Undo 3 screws (3 mm Allenhead, use ball Defaites 3 vis (3 mm Allen, utilisez un tour- 

schraubenzieher verwenden) des An- head screwdriver) of the pressure rolleras- nevis ^ tbte spherique) du bloc du galet 

druckaggregates losen und die ganze Bau- sembly and remove that subassembly to presseur et tirez celui-ci vers I'avant. 

gruppe nach vorne ausfahren. the front 

Die zwei Kabeistecker (ws, vt) des An- Unplug the 2 cable connectors (whtvio) of Defaites les deux connections (bic, vio) du 

druckmagneten ausstecken. the pressure solenoid. solenoide presseur. 



PFLEGEHINWEISE 



CARE 



ENTRETIEN 



Empfohlene Reinigungsmittel fur Andruck- 
rolle: 

Spiritus, Wasser, Seifenlosungen bis 70%. 
Keinesfalls Lacklosemittel, Aceton, Ben- 
zin. Benzol, Chlorothene, Petroleum, Toluol, 
Xylol, Trichlorathylen, Perchlorathylen, 
chlorierte Losungsmittel Oder Naphta 
(Waschbenzin) verwenden! 

Magnetanker: Die molikotisierten Magnet- 
anker durfen nur mit einem trockenen, sau- 
beren happen abgerieben werden. 



Recommended cleaners for the pressure 
roller; 

methylated spirits, water, soap solution up 
to 70%. 

Newer use: Laquer solvents, acetone, ben- 
zine, benzene, ethylochloride, petroleum, 
toluene, xylene, trichloroethylene, perchlo- 
rethylene, naphta. 



Nettoyants recommandes pour le galet 
presseur; 

solutions methylees, eau, solution de savon 
jusqu'^ 70%. 

Ne jamais utiliser: solvants pour laques, 
acetone, benzine, benzene, chlorure d ethy- 
le, petrole, toluene, xylene, trichlorethyle- 
ne, perchlorure d'ethyle, naphte. 



The solenoid armatures (treated with Moly- Les armatures du solenoide, traitees avec 

cote are to be cleaned with a dry piece of du Molycote, doivent etre nettoyees avec 
cloth. un chiffon sec. 



BEFESTIGUNGSMATERIAL 



MOUNTING ACCESSORIES MATERIEL DE MONTAGE 











BBIMKI 



SECTION 5/18 



PRESSURE ROLLER ASSEMBLY 



INDEX 


QTY 


ORDER NUMBER 


BEZEICHNUNG 


PART NAME 


01 


1 


1.167.835.00 


Deckel 


Cover 


02 


1 


1.167.178.00 


Andruckrol 1 e 


Pressure roller 


03 


2 


21.53.0371 


Schraube M3x14 


Screw M3x14 


04 


2 


24.16.1030 


Sicherungsscheibe 


Lock washer 


05 


1 


1.067.790.00 


Abschi rmbl ech 


Screening plate 

















1.167.803.00 

1.067.170.10 

24.16.1040 

22.01.8040 

21.53.0354 

24.16.1030 

1.167.803.06 

23.01.2043 

21.60.4455 

1.014.715.00 
24.16.3040 

1.167.803.05 

22.01.8040 

24.16.1040 

1.067.170.11 
1.010.029.37 

1.067.173.00 

1.167.803.02 

1.077.325.03 

1.067.170.03 
1.067.170.16 
1.167.740.14 
1.067.170.08 

22.01.8030.^ 

1.167.567.01 



Andruckaggregat 
Rol 1 enachse 
Andruckarm 
Sicherungsscheibe 
Mutter M4 
Schraube M3x6 
Sicherungsscheibe 
Winkel 

Unterlagsscheibe 

Schraube M4x8 

Andrucktrager 

Andruckmagnet 

Benzing Sicherung 

Achse 

Mutter M4 

Sicherungsscheibe 

Bol zen 

Zugfeder 

Anker kompl . mit BUgel 
Hebei 

Gewindestift 
Lagerbol zen 
Anschlagring 
Gummischl auch 
Zugfeder 
Mutter M3 
Di stanzscheibe 

Abschi rmblech (nur 19/76cm/s) 



Pressure roller assembly 

Roller shaft 

Pressure arm 

Lock washer 

Nut M4 

Screw M3x6 

Lock washer 

Bracket 

Washer 

Screw M4x8 

Pressure lever 

Pressure solenoid 

Ci rcl i p 

Shaft 

Nut M4 

Lock washer 

Pin 

Tension spring 

Plunger compl . with stirrup 

Lever 

Threaded stud 
Bearing pin 
Damping ring 
Rubber hose 
Tension spring 
Nut M3 
Spacer shim 

Screening plate (7.5/30ips only) 





OTyE)[i^ 
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SECTION 5/19 



TAPE BRAKES 




AUSBAU 



REMOVAL 



DEMONTAGE 



Je 3 Kreuzschlitzschraubenzieher der Wik- 
kelteller losen und die Wickelteller entfer- 
nen. 



Undo 3 Phillips screws of each reel support 
and remove them. 



Devissez le 3 vis cruciformes des cornieres 
et deposez celles-ci. 



Den 8-poligen Anschlussstecker des 
Bremschassis ausstecken. 

3 Schrauben (2,5mm Inbus) des Brems- 
chassis losen. 

Bremsen von Hand losen und das Brems- 
chassis vorsichtig ausfahren. 

Achtung: DieBremsbanderdurfen keines- 
falls verkantet werden. Bremsbander und 
Bremsbelage derBremstrommelnnichtbe- 
ruhren! 



Unplug the 8-pin connector of the brake 
chassis. 

Undo 3 screws (2.5mm Allenhead) of the 
brake chassis. 

Lift the tape brakes by hand and carefully 
pull out the brake chassis. 

Attention: Do not cant the brake bands. 
Do not touch the brake bands of brake lin- 
ings of the brake drums! 



Retirez le connecteur 8 poles du chassis 
des freins. 

Devissez 3 vis (2,5 mm Allen) du chassis 
des freins. 

Attention: ne pas plier les bandes de frei- 
nage. Ne pas toucher les bandes de freina- 
ge ni le revgtement des tambours de freins I 



PFLEGEHINWEISE 

Bremsbander und Bremsrollen mit in Spiri- 
tus getranktem Baumwoll-Lappen reini- 
gen. 

Die Bremsflachen durfen nach dem Reini- 
gen nicht mehr beruhrt werden. 

Achtung: Chlorothene nicht geeignet! 



BEFESTIGUNGSMATERIAL 



CARE 

Clean brake bands and brake linings with 
cotton swab moistened with methylated 
spirits. 

Do nottouch brake surfaces after they have 
been cleaned. 

Attention; Ethylchloride must not be used! 



MOUNTING ACCESSORIES 



ENTRETIEN 

Nettoyez les bandes et les tambours defrei- 
nage avec un chiffon en coton imbibe d'une 
solution mbthylee. 

Ne touchez pas les surfaces de freinage 
apres les avoir nettoyees. 

Attention: n'utilisez pas de chlorure d'ethy- 
le! 

MATERIEL DE MONTAGE 



INDEX 


QTY 


ORDER NUMBER 


BEZEICHNUNG 


PART NAME 


01 


3 


21.53.0354 


Schraube M3x6 


Screw M3x6 


02 


3 


24.16.1030 


Sicherungsscheibe 


Lock washer 


03 


3 


23.01.3032 


U-Scheibe 


Washer 





B67IVIIC2 



SECTION i/21 





IMOEX 


QTY 


ORDER NUMBER 


BEZEICHNONG 


P,*.RT NAWIE 








2 


0067,688.00 


Wickel teller kompl.lDIN 45514/17 


Reel support compU iDIN 45514/17 . 






01 


2 


1,062.390.02 


Schaftschraube 


Shank screw 






02 


2 


1.067.688.02 


Druckfeder 


Pressure spring 






03 


2 


1,067,688.01 


3-Zack~Hul se 


Three-pronged bush 






04 


2 


1.077.567,01 


Wickel tel ler 


Reel support 






to 

above 


3 


21.38.0355 


Schraube M3x8 


Screw M3x8 




















05 


2 


21.01.4455 


6kt"Schraube M4x8 


Hex. screw M4x8 






06 


2 


24 i6,1G40 


Sicherungsschei be 


Lock washer 






07 


2 


23.01.3043 


U-Scheibe 


Washer 






00 


2 


L 067, 100.27 


Mi tnehmerscheibe 


Dri ver pi ate 






09 


2 


1.067,242.00 


BremsroLle kompl , 


Brake drum compl . 






10 


2 


Lie/. 866, 00 


Brem,sband kornpl . 


Brake band compl . 






to 

above 


4 


24.16.3032 


“ " ' ' ■ ■ 

1 ensicherung 


Ci rcl i p 






11 


2 


1.062,210.08 


LLSchei be 


Washer 






12 


4 


65.99.0144 


Bleiband, sel bstltl ebend 


Lead band . Self-adhesive 






1 


1,167,841 .00 


3a r= d b rer; s e k ooip ^ . 


Brakes compl , 






1 3 1 


L 167.865.00 


Creiiischcssi s kompl. 


Brake chassi sconipl .. 






14 2 


1,167 .86/1.00 


Bremshebel koninl . 


Brake lever compl. 






to 

above 


24.16.3032 


Wei 1 ensicherung 


Ci rcl 1 p 






15 1 


1.167,756.00 


Anschl usspri nt 


Connection p.c.b. 






to P 

above 


21,53,0353 


Schraube M3x5 


Screvv M3x5 






Z 


24.16. 1C30 


Sicheningsscheibe 


Lock V'/ashsr 






16 2 


1 . 167,863.00 


Bremshebel l^ompl. 


Brake lever compl. 






above 


24, 16.3032 


Wellensicherung 


Circlip 






17 1 


1,010,101.37 


Zugfeder 


Tension spring 






18 2 


1.077,100.13 


Zugfeder 


Tension spring 






19 2 


L 077 ,1 00.13 


Zugfeder 


Tension spring 






20 2 


1.014.809.00 


Brems magnet 


Brake solenoid 






to 

above 


21,53,0353 


Schraube M3x5 


Sc rev/ M3x5 






4 


23.01.2032 


U-Schei be 


Washer 






4 


24.16,1030 


Sicherungsscheibe 


Lock washer 






21 


2 

4 


1.014.808.00 

1.014.803.02 


Anker kompl . 
Dampfungsschei be 


Solenoid armature , compl . 
Damping washer 















TAPE TENSION SENSOR, LEFT 




AUSBAU 

2 Kabelstecker (6-polig und 5-polig) aus- ^ 

stecken. 5-pin). 



onnecteurs de cablage 

(6- et 5 poles). 



3 Schrauben (2,5 mm Inbus) Ibsen; es ist 
nicht notig, diese Schrauben zu entfernen. 

Die Bandzugwaage vorsichtig ausfahren. 

Die Bandzugwaage nicht umdrehen, da 
sonst die 3 Schrauben herausfallen. 



Loosen 3 screws (2.5 mm Allenhead); it is 
not necessary to remove these screws. 

Carefully pull out the tape tension sensor. 

Do notturn around the tape tension sensor, 
otherwise the 3 screws will fall off. 



Devissezles3vis(2,5 mm Allen); il n'estpas 

nbcessaire de les enlever. 

Retirez le capteur de tension avec soin. 

Ne retournez pas ie capteur de tension car 
les 3 vis tomberaient. 



FFLe3EHiim€ISE 



CARE 



ENTRETIEN 



Reinigen der Bandzugwaage: 
Eloxal-Reiniger, Spiritus, Alkohol. 



Cleaning of the tape tension sensor; 
Aluminite cleaner, rnenthylated spirits, al- 
cohol. 



Nettoyage du capteur de tension de bande; 
Nettoyant eioxal, solutions methylees, al- 
cool. 



BEFESTlGUNGSIViATERiAL 



MOLINTi^lG ACCESSORIES 



MATERIEL BE MONTAGE 



INDEX 


QTY 


ORDER NUMBER 


BEZEICHNUNQ 


PART NAME 


01 


3 


21.53.0371 


Schraube M3x14 


Screw M3 


02 


3 


; 24.16.1030 




Sicherungsscheibe 


Lock washer 
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SECTION i/25 



TAPE TENSION SENSOR, LEFT 



INDEX 


QTY 


ORDER NUMBER 


BEZEICHNUNG 


PART NAME 






1.167.802,00 


Bandzugwaage links 


Tape tension sensor left 


01 


1 


1.167,837.02 


Deckel 


Cover 


to above 


1 


21.51.2356 


Schraube M3x10 


Screw M3x10 


02 


2 


41.99.0106 


Kugel lager 


Ball bearing 


03 


2 


37.02.0203 


Tel 1 erfeder 


Spacer sleeve 


04 


2 


24.16.4160 


Innensicherung 


Retaining ring, internal 


05 


1 


1.167.837.01 


Umlenkrolle links 


Guide roller left 


06 


1 


1.167,769.81 


Abtasterprint links 


Sensor p.c.b. left 


to above 


2 


21.53.0353 


Schraube M3x5 


Screw M3x5 




2 


24.16.1030 


Sicherungsscheibe 


Lock washer 


07 


1 


— ^ — 

1.167.837.04 


Di stanzhUl se 


Spacer bush 


08 


1 


1.167.757.00 


Anschluss-Print 


Connection board 


to above 


2 


21.53.0356 


Schraube M3x10 


Screw M3x10 




2 


24.16.1030 


Sicherungsscheibe 


Lock washer 


09 


1 




Achse 


Spindl e 


10 


1 


1.167.801.05 


Di stanzstuck 


Spacer 


11 


1 




Grundplatte links 


Mounting plate 


12 


2 


1.067.170.14 


Gummidampfung 


Rubber damping 


13 


1 




Lagerbol zen 


Bearing bolt 


14 


1 




Trager 1 inks 


Support left 


to above 


2 


21.53.0353 


Schraube M3x5 


Screw M3x5 




2 


24.26.1030 


Sicherungsschei be 


Lock washer 




2 


23.01.2032 


, 

U-Schei be 


Washer 


15 


1 


55.01.0131 


Mi kro-Schal ter 

1 


Microswi tch 


to above 


2 


21.01.0206 


Schraube M2x10 


Screw M2x10 




2 


24.16.1020 


Sicherungsscheibe 


Lock washer 


16 


1 


1.010.033.37 


Zugfeder 


Tension Spring 


17 


1 


1.067.670.02 


Gewi ndesti ft 


Threaded stud 


to above 


1 


22.01.8030 


6kt-Mutter M3 


Hex. nut M3 




: 1 


24.16.1030 


Sicherungsscheibe 


Lock washer 


18 


1 


1.067.670.03 


Randelmutter M3 


Knurled nut M3 


19 


1 


1.010.032.37 


Zugfeder 


Tension spring 


20 


: 1 




Lagergehause 


Bearing housing 


21 


! 1 




Gewi ndesti ft 


Threaded stud 








B67MK2 



SECTION 5/2§ 



TAPE TENSION SENSOR, LEFT 



INDEX 


QTY 


ORDER NUMBER 


BEZEICHNUNG 


PART NAME 


22 


1 


23.01.1064 


U-Scheibe 


Washer 


23 


1 


24.16.1060 


Si cherungsschei be 


Lock washer 


24 


1 


22.01.8060 


6kt-Mutter M6 


Nut M6 


25 


1 




Magnettrager 


Solenoid support 


to above 


2 


21.01 .0202 


Schraube M2x4 


Screw M2x4 




2 


24.16.1020 


Sicherungsschei be 


Lock washer 


26 


2 


21.53.0353 


Schraube M3x5 


Screw M3x5 


to above 


2 


24.16.1030 


Sicherungsscheibe 


Lock washer 




2 


23.01.2032 


U-Scheibe 


Washer 


27 


1 


1.014.827.00 


Magnet 


Sol enoid 


28 


1 


1.014.829.01 


Anker 


Solenoid armature 


29 


1 


31 .99.0122 


0-R1ng 


0-ri ng 


30 


1 


24.16.3050 


Wei 1 ensicherung 


Ci rcl i p 


31 


1 


1 .080.453.03 


Di stanzscheibe 


Spacer shim 


32 


1 


31 .99.0117 


0-Ri ng 


0-ring 


33 


1 


1.010.017.21 


Schraube M3x7,5 


Screw M3x7,5 


34 


1 


1.167.860.00 


Verbindung 


Joining 


35 


1 


1.077.100.13 


Bremszugfeder 


Brake draw spring 


36 


1 


24.16.3023 


Wei 1 ensicherung 


Ci rcl i p 


37 


1 


1 .080.453.03 


Di stanzscheibe 


Spacer shim 


38 


1 


1.010.027.23 


U-Scheibe Teflon 


Washer teflon 


39 


1 


1.167.862.00 


Hebei 1 Inks kompi . 


Lever 1 eft compl . 


to above 


1 


24.16.3032 


Wei lensicherung 


Circlip 




1 


23.01.2032 


U-Scheibe 


Washer 


40 


1 


22.01.8030 


6kt-Mutter M3 


Hex. nut M3 


41 


1 


: 24.16.1030 


Sicherungsscheibe 


Lock washer 


42 


: 1 


23.01.2032 


U-Scheibe 


Washer 


43 


1 




FUhlhebel 


Sensing lever 


44 


1 


1.167.801.01 


Zahnscheibe 


Toothed disk 


to above 


1 


21.01.2278 


Schraube M2, 5x5 


Screw M2, 5x5 


45 


1 


1.167.801.06 


Zahnsegment 


Toothed segment 


to above 


2 


21.01.0279 


Schraube M2, 5x6 


Screw M2, 5x6 




2 


24.16.1025 


Sicherungsscheibe 


Lock washer 




2 


23.01.1027 


U-Scheibe 


Washer 
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SECTION i/27 



TAPE TENSION SENSOR, LEFT 



INDEX 


QTY 


ORDER NUMBER 


BEZEiCHNUNG 


PART NAME 


46 


1 


1.062.210.08 


Di stanzscheibe Ojlmm 


Spacer shim 0.1mm 




1 


1.067.180.14 


D1 stanzschei be 0,15mm 


Spacer shim 0.15mm 




1 


1.062.210.09 


Distanzscheibe 032 mm 


Spacer shim 0.2mm 


47 


1 


1.167,802.05 


Rol 1 enachse 


Rol 1 er axl e 


48 


1 


1.167.832.00 


FUhrungsrolle links 


Guide roller left 


49 


1 


1.167.831.00 


Kappe 0,25" 


Cap 0.25" 


50 


1 




Deckel 


Cover 


51 


1 




Dampfungsscheibe 


Damping washer 


52 


1 




Welle 


Shaft 


53 


2 




Schraube M2x7 


Screw M2x7 


54 


1 




Gehause 


Housing 


to above 


1 




0-Ring 


0-ring 


55 


1 




Abschirmblech 


Screening mask 


56 


2 




Sinterlager 


Sintered bearing 


57 


1 


1.080.490.04 


Distanzscheibe 


Spacer shim 


58 


2 




Distanzscheibe 


Spacer shim 


59 


2 


21.53.0354 


Schraube M3x6 


Screw M3x6 


to above 


2 


24X16.1030 


Sicherungsscheibe 


Lock washer 


60 


1 


1.167.837.00 


Umlenkrolle links, kompl . 


Left-hand guide roller compl . 






1.167.844.00 


Bandzugwaage , Vermont i ert 


Tape tension sensor 










repl .mechanics 










































































































































B67 MK2 



SECTION 5/28 



TAPE TENSION SENSOR, LEFT 




AUSBAO 

3 Kabelstecker (6-polig, 9-polig und 5-po- 
lig) ausstecken. 

3 Sdirauben (2,5irim Inbus) Ibsen; es ist 
nicht notig, diese Schrauben zu entfernen. 

Die Bandzugwaage vorsichtig ausfahren. 

Die Bandzugwaage nicht umdrehen, da 
sonst die 3 Schrauben herausfallen. 



REMOVAL 

Unplug 3 cable connectors (6-p''-r 
5-pin). 

Loosen 3 screws (2.5 mm Allenh 
not necessary to remove these sc 

Carefully pull out the tape tension sensor. 

Do not turn around the tape tension sensor, 
otherwise the 3 screws will fall off. 



3urs de cablage (6- 9-et 

I mm Allen); il nest pas 
. . _ _ _ _ _ . _ jnlever. 

Retires le capteur de tension avec soin. 

Ne retournez pas le capteur de tension car 
les vis tomberaient. 



F^LEGEHiNWEISE 

Reinigen der Bandzugwaage; 
Eloxal-Reiniger, Spiritus, Alkoho 



Empfohlene Reinigungsmiltel fur Umlenk- 
rolle: 

Spiritus, Wasser, Seifenlosung bis 70%. 
ICeinesfaiis Lacklosemittel, Aceton, Ben- 
zin, Benzol, Chlorothene, Petroleum, Toluol, 
Xylol, Trichlorathylen, Perchlorathylen, 
chlorierte Ldsungsmittel oder Naphta 
(Waschbenzin) verwenden! 

BEFESTieUNGSiViATERiAL 



CARE 

Cleaning of the tape tension sensor; 
Aluminite cleaner, methylated spirits, alco- 
hol. 

Recommended cleaners for the guide rol- 
ler: 

Methylated spirits, water, soap solution up 
to 70%, 

Newer use: Laquer solvents, acetone, 
benzine, benzene, ethylchioride, petro- 
leum, toluene, xylene, trichloroethylene, 
perchloiethylene, naphta, 

il^OUNTING ACCESSORIES 



ENTRETIEN 

Nettoyage du capteur de tension de bande. 
Nettoyant eloxal, solutions rnelhylees, al- 

cool. 

Nettoyants recommandespourlegaletgui- 
de: 

solutions methylees, eau, solution de savon 
jusqu'a 70%. 

We Jamais utiliser: solvants pour laques, 
acetone, benzine, benzene, chlorure d ethy- 
le, petrole, toluene, xylene, tnchlorethylene, 
perchlorure d ethyle naphte. 

IViATERiEL DE MONTAGE 



INDEX 


QTY 


ORDER NUMBER 


BEZEICHNIJNG 


PART NAME 


01 


3 


2D 53.0371 


Schraube M3x14 


Screw M3x14 


02 


3 


24.16.1030 


Sicherungsscheibe 


Lock washer 
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B67MK2 



SECTION 5/29 



TENSION SENSOR, RIGHT 






ITO©[1[M] 
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SECTION 5/30 



TAPE TENSION SENSOR, RIGHT 



INDEX 


QTY 


ORDER NUMBER 


BEZEICHNIING 


FART NAME 






1.167.801-00 


Bandzugwaage rechts 


Tape tensiXn sensor right 


01 


' 


1 - Ifx 338,01 


Deckel 


Cover 


to above 


1 


21 .5X2356 


Sc h rat' be M3x10 


Screw M3x10 


02 


2 


4 L 99 -01 06 


Kugel lager 


Ball bearing 


03 


o 

L. 


37,02.0203 


Tel 1 erfeder 


Spacer sleeve 


04 


2 


24,16.4160 


Innensi cherung 


Retaining ring, internal 


05 


1 


1 . 167.839. 00 


UnilenkroXe rechts 


Guide roller right 


to above 


' 


X167.S38.03 


Segmentscheibe 


Segmented disk 


06 


1 


] 167 767X1 


Abtasterprint rechts 


Sensor p.cXm right 


to above 


O 

£, 


2X 53X353 


Schraube M3x5 


Screw M3x5 




o 

c 


24,16.1030 


SiXherungsschei be 


Lock washer 


07 





X167 838X2 


Di stanzhul se 


Spacer bush 


08 


1 


1 X67 X57 X0 


Anschl uss-Pri nt 


Connection board 


to above 


2 


2X 53X356 


Schraube M3x10 


Screw M3x10 




2 


24X6X030 


Si cherungsschei be 


Lock washer 


09 


1 




Achse 


Spindle 


10 


1 


1 167X0X05 


Di stanzstuck 


Spacer 


11 


1 




Grundplatte rechts 


Mounting plate right 


12 


2 


1 X67 X 70x14 


Gummi danipf ung 


i Rubber daniping 


13 


1 




Logerbol zen 


Bearing bolt 


14 


1 




T^ager rechts 


Support right 


to above 


2 


2 X 53 X353 


Srhraubp M3y5 


Screw M3x5 




2 


24 X6 X 030 


Sicherungsschei be 


Lock washer 




2 


23 0 X 2032 


UXcheibe 


Washer 


15 


1 


55 0 X 0131 


Hi kro-Schal ter 


Microswi tch 


to above 


2 


2X01 0206 


Schraube M2/10 


Screw M2xl 0 




2 


24. 16-1020 


Sicherungsscheibe 


Lock washer 


16 


1 


X010X33X7 


Zugfeder 


Tension spring 


17 


1 


1 X67X70 X2 


Ge’vi ndesti ft 


Threaded stud 


to above 


1 


22 0X8030 


6kt-Mutter M3 


Hex. nut M3 




1 


2^. 16X030 


Sicherungsscheibe 


Lock washer 


18 


1 


1X67 670X3 


Pdndel mu tter 


Knurled nut M3 


19 


1 


xn 10X28.37 


Zugfeder 


Tension spring 


20 


1 




Laaergehause 


Bearing housing 





STyE)g[M! 



B67MK2 



SECTION 5/32 



TAPE TENSION SENSOR, RICH 



INDEX QTY ORDER NUMBER BEZEICHNUNG PART NAME 





2 


23.01.1027 


U-Scheibe 


Washer 


46 


1 


1.062.210.08 


Distanzschei be 0,1mm 


Spacer shim 0.1mm 




1 


1.067.180.14 


Distanzscheibe 0 , 1 5mm 


Spacer shim 0 . 1 5mm 




1 


1.062.210.09 


Distanzscheibe 0,2mm 


Spacer shim 0.2mm 


47 


1 


1.167. 802. 05 


Rol 1 enachse 


Rol 1 er axle 


48 


1 


1.167.832.00 


FLihrungsrol le rechts 


Guide rol 1 er right 


49 


1 


1.167.831.00 


Kappe 0,25" 


Cap 0.25" 


50 


1 




Deckel 


Cover 


51 


1 




Dampfungsscheibe 


Damping washer 


52 


1 




Welle 


Shaft 


53 


2 




Schraube M2x7 


Screw M2x7 


54 


1 




Gehause 


Housing 


to above 


1 




0-Ring 


0-ring 


55 


1 




Abschirmblende 


Screening mask 


56 


2 




Sinterlager 


Sintered bearing 


57 


1 


1.080.490.04 


Distanzscheibe 


Spacer shim 


58 


2 




Distanzscheibe 


Spacer shim 


59 


2 


21.53.0354 


Schraube M3x6 


Screw M3x6 


to above 


2 


24.16.1030 


Sicherungsscheibe 


Lock washer 


60 


1 


1 .167.838.00 


Umlenkrolle rechts ,kompl . 


Right-hand guide rol ler,compl . 






1.167.843.00 


Bandzugwaage vormontiert 


Tape tension sensor 










repl .mechanics 







































































































































B67MK2 



SECTION 5/33 



TAPE LIFT ASSEMBLY 




AUSBAU 

2 Schrauben (3 mm Inbus) losen. 

Bandabhebernagnet mit dem Anker vor- 
sichtig ausfahren^ 

Actitung: Beim Wegziehen des Magneten 
kann der Anker herausfallen! 

Die 2 Kabelstecker (gi; vl) des Magneten 

ausstecken. 



PR EREHINWEISE 

Die molikotisierten Magnetanker durfen 
nur mit einem trockenen, sauberen Lappen 
gereinigt werden. 

BEFESTIGUNGSMATERIAL 



REMOVAL 

Undo 2 screws (3 mm Allenhead). 

Carefully remove the tape lift magnet toge- 
ther with the armature. 

Attention: The solenoid armatuie may fall 
off! 

Unplug the 2 cable connectors (gry, vio) of 
the solenoid. 

CARE 




MOUNTING ACCESSORIES 



DEMONTAGE 

Devissez 2 vis (3 mm Allen). 

RetirezI aimantde I ecarteurde bande ainsi 
que son armature avec so in. 

Attention: I'armature du solenoide peut 
tomber! 

Defaites les deux connecteurs de cablage 

(grs, vio) du solenoide, 

ENiTBETiEN 

Larmature de solenoide (traitee au Mo'yco- 
te) doit etre nettoyee avec un chiffon sec. 

MATERIEL DE MONTAGE 



INDEX 


QTY 




ORDER NUMBER 


BEZEICHNUNG 






PART NAME 








01 


2 




21.51.0455 


Schraube M4x8 






Screw M4x8 








02 


2 




24.16.1040 


Si cherungsschei be 






Lock washer 








03 


2 




23.01.2043 


U~Scheibe 






Washer 











B67MK2 



SECTION 5/35 



d¥[LD[d)[1[M] 



TAPE LIFT ASSEMBLY 



INDEX 


QTY 


ORDER NUMBER 


BEZEICHNUNG 


PART NAME 








Bandabhebeaggregat 


Tape lift assembly 


01 


1 


1.014.715.00 


Andruckmagnet 


Pressure solenoid 


02 


1 


1.014,712.00 


Anker kompi . 


Solenoid armature compl . 


03 


1 


1.067.240.00 


Hebei kompi. 


Lever compl . 


04 


1 


1 .080.230.04 


Zugfeder 


Tension spring 


05 


1 


24.16.3023 


Wei lens icherung 


Circlip 


06 


1 




Winkel 


Bracket 


07 


2 


24.16.1040 


Sicherungsscheibe 


Lock washer 


08 


2 


21.51.0453 


Schraube M4x5 


Screw M4x5 


09 


2 


23.01.2043 


U-Scheibe 


Washer 


10 


2 


24.16.1040 


Sicherungsscheibe 


Lock washer 


11 


2 


21.51.0455 


Schraube M4x8 


Screw M4x8 


12 


1 


1.067.100.07 


Anschlagbolzen 


End-stop bolt 


13 


1 


1.067.100.36 


Gummi schlauch 


Rubber hose 


14 


: 1 


1.067.100.06 


Bol zen 


Bolt 


15 


1 


1.067.100.05 


Lagerbol zen 


Support bolt 





B67MK2 



SECTION 5/36 




SPOOLING MOTOR 




AUSBAU 

Von der Ruckseite des Gerates die 4 An- 
schlusse (gb, bl, ba gn) des Wickelmotors 
ausstecken. 

Bremsband entfernen: Zugfeder am 

Bremshebel, 2 Benzingsicherungen, 1 Un- 
terlagscheibe entfernen; das Bremsband 
vorsichtig ausfahren. 
Bremsbandinnenseite nicht berOhren! 



3 Schrauben (3 mm Indus) des Befesti- 
gungsflansches losen und den Wickelmo- 
tor vorsichtig nach vorne wegziehen. 



REMOVAL 

Unplug the spooling motor connections 
(yeL biu, brn, grn). 



Remove the brake band; remove the ten- 
sion spring from the brake lever, 2 circlips, 1 
washer; carefully pull out the brake band. 
Do not touch the inner side of the brake 
band! 



Undo 3 screws (3 mm Allenhead) of the 
spooling motor mounting flange and care- 
fully pull out the motor to the front 



DEMONTAGE 

Defaites les connections du moteur de bo- 
binage (jau, ble, bru, ver). 



Deposez la bande de freinage: enlevez le 
ressott de tension des leviers de freinage, 
les deux circlips et une rondelle; retirez la 
bande de freinage avec soin. 

Ne touchez pas la face interne de cette ban- 
de! 

Devissez 3 vis (3 mm Allen) de la bride de 
fixation du moteur de bobinage ettirez len- 
tement celui-ci vers I'avant. 




24 . 16.1040 




iT[y©[i[M] 



B67IV1IC2 



SECTION 5/38 



SPOOLING MOTOR 



INDEX 


QTY 


ORDER NUMBER 


BEZEICHNUNG 


PART NAME 






0020255.00 


yickelmotor kompO 


Spooling motor conipO 


01 


1 


0 020 256 04 


Aussensicherung geschliffen 


Ci rcl i PsSurface polished 


02 


1 


2406.5080 


Aussensicherung D8 


Retaining ri ngsexternal D8 


03 


2 


41 .99.0105 


Kugellager 


Ball bearing 


04 


2 


2406.4220 


Innensi cherung D22 


Retaining ring^interal D22 


05 


2 


3702.0206 


Tel 1 erfeder 


Spring washer 



























































































































































































































































































B67MK2 



SECTION i/39 



rtrrr:^^ 




AiJSEP-T REMOmt OEI^^tEPlTGE 

Von der Ruckseite cles Cerates die 5 An- Unplug 5 capstan motor connections (2 x Defaites les d rmnneclions du rrioteur dee 

scedussedesTonmcoorstCxitauf dernZalv led on the COUNTER p.c.b.; yel, gry, grn on cabestan (2xrou stir le circuit COUNTER; 

Icrprmt; qb, gr, gn auf dern CAPSTAN rdO- the CAPSTAN MOTOR CC'NTROL p.c.b.) jaungriOvmrsrjr le circuit CAPSTAN MiOTOR 

TOR CONTROL Print) ausstecken. ftom the back of the recorder. COrTFROL) de Farhiere du magnetopFione. 

Von der Ruckseite des Cerates die 4 Undo 4 screws (3 rniTt Allenhead) of the Ddvissez 4 vis (3 mm Allen) cJu rnoteur de 

ScTirauben (3rnrn Inbus) des Tonrnotors capstan motor from the back of the lecor- cabestan de Uanuere du magnetophone, 

losen. dec Deposez soigneusernent le moteur de ca^ 



TfLEGEHIMto/EiSE 

Die Achse daid nur mil einern feuchten Lap- 
pen gereinigt warden. 

Das Reinigungsmrttel clarf nicht der Kap- 
stanachse entlang in das Laget fliesseni 

Der Tonrnotoi ist vcartungsfrei, urn jedodi 
die Lebensdauer zu erhohen, empfehlen 
win das Kapstanlager einmal jahriich zu 
schmieren; 



CARE 

The shaft may only be cleaned will i a dan 
piece of doth. 

Make sure the cleanser does notflow aim 
the capstan shaft into the bearing! 

The capstan motor does not require sen 
cing; but to e,xtend its lifeiirne it is recor 
mended to lubricate the capstan beam 
once a year: 



EisiYiyEllEkl 



Le netioyant ne doit jamais couler le long de 
Faxe dans le palier, 

Le moteur de cabestan n'a pas besoin d'en- 
tretien; pour augmentet sa duree de vie, F 
est recommende de kibrifier son palier une 
fo!3 par annee; 

Appliquez une goutte d'huile, moyennant 
une burette fPDP 65. no. de commande 



BEFESTIGUNGSMATERIAL PJOUNTiWG ACCESSORIES MLAf EREFX DE lifCiNTiTCE 



INDEX 


QTY 


ORDER NUMBER 


BEZEiCHNU^4G 


PART NAME 


01 


4 


2A53.0459 


Schraube M4x18 


Screw H4x18 


02 


4 


24N6.1040 


Sicherungsscheibe 


Lock washer 
















B67IVIK2 



SECTION 5/41 



CAPSTAW MOTOR 



INDEX 


QTY 


ORDER NUMBER 


BEZEJCHWUIMG 


PART NAME 







1.02U310.S0 


Tonmotor 0,25" 9,5/38cm/s 


Capstan motor 0.25" 3.75/15ips 


01 


4 


23.01,1032 


U-Scheibe 


Washer 


02 


4 


24.16,1030 


Sicherungsscheibe 


Lock washer 


03 


4 


21.01.0355 


Schraube M3x8 


Screw M3x8 


04 


1 


1.021,310.11 


Abschi rrnmantel 


Screening shield 
















1.021.320.00 , 


Tonmotor 0,25" 19/76cro/s 


Capstan motor 0.25" 7.5/30ips 


01 


4 


23.01.1032 


U-Scheibe 


Washer 


02 


4 


24.16.1030 


Sicherungsscheibe 


Lock washer 


03 


4 


21.01.0355 


Schraube M3x8 


Screw M3x8 


04 


1 


1.021.310.11 


Abschi rrnmantel 


Screening shield 


to 

ahnvp 


1 


1.021.320.11 


Abschi rrnmantel 


Screening shield 





ITaJEElRi 



B67 MK2 



SECTION 5/45 



CONSOLE 



INDEX 


QTY 


ORDER NUMBER 


BEZEICHIMUNG 


PART NAME 






1.038.450.00 


Konsole B67 kompl . 


Console B67 comp! . 


01 


1 


1.038.420.00 


Konsole geschweisst 


Console welded 


02 


2 


1.038.421,00 


Fuss H = 780 mm 


Leg height = 780 mm 


or 


2 


1.038.423.00 


Fuss H = 840 mm 


Leg height = 840 mm 


or 


2 


1.038.422.00 


Fuss H = 900 mm 


Leg height = 900 mm 


to above 


4 


21.53.0556 


Schraube M6x10 


Screw M6x10 




4 


24.16.1060 


Sicherungsscheibe 


Lock washer 




4 


23.01.1064 


U~Scheibe 


Washer 


03 


1 


1,038.429.00 


Traverse kompl . 


Traverse compl . 


to above 


4 


21.53.0556 


Schraube M6x10 


Screw M6x10 




4 


24,16.1060 


Sicherungsscheibe 


Lock washer 




4 


23.01.1064 


U-Scheibe 


Washer 


04 


1 


1.038.450.01 


Klappe 


Flap 


to above 


2 


21.51.8455 


Schraube M4x8 


Screw M4x8 




2 


24.16.3032 


Wei 1 ensicherung 


Ci rcl i p 


05 


4 


1.038.420.11 


Scharnier 


Hinge 


to above 


8 


21.53.0456 


Schraube M4xl0 


Screw M4x10 




8 


24.16.1040 


Sicherungsschei be 


Lock washer 




8. 


22.01.8040 


Mutter M4 


Nut M4 


06 


1 


1.038.430.03 


RUckwand 


Rear cover 


to above 


2 


21.51.8455 


Schraube M4x8 


Screw M4x8 




2 


24.16.3032 


Wei lensicherung 


Cl rcl ip 


07 


1 


1,038.430.04 


Abdeckung hinten 


Rear top cover 


to above 


3 


21.51.8455 


Schraube M4x8 


Screw M4x8 




3 


24,16.1040 


Sicherungsscheibe 


Lock washer 


08 


2 


1.038.430.05 


Abdeckblende Panel 


Cover plate, panel 


to above 


2 


21.51.8455 


Schraube M4x8 


Screw M4x8 




2 


24.16.1040 


Sicherungsscheibe 


Lock washer 


09 


1 


1.038.450.07 


B1 indabdeckung 


Dummy cover 


10 


2 


1.038.450.06 


Eckleiste 


Edge batten 


to above 


4 


21.51.2354 


Schraube M3x6 


Screw M3x6 


11 


2 


1.038.450.04 


Sei tenblende 


Lateral mask 


to above 


6 


21.51.2455 


Schraube M4x8 


Screw M4x8 




6 


21.99.0154 


Spez. U-Scheibe 


Spec. Washer 





B67 MK2 



SECTION 5/48 



;Ty[G)[E[Mj 



PANEL CONSTRUCTION 



INDEX QTY 







1.038.480.00 


Panelaufbau 


Panel construction 


01 


1 


1.038.189.03 


Zierleiste links 


Vignette (left) 


02 


1 


1.038.189.04 


Zierleiste rechts 


Vignette (rigth) 


03 


1 


1.038,480.03 


Zierleiste lang 


Vignette (long) 


04 


1 


1.038.480.04 


Zierleiste mitte 


Vignette (center) 


05 


1 


1.080.480.06 


Anschlag links 


Stop (left) 


06 


2 


1.038.480.10 


StUtze 


Bracket 


07 


1 


1.038.480.12 


Anschlag rechts 


Stop (rigth) 


08 


1 


1.038.480.13 


Steg 


Strap 


09 


2 


35.03.0120 


Sockel zu Befestigungsriemen 


Socle of mounting belt 


10 


2 


21.01.0353 


Schraube M3x5 


Screw M3x5 


11 


2 


24 . 16.1030 


Sicherungsscheibe 


Lock washer 


12 


2 


22.01.8040 


Mutter M4 


Nut M4 


13 


2 


23.01.1043 


U-Scheibe 


Washer 


14 


21 


21.51.8455 


Schraube M4x8 


Screw M4x8 


15 


21 


24.16.1040 


Sicherungsscheibe 


Lock washer 


16 


1 


1 . 038 . 480.02 


RUckwand 


Rear cover 
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SECTION 5/51 



PANEL VERSIONS 



r 

B67-K-1-PVUMK2 



\ \ 1 1 / / / 



® ® 









B67MK2 



SECTION 5/52 








^¥y©[l^ R^OX 



B67 MK2 



SECTION 5/54 



PART NAME 


Front panel compl . 


Front panel compl . 


Front mask, printed 


Front panel compl . 


Front mask, printed 


Front panel compl . 


Front mask, printed 


VU-meter panel , mono 


Front mask, printed 


VU-meter panel , 2CH 


Front mask, printed 


VU-meter panel , 2CH 


Front mask, printed 


VU-meter panel, mono (pilot) 


Front mask, printed 


VU-meter panel 2CH (sync) 


Front mask, printed 


VU-meter 


Cover to VU-meter 


Adjusting ring 


Level control 


Cover 


"UNCAL" button 


Headphone socket 


Case 


"READY" LED 


Push button p. c. board 


Push button set (only) 


"REC" LED 


"SYNC" dummy button 


Channel selector p. c. board 


Mono-stereo switch 


Mono-stereo switch 


Monitor panel compl. 


Front mask, printed 


-O 

O 


Knob cover 


Adjusting ring 


Toggte switch 


Push button set 


Speaker 15 ohms, 2W 


"LEVEL" LED 


"EXTERN/MAINS" switch 


"ON/OFF" switch 


"COUNT" LED 


"LOCK" LED 


<u 

QJ 

EE 

QJ 

QJ 

Cl 

C71 

O 


Follow-up control voltage meter 


Potentiometer 


Knob 


Nut cover 


Knob cover 


BEZEICHNUNG 


Frontplatte kompl . 


Frontplatte kompl. 


Front-Blende beschriftet 


Frontplatte kompl. 


Front-Blende beschriftet 


Frontplatte kompl. 


Front-Blende beschriftet 


VU-Meter Panel , mono 


Front-Blende beschriftet 


in 

o 

c 

rO 

i- 

O) 

CD 

s: 


Front-Blende beschriftet 


VU-Meter Panel , 2CH 


Front-Blende beschriftet 


VU-Meter Panel, Mono (Pilot) 


Front-Blende beschriftet 


VU-Meter Panel 2CH (SYNC) 


Front-Blende beschriftet 


VU-Meter 


Vu-Meter Abdeckung 


Stellscheibe 


Pegelregler 


Deckel 


Taste "UNCAL" 


Kopfhbrer-Anschluss 


Gehause 


LED "READY" 


Tastenprint kompl . 


Tastensatz (separat) 


o 

Cd 

s 


Bl indabdeckung "SYNC" 


Spurwahl print kompl. 


Mono-Stereo-Schal ter 


Mono-Stereo-Schal ter 


Monitorpanel kompl . 


Front-Blende beschriftet 


Drehknopf 


Abschlussdeckel 


Stellscheibe 


Kippschalter 


Anzeigetastensatz 


Lautsprecher 15 Ohm, 2W 


LED "LEVEL" 


Schalter "EXTERN/MAINS" 


Schalter "EIN/AUS" 


LED "COUNT" 


LED "LOCK" 


c: 

QJ 

E= 

13 

S.- 

Cl 

"qj 

C7) 

QJ 

Cl 

C3 

C3 


Nachsteuerspannungs-Instrument 


Potentiometer 


Drehknopf 


Mutterabdeckung 


Abschlussdeckel 


ORDER NUMBER 


1,167.610.00 


1.167.600.81 


1.167.600.01 


1.167.607.00 


1.167.606.01 


1.167.608.00 


1.167.603.01 


1.167.611.81 


i. 167. 601. 03 


1.167.612.81 


1.167.602.13 


1.167.617.81 


1.167.617.03 


1.167.618.81 


1.167.618.02 


1.167.614.00 


1.167.602.13 


89.01.0368 


10.302.001.04 


1.067.662.06 


42.01.0150 


42.01.0151 


55.03.0150 


54.24.0102 


1.167.602.16 


50.04.2113 


1.167.743.00 


1.167.743.01 


50.04.2111 


1.167.602.08 


1.167.744.00 


1.167.755.00 


55.01.0105 


1.081.900.81 


10*006* 180*1 


42.01.0153 


42.01.0154 


42.01.0155 


55.01.0153 


55.03.0160 


00 

CD 


50.04.2112 


55.01.0110 


55.01.0104 


50.04.2111 


50.04.2113 


1.080.910.15 


OD 

O 


00 

00 


42.01.0109 


42.01.0133 


42.01.0113 


Q 

Z 
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GLUHLAMPEN 



BULBS 



AMPOULES 



Die in den Laufwerk-Bedientasten und in 
den VU-Metern eingebauten Gluhlampen 
konnen nach langerer Betriebszeit ausfal- 
len. Nachstehend wird das Auswechsein 
dieser Lampen beschrieben. 

Lay^erktasten 

Mil einer Spezialzange {Bestellnummer 
89.01.0253) werden die Langsseiten der 
Tastenabdeckung so zusammengedruckt 
[1], dassdie beiden Haltenasengelost wer- 
den [2], Nun kann die Abdeckung wegge- 
zogen werden. 

Nach dem Auswechsein der Gluhlampe 
(Best.-Nr. 51.02.0146: 30V/40mA) wird 
die Abdeckung auf die Taste gepresst bis 
die Haltenasen einrasten [3]. 



The bulbs which are built-in into the tape 
transport push buttons and into the VU-me- 
ters may blow after prolonged operating ti- 
me. This paragraph describes howto chan- 
ge blown bulbs. 

Tape transport buttons 

By means of a special plier (order no. 
89.01 .0253) apply a lateral force to the si- 
des of the button cover [1 ] until the restraint 
noses move away [2], Pull away the cover 
and change the blown bulb (order no 
51.02.0146: 30 V /40 mA). To replace the 
cover, press it onto the button until the no- 
ses are locked [3]. 



Les ampoules montees dans les boutons 
poussoirs du transport de bande etdans les 
VU-metres peuvent devenir defectueuses 
apres un usage prolonge. Ce paragraphe 
decrit le remplacement de ces ampoules. 

Boutons dy transport de bande 

Grace a une pince speciale (no. de com- 
mande 89.01.0253), appliquez uneforcela- 
terale sur les cotes du cache [1] du bouton 
jusqu'a ce que les autres cotes s'incurvent 
vers I'exterieur [2]. Retirez alors le cache et 
changez I'ampoule defectueuse (no. de 
commande 51.02.0146: 30V/40mA). 
Pour replacer le cache, appuyer dessus jus- 
qu'a ce qu1l s'encliquete [3]. 




¥U “Meter 

Um dieGluhlampen in den VU-Metern aus- 
wechsein zu konnen, muss das Panel geoff- 
net und nach vorne geklappt werden. 
Durch Losen der 2 Befestigungsschrauben 
die ruckseitige Aluminium-Abdeckung des 
Panels entfernen. 

Die GlOhlampen (Best-Nr. 51.02.0140; 
24 V / 30 mA) befinden sich auf dem ILLU- 
MINATION Print 1.067.741 und sind nach 
dem Losen der 2 Print-Befestigungsschrau- 
ben zuganglich. 



¥U -meter 

To change blown VU-meter bulbs, open the 
VU-meter panel. Undo 2 screws and remo- 
ve the panels aluminium back cover. 

The bulbs (order no 51.02.0140; 24V/ 
30 mA) are located on the ILLUMINATION 
p.c. board 1.067.741 and can be changed 
after undoing two screws. 



¥U-inMre 

Pour changer une ampoule ddfecteuse 
d'un VU-metre, ouvrez le panneau des VU- 
metres. Defaites 2 vis et deposez le pan- 
neau arriere en aluminium. 

Les ampoules sont situees sur le circuit 
imprime ILLUMINATION 1.067.741 et peu- 
vent etre charigees (no, de commande 
51.02.0140; 24V /30 mA) apres avoir de- 
visse 2 vis de fixation du circuit imprime. 
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5.2 

MECHANISCHE EINSTELLUNGEN 



5.2.1 

Bandbremsen 

Unzulanglich gewartete Oder unsachge- 
mass eingestellte Bandbremsen kdnnen 
Grund fur einen "Bandsalat" Oder Bandriss 
sein, Es ist regelmassig zu prOfen, ob die 
Bremsung gleichmassig erfoigt und sich, 
auch bei extremen Durchmesserunter- 
schieden der Bandwickel, keine Schlauten 
bilden . Bremsbander mOssen auf Abnut- 
zung und Verschmutzung gepruft werden. 



¥orbereitung 

Laufwerkabdeckung entfernen (siehe 
Kap.4.2.2). 

Bremsbander und Bremsbelage mOssen 
absolut sauber und fettfrei sein. 
Verschmutzte Bremsbander und Bremsbe- 
lage konnen mit Spiritus gereinigt werden. 
Es ist darauf zu achten, dass sie nach dem 
Reinigen nicht mehr berOhrt werden. 



Die BremsbanderdOrfen keine Knickstellen 
aufweisen und mOssen auf ihrer ganzen 
Breite auf dem Bremsbelag aufliegen. 

Um eine optimale Bremswirkung zu erzieh- 
len, mOssen die Bremsen einlaufen. Dies ist 
vor allem wichtig, wenn entweder Brems- 
band Oder Bremstrommel ersetzt oder die- 
se Teile mit Spiritus gereinigt worden sind. 
Zu diesem Zweck muss auf Wiedergabe 
geschaltetwerden. Die Bremsen dOrfen da- 
bei nicht gelost werden (Stecker am 
Bremschassis ausziehen). Dieser Vorgang 
dart nicht zulange ausgefOhrt werden! 



Grundeinstellung des Bremschassis 

Das Bremschassis [1] 1.167.865 so ver- 
schieben, dass der Abstand zwischen den 
beiden Bremshebein [2] und dem Abhebe- 
bolzen [3] ca. 1 mm betragt. Mit den 3 
Inbusschrauben (Schlussel 2,5 mm) [4] fi- 
xieren. Es ist darauf zu achten, dass das 
Bremschassis parallel verschoben wird. 



5.2 

MECHANICAL SETTINGS 



5.2.1 

Brake alignment 

Inadequately maintained or inappropriate- 
ly adjusted tape brakes often cause tape 
spillage oreventape break. Check regularly 
that the braking is even and try spooling 
from big tape reel to a smaller one in each 
direction to make sure that the transport 
stops evenly and without generating tape 
loops. Brake bands and brake linings 
should be checked for wear and contami- 
nation. 

Preparations 

Remove tape transport cover (see section 
4.2.2). 

Brake bands and self-adhesive linings must 
be absolutely clean and free of grease. 
Dirty brake bands and linings can be clea- 
ned with methylated spirits. Do not touch 
the surfaces after they have been cleaned. 



The brake bands must be free of kinks and 
should cover the full width of the brake li- 
ning. 

The brakes require a run-in period before 
delivering optimum braking action. This is 
especially the case after the brake band or 
brake drum has been replaced or after the- 
se parts have been cleaned with methyla- 
ted spirits. 

For this purpose, set the recorder to the 
PLAY positionwithoutliftingthe brakes (pull 
out the plug on the brake chassis). Howe- 
ver. this setting should not be kept excessi- 
vely long! 



Initial adjustment of the brake chassis 

Shift the brake chassis [1] 1.167,865 in 
such a manner that the distance between 
the two brake levers [2] and the lifting pin 
[3] measures approx. 1 mm. Secure with 
the 3 Ailenhead screws [4] (key size 
2,5 mm). Make sure the brake chassis is 
shifted in parallel. 



5.2 

Rl 



5.2.1 

Freins de bande 

Des freins de bande mal entretenus ou in- 
correctement regies causentdes (salades) 
de bande et memes des dechirures. II faut 
verifier rdgulierement la qualite dufreinage; 
meme dans les cas decarts extremes entre 
les diametres bobines, il ne doit pas se pro- 
duire de boucle de bande. Les bandes de 
freinage et les revetements ne doivent etre 
ni deteriores ni sales. 



Priparatifs 

Deposez le cache du transport de bande 
(voir section 4.2.2). 

Les bandes et revetements de freinage doi- 
vent etre absolument propres et exempts 
de graisse. 

Les bandes et revetements sales peuvent 
etre nettoyes avec des solutions methylbes. 
Ne touchez pas ces surfaces aprbs les avoir 
nettoybes. 

Les bandes de freinage ne doivent pas 
comporter de pliures et doivent couvrirtou- 
te la surface revetue du tambour de frein. 

Les freins necessitent une periode 
d'bchauffement pour acquerir leur efficaci- 
te optimale. Ceci estd'une importance par- 
ticulibre si une des pieces precedemment 
citee a ete remplacee ou nettoyee avec une 
solution methylee. 

Dans ce but mettez le magnetophone en 
position PLAY sans relacher les freins (enle- 
ver le connecteur du chassis des freins). 
Cette etape ne doit cependant pas se pour- 
suivre trop longtemps! 

Pour regler la force de freinage, les ressorts 
peuvent etre accrochbs en trois points dif- 
ferents chacun. Voirfig. 5.2.1 (ressort[A] en 
position maximum, ressorts [B] en position 
moyenne). 

La faute (trop faible freinage) est souvent 
provoquee par le tambour. 

Pr^riglage du chassis des freins 

Deplacez le chassis [1] 1.167.865 de telle fa- 
con que la distance entre les deux leviers de 
frein [2] et I'entretoise de levage [3] soit 
d'environ 1 mm. Fixer avec les 3 vis Allen 
(cle 2,5 mm) etassurez-vousque le chassis 
soit bien parallele. 



Fur das Einstellen der Bremsverzogerung 
konnen die Federn an je drei verschiedenen 
Positionen eingehangt werden. Siehe Fig. 

5.2.1 (Federn [A] in Maximalstellung, Fe- 
dern [B] in Mittelstellung). 

Oft liegt jedoch der Fehler (zu schwache 
Bremsung) bei der Bremstrommel. 



To adjustthe braking action, the springs can 
be hooked up at three positions each. See 
fig. 5.2.1 (springs [A] in maximum position, 
springs [B] in mid-position). 

However, faulty brake drums often cause 
insufficient braking action. 
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Fig. 5.2.1 



Kontrollieren, ob beide Bremssysteme 
durch die Abhebebolzen gleichzeitig gel5st 
werden. Wenn dies nicht der Fall ist muss 
kontrolliert werden, ob die Wickelmotoren 
richtig positioniertsind. Fallstrotzdem noch 
kleine Differenzen auftreten, kann durch 
leichtesBiegenderFlebel [2] ko r rig iert wer- 
den. 

Einstellen des EDIT-Wagneten 

Fur die Einstellung des EDIT-Magneten [5] 
muss diesererregt werden (Neteanschlies- 
sen und Taste POWER drucken). 

Die beiden Befestigungsschrauben [6] (In- 
bus 2,5 mm) des Magneten [5] I5sen und 
diesen verschieben, bis zwischen dem Ab- 
hebebolzen [7] und dem Bremshebel [8] 
ein Abstand von ca. 2 mm bestehl 
Die beiden Befestigungsschrauben [6] wie- 
der festziehen. 

Einstellen des Bremsmagneten 
FOr die Einstellung des Bremsmagneten 
muss die Taste PLAY dauernd gedrOckt 
werden (Bremsen geldst). 

Die beiden Befestigungsschrauben [10] 
(Inbus 2,5 mm) des Bremsmagneten [9] 15- 
sen und diesen so verschieben, dass sich 
das Ende des Hebels [2] zwischen Ruhe- 
stellung und geloster Bremse 2 ... 3 mm be- 
wegt Die beiden Befestigungsschrauben 
[10] wieder festziehen. 

.|m gelosten Zustand der Bremssyste- 
me mOssen die Wickelmotore frei drehen. 



Das richtige Funktionieren der Bremsen 
kann durch kurzes Vor- und ZurOckdrehen 
der Wickeltellerkontrolliert werden (POW- 
ER aus). 



Check whether both brake systems are lift- 
ed simultaneously by the lifting pins [3]. 
Should this not be the case, check if both 
spooling motors are correctly positioned. 
But if small differencies remain, correct by 
slightly bending the levers [2]. 



Adjusting the EDIT magnet 

To adjust the EDIT magnet [5], it must be 
energized (connect power cord and de- 
press the push button POWER). 

Loosen both fastening screws [6] (2.5 mm 
Allenhead) of the EDIT magnet [5] and shift 
the magnet until the distance between lift- 
ing pin [7] and brake lever [8] measures ap- 
prox. 2 mm. 

Retighten both fastening screws [6]. 



Adjusting the brake inagnet 
Before adjusting the brake magnet [9], de- 
press the PLAY push button continuously 
(brakes lifted). 

Loosen both fastening screws [10] (Allen- 
head 2.5 mm) of the brake magnet [9] and 
shift the magnet to such a position, that a 
travel distance of 2. .,3 mm is obtained bet- 
ween the neutral position of brake lever [2] 
and the eased position of the brake. 
Retighten the two fastening screws [1 0] of 
the brake magnet [9]. 

When the brakes are in ineir eased position, 
the spooling motors must rotate freely. 

The correct functioning of the brakes can 
be checked by briefly winding the reel sup- 
ports forward and backward (POWER off). 



Vdrifiez que les deux systemes de freinage 
soient activds simultandment par les entre- 
toises de levage [3]. Si ce nest pas le cas, 
regardez si les deux moteurs de bobinage 
sont bien positionnes. Si des petites diffe- 
rences persistent, corrigez-les en incurvant 
legdrement les leviers [2]. 



Riglage de faimant 

Laimant EDIT doit etre alimente pour etre 
rdgid (connectez Tappareil au secteureten- 
clenchez-le). 

Ddvissez les deux vis de fixation . [6] 
(2,5 mm Allen) de I'aimant EDIT et depla- 
cez I'aimantjusqu'd ce que la distance entre 
les entretoises de levage [7] et les leviers de 
frein [8] soil d'environ 2 mm. 
Revisseretserrer les deuxvisde fixation [6]. 



R6glage de faimant de freinage 

Pour rdgler I'aimant de freinage [9], il faut 
que la touche PLAY soit continuellement 
enclenchee (freins leves). 

Devissez les deux vis [10] (2,5 mm Allen) de 
fixation de I'aimant de freinage [9] etddpla- 
cez celui-ci de facon d ce que I'extrdmite du 
levier [2] puisse se deplacer d'environ 2 ... 
3 mm entre les deux positions de repos et 
relache des freins. Resserrer les deux vis de 
fixation [10]. 

Lorsque les freins sont relaches, les mo- 
teurs de bobinage doivent pouvoir tourner 
librement. 

Le fonctionnement correct des freins peut 
etre v6rifi6 en faisant tourner les supports 
de bobines dans les deux sens (POWER 
off). 
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Wessung der Bremsmomente 

Zur Messung der Bremsmomente muss 
zuerst das Gerat ausgeschaltet werden. 
Leerspule mit einem Kerndurchmesser von 
ca.100 mm mitca. 2 bis3 m Band inAbwik- 
kelrichtung [C] auflegen. 

Federwaage (0 ... 5N bzw. 0 ... 500 p) am 
Bandanfang einhangen und zur Messung 
kontinuierlich vorziehen (Pfeilrichtung). 
Das Bremsmoment muss 2,6 ... 3,2 N (260 
... 320 p) betragen. 

Der Bremsmoment-Unterschied zwischen 
linker und rechter Seite darf max. 0,5 N 
(50 p) betragen. 



Measuring the brake moment 

To measure the brake moment, the mains 
power must be switched off at first 
Mountan empty reel (hub diameterapprox. 
100 mm) with a tape section of 2 ... 3 m in 
supply direction [CJ. 

Hook a spring balance (0 ... 5N resp. 0 ... 
500 p) to the leading tape end and pull stea-- 
dily to measure the tension . The brake ten- 
sion should reach approx. 2.6 ... 3.2 N (260 
... 320p). 

The difference in brake moment between 
the left-hand and right-hand side must not 
exceed 0.5 N (50 p). 




Leerspule in Aufwickelrichtung [D] aufle- 
gen. 

Das Bremsmoment in der Aufwickelrich- 
tung muss 0,8 ... 1,1 N (80 ... 110 p) betragen. 



Zur Messung des EDIT-Bremsmomentes 
muss das Gerat wieder eingeschaltet wer- 
den. (STOP-Taste leuchtet auf). 

Das EDIT-Bremsmoment muss in der Ab- 
wickel- [E] und Aufwickelrichtung [F] 0,8 ... 
1,1 N (80 ... 110 p) betragen. 



Mount empty reel in take up direction. 

In the take up direction [D], the brake mo- 
ment should measure 0.8 ... TIN (80 ... 
1l0p). 



To measure the EDIT brake moment the 
mains power must be switched on again 
(STOP push button illuminated). 

The EDIT brake moment should measure 
0.8 ... 1.1 N (80 ... 110 p) in the rewind [E] as 
well as the take up [F] direction. 



[F] [F] 




Mesyre du moment de freinage 
Pour mesurer le moment de freinage, il faut 
d'abord deconnecter I'appareil du secteur. 
Montez une bobine vide (diametre du no- 
yau env. 100 mm) avec 2 a 3 m de bande en 
position de ddroulement [C]. 

Accrochez un dynamometre (0 ... 5 N resp. 
0... 500 p) au debut de la bande ettirezcon- 
tinuellement dans la direction de la fleche 
pour pouvoir mesurer. Le moment de frei- 
nage doit etre d'environ 2,6 ... 3,2 N (260 ... 
320 p). 

La difference entre les moments de freina- 
ge ^ droite et d gauche ne doit pas exceder 
0,5 N (50 p). 



Montez une bobine vide en position embo- 
binage [D]. 

Le moment de freinage doit etre compris 
entre 0,8 et1,1 N (80et110p) au embobina- 
ge. 

Pour mesurer le moment de freinage 
d'EDIT, I'appareil doit etre mis sous tension 
(bouton STOP allume). 

Le moment de freinage d'EDIT dans les po- 
sitions deroulement [E] et embobinage [F], 
doit etre de 0,8 ... 1,1 N (80 ... 110 p). 



Fig. 5.2.3 
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Falls die verlangten Bremsmomente nicht 
erreichtwerden, kann mitderi Bremsfedern 
ein wenig korrigiert werden (POWER aus-^ 
Federn [A] und [B], POWER ein Federn 
[A], Bei zu grosser Abweichung ist das ge- 
samte Bremssystem zu kontrollieren. 



B.2.2 

Andruckaggregat 

Der Andruckarm wird durch einen Elektro- 
magneten betatigt. Fine eingebaute Feder 
bestimmt die Andruckkraft. 



If the foregoing brake moments cannot be 
allained, minor adjustments are possible 
with the brake springs (POWER off ^ 
springs [A] and [B], POWER on springs 
[A] only). However, with substantial devia- 
tion, the complete brake system should be 
checked. 

i.2 2 

Pressure roller assembly 

The pressure roller arm is moved by a sole- 
noid. A built-in spring determines the pres- 
sure force. 



¥orbereitung 

Kopftrager ausbauen. Abschirmbleche [A] 
und [B] entfernen (2 2,5 mm Inbus- [C] und 
2 Schlitzschrauben [D] losen). 



Preparations 

Detach the head block assembly. Remove 
screening sheet metals [A] and [B] (undo 2 
2,5 mm Allenhead [C] and 2 slotted-head 
screws [D]). 






F 



Einstellung 

Gerateinschalten (POWER) und PLAY-Taste 
dauernd drucken. 

Die zwei Befestigungsschrauben (Sechs- 
kant, 7 mm SchlOsselweite) des Andruck- 
magneten Ibsen und diesen so weit ver- 
schieben, dass zwischen Achse und Anker- 
bOgel ein Luftspalt von 0,5. ..0,8 mm ent- 
steht. 

Andruckmagnet in dieser Lage wieder fi- 
xieren. 



Adjustments 

Switch on the recorder (POWER and de- 
press the PLAY push button continuously. 
Loosen the two fastening screws (hexag- 
onal with 7 mm opening) of the pressure 
roller solenoid and move ituntil anairgap of 
0.5. ..0.8 mm (0.02. ..0.03 in.) exists bet- 
ween the shaft and the clevis of the plunger. 

Fix the solenoid in this position. 




Si les moments de freinage nominaux ne 
peuvent pas etre atteints, des reglages rni- 
nimes sont possibles grace aux ressorts de 
freinage (POWER off ressorts [A] et [B], 
POWER on -^ressorts [A] seulement).Si les 
ecarts sont trop importants, il y a lieu de 
verifiei toutlesystemede freinage. 

5A.2 

Bloc du gaiet presseur 

Le galet presseur est mu par un electroai- 
mant. Un ressort integre determine la force 
d'appui. 

Pr^paratifs 

Demontez le bloc porteur des tetes. Depo- 
sez la plaques de blindage [A] et [B] (devis- 
sez deux vis Allen 2,5 mm [C] et deux vis a 
tete fraisee [D]). 



Riglages 

Mettez le magndtophone soustension (PO- 
WER) et appuyez continuellement sur la 
touche PLAY. Devissez les deux vis de fixa- 
tion (hexagonales, clef de 7 mm) du elec- 
troaimant du galet presseur et ddplacez-le 
jusqu'a ce qu'un jeu de 0,5 ... 0,8 mm appa- 
raisse entre I'axe et I'cBuil du serrage. 

Fixez I'aimant dans cette position. 



Fig. 5.2.5 
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Messen der Andrucickraft 

PLAY-Taste dauernd drucken. Den An- 
druckrollen-Deckel losschrauben, an der 
Achse einen Nylonfaden befestigen und 
mit einer Federwaage in Pfeilrichtung zie~ 
hen bis die Andruckrolle von der Tonwelle 
abhebt. 

Die FedeiiA/aage muss 8 ... ION (0,8 ... 1 kp) 
anzeigen. 



Measyring the pressure force. 

Depress the PLAY pushbutton continuous- 
ly.Unscrew the pressure roller cap. Tie a ny- 
lon thread to the pressure roller shaft and 
pull with a spring balance in the direction of 
the arrow until the pressure roller lifts from 
the capstan spindle. 

The spring balance should read 8 ... ION 
(0.8 ...Ikp). 




Kontrolle 

Andruckrolle von Hand an die Tonwelle 
drucken und die PLAY-Taste dauernd betati- 
gen. Der Luftspalt zwischen Achse und An- 
kerbugel (Fig. 5.2.5) muss eine Grosse von 
0,5. ..0,8 mm aufweisen. 

Den Andruckarm leicht von der Tonwelle 
wegziehen; dabei darf sich der Magnet- 
anker nicht bewegen. 



5.2.3 

Baiidabliebyiig 

Wahrend dem Umspulen werden die bei- 
den Bandabhebebolzen durch den Band- 
abhebemagneten so bewegt dass das 
Tonband von derTonkopfoberflache abge- 
hoben wird, 

¥orbereityng 

Laufwerkabdeckung entfernen (siehe Kap. 
4.2.2), Kopftrager wieder befestigen und 
Tonband auflegen. 



Check 

Pull the pressure roller by hand onto the 
capstan spindle and depress the PLAY push 
button continuously. Check the air gap bet- 
ween the shaft and the clevis (fig. 5.2.5): it 
must show the previously adjusted value of 
0.5. -.0.8 mm. Then pull the pressure arm 
lightly away from the capstan spindle. The 
armature must not move during this test. 



5.2.3 
Tape lift 

During spooling mode the two tape lift pins 
are activated by the tape lift solenoid and 
cause the tape to be lifted from the head 
faces. 



Preparatiop® 

Remove tape transport cover (see section 
4.2,2), replace the head block assembly 
and thread a tape. 



Wesure de la force d'appui 

Appuyez continuellement sur la Louche 
PLAY. Demontez le couverde du galet pres- 
seur, accrochez un fil de nylon d son axe et 
tirez avec un dynamometre dans la direc- 
Lion de la fleche jusqu¥ ce que le galet pres- 
seur quitte I'axe de cabestan. 

Le dynamometre doit indiquer 8 ... 10 N (0,8 
...Ikp), 



Controie 

Poussezle galet presseurcontre I'axe de ca- 
bestan a la main, la touche PLAY etant con- 
tinuellement enfoncbe. Controlez le jeu en- 
tre I'axe et I'cBuil de serrage (fig. 5.2.5): il 
doit avoir la valeur precedemment etablie 
de 0,5 ... 0,8mm. Retirer ensuite legere- 
ment le bras presseur du cabestan. 
Larmature ne doit pas bouger pendant ce 
test. 



5.2.3 

Ecarteur de bande 

Pendant les fonctions de bobinage, les 
deuxecarteursde bande sontactivesparle 
e I e c t r 0 - a I m a n t e c a rt e u r d e b a n d e . i I s e m p e - 
Ghent la bande d'entrer en contact avec les 
tetes. 

Pr^paratifs 

Deposez le cache du transport de bande 
(voirsection 4.2.2), replacezle bloc porteur 
des tetes etmontez Line bande magnetique. 
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Einstellung des Bandabhebemagne- 
ten 

Gerat einschalten (POWER) und eine der 
Umspultasten<oder>drucken. Die 2 Be- 
festigungsschrauben (2,5 mm-Inbus) des 
Bandabhebemagneten losen und den Ma- 
gneten so verschieben, dass das Band an 
der Zwischenberuhigungsrolle ca. 1 mm 
abgehoben wird. Dabei muss das Band 
vom Wiedergabe- und Aufnahmekopf ab- 
gehoben sein und darf an der geschlosse- 
nen Kopfabschirmung nicht streifen. 



Adjusting the tape lift solenoid 

Switch on the recorder and depress one of 
the spooling push buttons < or >. Loosen 
the 2 3 mm Allenhead screws of the tape lift 
solenoid and move it until the tape is lifted 
approx. 1 mm from the anti-scrape flutter 
roller. The tape must be lifted from the re- 
produce and record heads and must not 
brush against the closed head shield. 




Riglage du 6lectro-aimant 6carteur 
de band© 

Mettez I'appareil sous tension et appuyez 
sur I'un des boutons de bobinage < ou >. 
Devissez les deux vis de fixation (2,5 mm 
Allen) du electro-aimantetdeplacez ce der- 
nier jusqu'aceque la bandesoitaenv.1 mm 
du rouleau de repos central. La bande doit 
etre alors ecartee des tetes d'enregistre- 
ment et de lecture et ne pas frotter sur le vo- 
let de blindage referme. 



Fig. 5.2.8 






^TPO 
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5.2.4 5.Z4 5.2.4 

Bandzugwaagen Tape tension sensors Capteyrs de tension de band© 

1.167.801 und 1.167.802 1.167,801 and 1.167.802 1.167.801 et 1.167.802 

Mechanische Grundeinstellung der Band- Basic mechanical adjustments of the tape Reglages mecaniques de base des cap- 
zugwaagen tension sensors. teurs de tension de bande. 

Hinweis Note Note 

Die lllustrationenbeziehensichaufdielinke The drawings referto the left-hand tape ten- Les dessins se rapportent au capteur de 

Bandzugwaage 1 .1 67.802. sion sensor 1 .1 67.802. tension de bande gauche 1.167.802. 




Fig. 5.2.9 



Die Zugfeder 1.010.032-37 muss vorein- 
gestellt werden; 

Die Randelmutter [A] 1.067.670-03 ist so 
einzustellen, dass der Gewindestift [B] 
1.067.670-02 um ca. 4.. .5 mm hinter der 
Randelmutter vorsteht. Die Randelmutter 
[A] und die Mutter M3 [C] 22.01 .8030 sind 
in dieser Position leichtfestzuziehen. 




Fig. 5.2.10 



Preadjust the tension spring 1 .01 0.032-37: 
The knurled knob [A] 1.067.670-03 must 
be adjusted in such a manner that the 
threaded stud [B] 1 .067.670-02 protrudes 
approximately 4... 5 mm behind the knurled 
knob [A], Lightly tighten nut M3 [C] 
22.01 .8030 in this position. 



Prereglez le ressort de tension 1.010.032- 
37: lAcrou molete [A] 1.067.670-03 doit 

etre ajuste de facon d ce que la tige filetde 
[B] 1.067.670-02 dbpasse I'dcrou moletb 
de4a 5 mm.Serrezlegerementrdcroumo- 
letb [A] et lecrou M3 [C] 22.01.8030 dans 
cette position. 



4. . ,5mm 
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Es muss darauf geachtet warden, dass die 
Bandzugwaage einwandfrei in ihre End- 
stellung zurOckgleitet Die Senkschraube 
M2, 5x5 mm derZahnscheibe [H] darf nicht 
am Gummischlauch des Hebelarm-End- 
anschlages anstehen! 

Der Mikroschalter [D] 55.01.0131 ist mit- 
teis der beiden Inbusschrauben [E] 
(SteckschlOssel 2,5 mm) so einzustellen, 
dass er vor dem Endanschlag des Hebeb 
arms schaltet Fur diese Einstellung keines- 
falls die Schaltfahne [F] des Mikroschalters 
verbiegen! 

In Ruhestellung der Bandzugwaage muss 
das Zahnsegment [G] 1 . 1 67.801 -06 so jus- 
tiert werden, dass die Zahne sauber und 
parallel In die Verzahnung derZahnscheibe 
[H] 1.167.801-01 eingreifen,ohne dass die 
Zahnscheibe angehoben wird. 



Der Blechlappen [J] der Grundplatte muss 
so abgebogen weden, dass der Abstand 
zwischen den Zahnspitzen des Zahnseg- 
mentes [G] und der Zahnscheibe [H] ca. 
1 mm betragt. 

Die Zahne durfen stch im ganzen Drehbe- 
reich der Bandzugwaage nicht berOhren! 



Make sure the tape tension sensor returns 
smoothly to its stop position. The counter- 
sunk screw M2.5x5mm of the toothed 
disk [H] may not touch the rubber hose of 
the travel stop of the lever arm! 



Adjust microswitch [D] 55.01.0131 with 
the two Allenhead screws [E] (key size 

2.5 mm) in such a manner that it switches 
before the lever arm reaches the travel stop. 
Do not bend the switching lug [F] of the mi- 
croswitch to make this adjustment! 



When the tape tension sensor is in its rest 
position, the toothed segment [G] 
1 .1 67.801 ”06 must be adjusted in such a 
way thatthe teeth mesh properly and paral- 
lel with the serration of the toothed disk [H] 
1 .1 67.801 -01 : the toothed disk must not be 
moved upwards. 

The sheet metal flap [J] of the base plate 
must be bent in such a way thatthe distance 
between the tooth tips of the toothed seg- 
ment [G] and the toothed disk [H] measures 
approximately 1 mm. 

The teeth may not touch each other 
throughout the entire rotating range of the 
tape tension sensor! 



Vbrifiez que le capteur de tension de bande 
retourne doucement h sa position finale. La 
vis M 2,5x5 mm du disque dente [H] ne 
doit pas toucher la gaine en caoutchouc de 
la but6e du bras. 



Ajustez le microswitch [D] 55.01.0131 avec 
les deux vis [E] Allen (cl6 de 2.5 mm) de tel- 
le facon qu1l commute avant que le bras 
n'atteignesa but6e.Ne jamais courber la la- 
me [F] du switch pour r6aliser ce riglage! 



Lorsque le capteur de tension de bande est 
^ sa position de repos, le segment dentb [G] 

1.167.801- 06 doit §tre ajustb de facon ^ ce 
que ses dents et ceux du disque [H] 

1.167.801- 01 soient bien parallbles et vien- 
nent en appui sans soulever le disque den- 
te. 

Le volet en tole [J] de la plaque de base doit 
etre plib de telle facon que la distance entre 
le disque fH] et le segment [G] dentes soit 
de 1 mm environ. 

Les dents ne doivent pas se toucher lorsque 
le capteur de tension de bande dbcrit son 
domaine de rotation. 



Der Haltemagnet [K] 1 .01 4.827 ist mit den 
beiden Inbusschrauben [L] (SteckschlOssel 

2,5 mm) so zujustieren, dass, wenn der He- 
bei 1 .1 67.861/862 mit dem Zahnsegment 
an die Zahnscheibe gedrOckt wird, der An- 
ker nur noch einen Freilaufweq von 1 mm 
hat. 




The holding magnet [K] 1 .01 4.827 is to be 
adjusted with the two Allenhead screws [L] 
(key size 2.5 mm) in such a manner that 
when lever 1.167.861/862 of the toothed 
segment is pressed against the toothed 
disk, the travel of the armature is only 1 mm. 




Laimant de maintien [K] 1 .014.827 doit etre 
rbglb par les deux vis Allen [L] (cib de 

2,5 mm) de facon b ce que lorsque le levier 
1.167.861/862 du segmentdentb estpresse 
contre le disque dentb, le jeu de I'armature 
ne soit plus de 1 mm. 




Fig. 5.2.11 



Fig. 5.2,12 



Fig. 5.2.13 
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5.2.5 

ICopftriger, BandfCihryngen 

ACHTUNG 

Um eine unzulassige Magnetisierung cler 
Tonkopfe zu vermeiden, muss das Gerat vor 
dem Entfernen oder Montieren des 
Kopftragers ausgeschaltet werden! 



5.2.5 

Head block assembly, tape guides 

ATTENTION 

To avoid inadmissible magnetization of the 
tape heads, switch power off before remo- 
ving or mounting the head block! 



5.2.5 

Bloc des tetes, guides de bande 

ATTENTION 

Pour eviter d'intolerables magnetisations 
des tetes, VGuillcz deconnecter I'appareil 
du secteur avant de deposer ou de remon- 
ter le bloc des tetes! 




Aysweehsein der Tonkopfe 

Kopftrager ausbauen (3 Inbusschrauben 
3 mm) und Kopftragerdeckel (2 Inbus- 
schrauben 2 mm) entfernen. 

Die Tonkopfe konnen nach dem Losen der 
von unten zuganglichen 3 mm Inbus- 
schrauben [A] entfernt werden. 



Replacing the tape heads 

After taking off the headblock{3 mm Allen- 
head screws) remove its cover (2 mm Al- 
lenhead screws). 

The tape heads can be removed after undo- 
ing the 3 mm Allenhead screws [A] which 
are accessible from below. 



Remplacement des tites 

Apres avoir enleve le bloc des tetes (vis Al- 
len 3 mm), deposez son cache (vis Allen 
2 mm). 

Les tetes magnetiques peuvent etre depo- 
sees apres avoir d6viss6 la vis Allen 3 mm 
[A] accessible par en-dessous. 




Fig. 5.2.15 
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Wichtig 

Die schwarze Taumelplatte darf beim Aus~ 
wechsein eines Tonkopfes nicht verstellt 
werden (Schrauben [B])! Die Distanz zwi- 
schen Tonkopfauflage und Kopfspiegel ist 
bei alien Kopfen auf dasselbe Mass gefrast 
sodass sich ein Einstellen der Kopfhohe 



Important 

The position of the black swivel plate must 
not be varied (screws [B])! Because all tape 
heads are milled to the same distance bet- 
ween core edge and mounting surface, it 
should be not necessary to readjust the 
head height after head replacement 



Important 

La position de la plaque noire ne doit pas 
etre modifiee (vis [B]) ! La gbometrie deste- 
tes est concue de telle facon qu'il n'est pas 
necessaire de reajuster la hauteur des tetes 
aprbs un remplacement de 'une d'elles. 




Fig. 5.2.16 



Nach dem Auswechsein des Tonkopfes ist After replacing a tape head the head face Aprbs le remplacement d'une tbte, on con- 

mit der Bandfuhrungs-Einstellehre zu kon- and the head height must be checked by trdlera I'alignement et la hauteur de la tete 

trollieren, ob der Kopfspiegel senkrecht meansof the tape guide setting gauge. The au moyen d'un gabarit de rbglage. La face 

steht und die richtige Hohe eingenommen head face must be vertical. de la tete doit §tre verticale. 

hat To perform the checks with the tape guide Pour effectuer ces controles, on posera le 

Fur diese Kontrolle sollten der Kopftrager setting gauge put the head block and the bloc des t§tes sur un marbre ou, ^ defaut 

und die Einstellehre auf eine Richtplatte setting gauge on a levelling plate or a glass sur une plaque de verre. 

Oder, notfalls, auf eine ebene Glasplatte ge- plate, 
stellt m/erden. 




Fig. 5.2.17 Fig. 5.2.17 Fig. 5.2.17 

Gebrauch der Bandfuhrungs-Einstellehre Use of the tape guide setting gauge Utilisation du gabaritde guidage de bande 
Nr. 10.010.001.07 no. 10.010.001.07 no. 10.010.001.07 
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Mit der 2,5 mm Inbusschraube [C] kann 
das Azimut eingestellt warden {siehe auch 
Kapitel 6). 



Bandfyhrunien 

Kontrolle der BandfOhrung [D] mit der Ein- 
stellehre. Hoheneinstellung mit einem 
5 mm SteckschlOssel, 



Kontrolle der Abhebebolzen [E] mitderEin- 
stellehre. Hoheneinstellung mit einem 
5 mm SteckschlOssel (Abhebebolzen aus- 
gefahren). 



Zwischenberyhigongsrolle 

Die Zwischenberuhigungsrolle kann nach 
dem Losen der Zylinderschraube M3 [F] 
entfernt werden. 

Nach dem Austausch muss die Zwischen- 
beruhigungsrolle justiert werden; 

Die Hohe und die Vor-/Ruckwartsneigung 
wird mitden Stellschrauben [G] ( 1 ,5 mm In- 
busschrauben), die seitliche Neigung mit 
der 2,5 mm Inbusschraube [H] eingestellt. 
Die Zwischenberyhigyngsrolie muss 
auf alle Seiten senkrecht stehen. 

Die Hdhe der Rolle wird so eingestellt dass 
deruntereFuhrungsflansch-'' 0,2 mmtiefer 
als die Einstellehre ist 



Kontrolle rfes Bandlaufes 

Kopftrager ohne Abdeckung wieder mon- 
tieren. Gerat einschalten. Neuwertiges 
Band auflegen und Gerat auf Wiedergabe 
schalten. 

Der Bandlauf wird an der BandfOhrung [D] 
beobachtet 

Die Zwischenberuhigungsrolle wird mit der 
Inbusschraube [H] (eventuell auch mit der 
vorderen Schraube [G]) leicht gekippt so- 
dass das Band auf der unteren Flanke der 
Rolle schwach auflauft und an der Fuhrung 
[D] deren Flanken nicht streift. 



The only head adjustment required isfor re- 
produce and record head azimuth by 
means of the 2.5 mm Allenhead screw [C]: 
see also section 6. 

Tape guides 

Check the height of the tape guide [D] by 
means of the setting gauge. Height adjust- 
ment with a 5 mm socket-head key. 



Check the height of the tape lift pins [E] by 
means of the setting gauge. Height adjust- 
ment with a 5 mm socket-head key (tape lift 
pins raised) 



Anti-scrape flutter roller 

The anti-scrape flutter roller can be remo- 
ved after undoing the slotted head screw 
M3 [F], 

After replacing it the anti-scrape flutter rol- 
ler must be adjusted. 

Height of the roller and forward/backward 
inclination can be adjusted with 1 .5 mm Al- 
lenhead screws [G], lateral inclination can 
be adjusted with the 2.5 mm Allenhead 
screw [H]. 

The anti-scrape flutter roller must 
stand wertical in all directions. 

Adjust the roller height until the bottom 
flange almost touches the setting gauge 
(—0.2 mm). 

Checking the tape run 

Refix the head block (without cover). 
Switch on he recorder and thread a new 
tape. Depress the PLAY push button. 
Check the tape run at the tape guide [D]. 
Tilt carefully the anti-scrape flutter roller by 
means of the Allenhead screw[H] (possibly 
by means of the foremost screw [G] too), 
until the tape slightly touches the lower 
flange of the roller and does not brush 
against the flanges of the tape guides [D]. 



Le seui ajustement de tetes requis est I'azi- 
mutage de la tete d'enregistrement grace ^ 
deuxvisAllen2,5mm[C]:voir6galementla 
section 6. 

Guides de bande 

Controlez la hauteur du guide de bande [D] 
au moyen du gabarit d'alignement. La hau- 
teur peut etre ajustde avec une clef d tube 
5 mm. 

Controlez la hauteurdes rouleaux ecarteurs 
de bande [E] avec le gabarit. La hauteur 
peut etre regide avec une clef ^ tube 5 mm 
(rouleaux sorties). 



Rouleau de repos central 

Ce rouleau anti-fluctations peut etre depo- 
se apres avoir dbvisse la vis cylindrique M3 
[F]. 

Le rouleau de repos central doit etre ajuste 
apres remplacement Sa hauteur et son in- 
clinaison avant/arriere peuvent etre ajus- 
tees par les vis Allen 1,5 mm [G], Unclinai- 
son laterale par la vis Allen 2,5 mm [H], 

Le rouleau de repos centra! doit §tre 
toujours wertical. 

Ajustez la hauteur afin que la collerette infe- 
rieure soit— 0,2 mm plus bas que le gabarit 



¥6rification du defilement de la bande 

Fixez ^ nouveau le bloc de tetes (sans son 
cache). Mettezl'appareil en service etintro- 
duisez une nouvelle bande. Appuyez sur le 
bouton PLAY. 

Vdrifiez le ddfilement de la bande au niveau 
du guide [D]. 

Faites doucement basculer le rouleau de 
repos central par la vis Allen [H] jusqu'd ce 
que la bande touche I6g6rement le bas du 
rouleau et qu'elle ne frotte plus lesflancs du 
guide de bande [D]. 




Fig. 5.2.18- 
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6. SERVICE ELEKTRISCH 



6.1 

VERDRAHTUNGSLISTEN 

Bei Geraten mit umfangreicher Elektronik 
sind Verdrahtungsschaltbilder unuber- 
sichtlich und geben Aniass zu Fehlintep 
pretationen, Deshalb wurde hier die zuver- 
lassigere Methode mit Computer-Verdrah- 
tungslisten gewahlt Diese informieren luk- 
kenlos uber jede Verbindung innerhalb der 
Laufwerk- und Audio-Elektronik. 



Zur besseren Obersicht ist die ganze LauA 
werksteuerung und der Audioteil in Grup~ 
pen (GR) aufgeteilt.Die einzelnen Gruppen 
bestehen wiederum aus Elementen (EL) 
und Punkten (PT). 



Die Signale tragen Bezeichnungen, die aus 
verschiedenen Abkurzungen kombiniert 
worden sind und die jeweilige Funktion er- 
kennen lassen. 



6.1.1 

Gruppen 

Der elektrische Teii der B67 Tonbandma- 
schine ist in 39 Gruppen (GR) aufgeteilt. 
Diese Gruppen sind untereinanderverbun- 
den, wobei die Kabel und Kabelstecker die 
entsprechende Gruppennummer tragen. 
Das Blockschema auf Seite 7/3 zeigt die 
Gruppeneinteilung mit den wichtigsten 
Verbindungen. 



6.1.2 

Elemente, Punkte 

Gruppen, die uber mehrere Steckkarten 
Oder andere Einheiten verfugen, sind in Ele- 
mente (EL) aufgeteilt 

Die Elemente sind Trager der Anschluss- 

punkte (PT). 



6 . ELECTRICAL SERVICE 



6.1 

WIRING LISTS 

It is impractical to design wiring diagrams 
for equipment containing extensive elec- 
tronic circuitry. The cluttered diagrams 
could lead to to misinterpretations. We 
have, therefore, opted for the more reliable 
computer-generated wiring lists whichgive 
complete data on all the interconnections 
within the entire electronics. 



The tape transport control and the audio 
section have been broken down into vari- 
ous assemblies or component groups (GR) 
to improve readability. The individual com- 
ponent groups in turn are coded as ele- 
ments (EL) and points (PT). 

In addition, all signals carry acronyms com- 
posed of various abbreviations so thattheir 
functions can easily be recognized. 



6.1.1 

Component groups 

The electrical system of the B67 tape recor- 
der bas been broken down into 39 groups 
(GR). The connecting cables and cable 
plugs are designated by their correspond- 
ing group numbers. The block diagram on 
page 7/3 shows the group arrangement 
and the main connections. 



6.1.2 

Elements, points 

Groups comprising multiple circuit boards 
or other units are broken down into ele- 
ments (EL). 

The elements also contain connecting 
points (PT). 



6. MAINTENANCE ELECTRIQUE 



6.1 

LISTES DE CABLAGE 

II est peu pratique de representer les sche- 
mas de cablages de circuits electroniques 
complexesetcela conduit souventadeser- 
reurs. Nous avons done opte pour des listes 
de cablage generees par ordinateur, les- 
quelles sont beaucoup plus fiables. Elies 
presententtoutes les donnees relatives aux 
interconnections des electroniques de 
transport de bande et audio. 

Le controie du transport de bande et la sec- 
tion audio ont ete subdivisees en groupes 
(GR) pour une meilleure vue d'ensemble. 
Ces groupes comprennent des Elements 
(EL) et des points (PT). 



De plus, tous les signaux portent des desi- 
gnations qui sont la combinaison de diver- 
ses abreviations et permettentde reconnai- 
tre facilement la fonction. 



6.1.1 

Groupes 

Le systeme electrique du magnetophone 
B67 estdivise en 39 groupes. Les cables de 
connection et les prises sont repbres par les 
numeros de groupes correspondants. Le 
schema bloc de la page 7/3 montre la repa- 
ration des groupes et les connections prin- 
cipales. 



6.1.2 

Elements, points 

Les groupes comprenant de multiples cir- 
cuits encartables et autres unites sont di vi- 
ses en elements (EL). 

Les elements portent eux-memes des 
points de connection (PT). 
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Wichtigste Anschlussarten: Main connection types: Principaux types de connections: 



TYPE 


BEZEICHNUNG 


DESCRIPTION 


DESIGNATION 


PART NO 




SteckerTyp D, Crimp: 


Connector, D-type, crimp: 


Connecteut type D, crimp; 




A 


Kontaktstift, fur dunne Litzen 


Contact pin, for thin stranded wires 


Broche pour cables souples fins 


54.02.0451 


AA 


Kontaktstift, fur dicke Litzen 


Contact pin, for heavy stranded wires Broches pour cables souples dpais 


54.02.0455 


B 


Kontaktbuchse, fur dunne Litzen 


Contact socket, for thin stranded 


Prise pour cables souples fins 


54.02.0450 






wires 






BB 


Kontaktbuchse, fur dicke Litzen 


Contact socket, for heavy stranded 


Prise pour cables souples dpais 


54.02.0454 






wires 








CIS-Stecker: 


CIS connector: 


Connecteur CIS: • 




C 


Kontaktbuchse 


Contact socket 


Connecteur femelle 


54.01,0402 


D 


Kontaktstift 


Contact pin 


Connecteur m§le 


54.01.0401 




MOLEX-Stecker; 


MOLEX connector; 


Connecteur MOLEX: 




F 


Kontaktbuchse, fur dunne Litzen 


Contact socket, for thin stranded 


Prise pour cables souples fins 


54,02.041 2 






wires 






FF 


Kontaktbuchse, fur dicke Litzen 


Contact socket, for heavy stranded 


Prise pour cables souples dpais 


54,02.0413 






wire 






G 


Lotstift 


Solder hook 


Broche a souder 


29,21,6002 


H 


Litze, Draht, verzinnt (6mm) 


Wire, stranded wire, tinned (6mm) 


CSbIe souple, dtamd (6 mm) 


- 


1 


Stecker, Typ D, Crimp, Kontaktstift 


Connector, D-type. crimp, 


Connecteur, type D, crimp mSle 


54.02.1 112 






Contact pin 








Flachstecker (AMR FASTON), 


Flat connector (AMR FASTON), 


Connecteur plat (AMR FASTON), 






0,8 X 6,3 mm; 


0.8 X 6.3 mm; 


0,8 X 6,3 mm; 




JM 


Steckerhulse, Crimp, fur dunne 


Contact, female, crimp, for thin 


Contact femelle, crimp, pour cables 


54.02.0337 




Litzen 


stranded wires 


souples fins 




J 


Steckerhulse, Crimp, fur dicke 


Contact, female, crimp, for heavy 


Contact femelle, crimp, pour cables 


54.02.0332 




Litzen 


stranded wires 


souples dpais 




JJ 


Steckerhulse, Crimp, fur sehr dicke 


Contact, female, crimp, for very 


Contact femelle, crimp, pour cables 


54.02.0338 




Litzen 


heavy stranded wires 


trds dpais 




K 


8 mm abisoliert, 1 mm verzinnt 


8 mm stripped, 1 mm tinned 


8 mm ddnude, 1 mm dtamd 




L 


Litze, Draht, verzinnt (4mm) 


Wire, stranded wire, tinned (4mm) 


Cable souple, eta mb (4mm) 


- 


M 


Kontaktstift (MOLEX), fur dunne 


Contact pin (MOLEX), for thin 


Broche (MOLEX) pour cables 


54.02.041 1 




Litzen 


stranded wires 


souples fins 




MM 


Kontaktstift (MOLEX), fur dicke 


Contact pin (MOLEX), for heavy 


Broche (MOLEX) pour cables 


54.02,0410 




Litzen 


stranded wires 


souples bpais 




MY 


AMP-Flachstecker (Zunge) 


AMP flat connector (blade) 


Connecteur plat AMP (d lames) 


54,02.0344 


N 


CIS-Stecker, Kontaktstift 


CIS connector, contact pin 


Connecteur CIS, broche 


54,01.0225 


0 


Kontaktfeder zu Europakarten- 


Contact spring to EURO card 


Lame de contact pour connecteur 


54,01.0376 




stecker 


connector strip 


de carte Europe 






Print-Federleiste: 


Rc. board contact strip: 


Broche pour circuit imprime: 




p 


Kontaktfeder fur dunne Litzen 


Contact spring, for thin stranded 


Broche pour cables souples fins 


54.06.4512 






wires 






pp 


Kontaktfeder, fur dicke Litzen 


Contact spring, for heavy stranded 


Broche pour cdbles souples bpais 


54.06,4510 






wires 






Q 


Buchsenleiste, Kontaktbuchse 


Socket strip, contact socket 


Prise socle 


54,01.0451 


R 


Stecker, Typ C, Crimp, Kontakt- 


Connector, D-type, crimp, contact 


Connecteur, type D, crimp prise 


54.02.1111 




buchse 


socket 


socle 




S 


4mm abisoliert, verzinnt 


4 mm stripped, tinned 


4mm dbnudb, btamb 


- 


T 


TERMLPOINT Steckkontakt auf 


TERMI-POINT connector on 


TERMI-POINT connection sur 


_ 




Wire-Wrap-Stift 


wire-wrap pin 


broche wire-wrap 




U 


Rast-Lotkontakt, Crimp 


Detent-spring solder contact, crimp 


Contact d souder, crimp, avec 


54.03.0201 








retenue 




UU 


Rast-Lotkontakt, Crimp 


Detent-spring solder contact, crimp 


Contact d souder, crimp, avec 


54.34,6002 








retenue 




V 


Steckerhulse fur dicke Litzen 


Contact, female, for heavy stranded 


Contact femelle pour cdbles 


54.02.0432 






wires 


souples bpais 




VV 


Steckerhulse fur dunne Litzen 


Contact female, for thin stranded 


Contact femelle pour cdbles 


54.02.0474 






wires 


souples fins 




W 


Wrappen 


To wrap 


Pour wrapping 


- 




Flachstecker, (AMR FASTON) 


Flat connector (AMR FASTON) 


Connecteur plat, (AMR FASTON) 






0,5 X 2,8 mm; 


0.5 X 2.8 mm; 


0,5 X 2,8 mm: 




X 


Steckerhulse, Crimp, fur dunne 


Contact female, crimp, for thin 


Contact femelle, crimp, pour cables 


54.02.0325 




Litzen 


stranded wires 


souples fins 




XX 


Steckerhulse, Crimp, fur dicke 


Contact female, crimp, for heavy 


Contact femelle, crimp, pour cdbles 


54.02.0329 




Litzen 


stranded wires 


souples bpais 






Flachstecker, (AMR FASTON) 


Flat connector (AMR FASTON) 


Connecteur plat, (AMR FASTON) 






0,8 X 2,8 mm; 


0.8x2.8mm: 


0,8x2, 8mm: 




Y 


Steckerhulse, Crimp, fur dunne 


Contact female, crimp, for thin 


Contact femelle, crimp, pour cables 


54.02.0326 




Litzen 


stranded wires 


souples fins 




YY 


Steckerhulse, Crimp, fur dicke 


Contact female, crimp, for heavy 


Contact femelle, crimp, pour cdbles 


54.02,0327 




Litzen 


stranded wires 


souples dpais 




Z 


Nicht verzinnt 


Not tinned 


Non btamb 


- 
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SJ.3 

Drahtbeschriftunien, Drahtfarben 

Die wichtigsten Verbindungs- und An- 
schlussdrahte der Verkabelung sind be- 
schriftet. Diese Drahtenden tragen zwei 
Nummern, die das Element der jeweiligen 
Gruppe und den entsprechenden An- 
schluss angeben, 

Beispiel 

Bandbewegungssensor GR 07, EL 01 , An- 
schlussdraht gelb. Dieser Draht tragt die 
Bezeichnung 1 ^ 1 , Dies bedeutet, dass der 
gelbe Draht am Element 01 , Anschluss 01 
angeschlossen ist. 



Drabtfarben 



0 


schwa rz 


(b!k) 


1 


braun 


(brn) 


2 


rot 


(red) 


3 


orange 


(org) 


4 


gelb 


(yel) 


5 


grun 


(grn) 


6 


blau 


(blu) 


7 


violett 


(vio) 


8 


grau 


(gry) 


9 


weiss 


(wht) 


- 


farblos 


(unc) 



6 A .3 

Wire identification, wire colors 

The main connections of the wiring layout 
are labelled. Two numbers are affixed to the 
wire ends: the element number of the asso- 
ciated group and the appropriate connect- 
ing point. 



Example 

Tape motion sensor GR07, EL 01, yellow 
connecting wire. This wire is labelled with 
the number 1 - 1 , indicating thatthe yellow 
wire is connected to element 01 , connect- 
ing point 01 . 



Wwe colors 



0 


black 


(bik) 


1 


brown 


(brn) 


2 


red 


(red) 


3 


orange 


(org) 


4 


yellow 


(yel) 


5 


green 


(grn) 


6 


blue 


(blu) 


7 


violet 


(vio) 


8 


grey 


(gry) 


9 


white 


(wht) 




uncolored 


(unc) 



6.13 

Identification, couleur des cables 

Les cables et connections principaux sont 
annotes. Ces cables portent deux numeros 
qui designent I'element du groupe associe 
et le point de connection correspondant. 



Exemple 

Capteur de deplacement de la bande GR 
07 , EL 01, cable de connection jaune.Ce ca- 
ble portelenumerol -T indiquantque le ca- 
ble jaune est connecte a I'element 01, point 
de connection 01. 



Cooleurs des cables 



0 


noir 


(bIk) 


1 


brun 


(brn) 


2 


rouge 


(red) 


3 


orange 


(org) 


4 


jaune 


(yel) 


5 


vert 


(grn) 


6 


bleu 


(blu) 


7 


violet 


(vio) 


8 


gris 


(gry) 


9 


blanc 


(wht) 


- 


non colore 


(unc) 



6.2 

LOCATION PIN LIST 

Diese Liste ist nach Gruppen geordnet Ist 
die Gruppennummer oder die Gruppenbe- 
zeichnung bekannt, so konnen die weiteren 
Informationen aus dieser Liste bezogen 
werden. 

Ist nur der Signalname bekannt ist die SI- 
GNAL WIRE LIST (siehe 6.3) zu benutzen. 

Die LOCATION PIN LIST ist in der Reihen- 
folge der Gruppennummern von GR 01 bis 
GR 39 aufgeschlOsselt 

Beispiel 

In der LOCATION PIN LIST {Seite 9/2) fin- 
den wir unter PAGE 4: 



i.2 

LOCATION PIN LIST 

This list is sorted according to the group 
numbers. If the group number or the group 
name is known, further information can be 
extracted from this list. 

If the signal name is known, the SIGNAL 
WIRE LIST should be consulted (see sec- 
tion 6.3). 

The LOCATION PIN LIST is arranged in se- 
quence by group number, ranging from 
GR01 toGR39. 

Example 

In the LOCATION PIN LIST (section 9/2) we 
find under PAGE 4: 



6.2 

LOCATION PIN LIST 

Cette liste est classee par groupes. Si le 
nom ou le numero d'un groupe sont con- 
nus, on peut acceder aux informations. 

Si on connaTt le nom du signal, consulter la 

SIGNAL WIRE LIST (voir section 6.3). 



La LOCATION PIN LIST est dans I'ordre des 
groupes de GR 01 d GR 39. 



Exemple 

Nous trouvons page 4 de la LOCATION PIN 
LIST (section 9/2); 



GRUPPE^ 

GROUP 

ELEMENT 

ELEMENT 



GR: 07 1.167.801.00 

SENSOR ASSEMBLY RIGHT 

**************************************** 



-EL: 01 



TAPE MOTION SENSOR 



J1 



ANSCHLUSSTYP 
TYPE OF CONNECTION 




TYPE PT 



N 01 



LV SIG.NAME COLOR F X 
0 O-MOVE 4 - 



FARBE 

COLOR 



ANSCHLUSSPUNKT ^2 o ybi- move o SIGNALNAME 

CONNECTION POINT ^ 03 o + 5.0 3 SIGNALNAME 



Fig. 6.2.1 
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Gruppe: 

GR07 1.167.801.00 
SENSOR ASSEMBLY RIGHT 

Element: 

EL 01 TAPE MOTION SENSOR 
Anschlussstecker J1 
Anschlussart: 

N (ClS-Stecker, Kontaktstift) 

Anschlusspunkt: 

01 

Signalname: 

O-MOVE 

Farbe: 

4(gelb) 



Group: 

GR07 1.167.801.00 
SENSOR ASSEMBLY RIGHT 

Element: 

EL 01 TAPE MOTION SENSOR 

Connector J1 

Connection type: 

N (CIS connector, contact pin) 

Connection point: 

01 

Signal name: 

O-MOVE 

Color: 

4 (yellow) 



Groupe: 

GR07 1167.801.00 
SENSOR ASSEMBLY RIGHT 

Element: 

EL 01 TAPE MOTION SENSOR 

Connecteur J1 

Type de connection: 

N (connecteur CIS, mSle) 

Point de connection: 

01 

Nom de signal: 

O-MOVE 

Couleur: 

4 (jaune) 



6 3 

SIGNAL WIRE LIST 

Diese Liste ist nach Signalnamen geordnet. 
1st der Signalname bekannt so konnen die 
weiteren intYirmationen aus diestir Liste be- 
zogen werden. 

Ist nur die Gruppenbezeichung Oder die 
Gruppennummer bekannt ist die LOCA- 
TION PIN LIST (siehe 6.2) zu benutzen. 

Die SIGNAL WIRE LIST ist in alphabet- 
scher Reihenfolge der Signalnamen aufge- 
schlusselt(deralphabetischenReihenfolge 
vorangestellt sind die Signalnamen der 
Nullpunkte und der Speisespannungen). 

Der Signalname ist in der ersten Spalte zu 
suchen. In dieser Spalte ist auch die Draht- 
farbe angegeben. In derzweiten und dritten 
Spalte ist aufgefuhrt, an welchen An- 
schlusspunkten derentsprechenden Grup- 
pen und Elemente das jeweilige Signal er- 
scheint 



6.3 

SIGNAL WIRE LIST 

This list IS arranged in sequence by sig- 
nal names. Further data can be extracted 
from this list when the signal name is 
known. 

If the group number is known, the LOCA- 
TION PIN LIST should be consulted (see 
6 . 2 ). 

The SIGNAL WIRE LIST is in alphabetical 
signal name sequence (the signal names 
are preceded by the signal names of the 
zero ground and the supply voltages). 



The signal name is given in the first column 
which also contains the color code of the 
wire. The second and third columns indi- 
cate the connection point of the corre- 
sponding group and element on which the 
signal is available. 



6 3 

SIGNAL WIRE LIST 

Cette liste est classee dans Tordre alphabe- 
tique des noms des signaux. On accede 
aux informations si on connait le nom du si- 
gnal. 

Si le numero du groupe est connu, il faut 
consulter la LOCATION PIN LIST (voir 6.2). 



La SIGNAL WIRE LIST est dans I'ordre al- 
phabbtique des noms des signaux (les 
noms des signaux sont prbcbdbs par les 
noms des signaux de masse et d'alimenta- 
tion). 

Le nom du signal est donnb dans la premie- 
re colonne qui contient egalement le code 
couleur du cable. La seconde et la troisie- 
me colonne indiquent le point de connec- 
tion, I'blbment et le groupe correspondant 
ou le signal doit etre applique. 



Beispiel 

Auf Seite 9/1 9 ist unter PAGE 38 zu finden: 



Example 

Section 9/1 9 shows under PAGE 38: 



Exemple 

La page 38 de la section 9/19 indique: 



SIGNALNAME 
SIGNAL NAME 



FARBE 

COLOR 



ANSCHLUSSTYP 
TYPE OF CONNECTION 



SIG.NAME COLOR TYPE GR EL PT S DESCRIPTION OF ELEMENT 



O-MOVE 4 
4 



N 07 01 01 TAPE MOTION SENSOR 

N 21 01 01 TAPE TRANSPORT CONTROL 



ELEMENTBEZEICHUNG 
ji DESCRIPTION OF ELEMENT 



O-Ml 4 
4 



¥ 08 01 10 SPOOLING MOTOR CTRL. SUPPLY 

N 21 04 04 TAPE TRANSPORT CONTROL J4 

[ ^ANSCHLUSSPUNKT 

CONNECTION POINT 



I L ELEMENTNUMMER 

GRUPPE ELEMENT NUMBER 

GROUP 



Fig. 6.3.2 







B67 MK2 



SECTION 6/5 



Signalname; 

0--M0VE 

Farbe; 

4(gelb.) 

Anschluss-Art: 

N (CIS-Stecker, Kontaktstift) 

Signalweg: 

Das Signal fOhrt vom 

TAPE MOTION SENSOR, Stecker J1 

(GROT. EL01.PT01) 

zum 

TAPE TRANSPORT CONTROL Stecker 
J1 (GR21,EL01,PT01) 



Signal name: 

0--MOVE 

Color: 

4 (yellow) 

Connection type: 

N (CISLonnector, contact pin) 

Signal path: 

TAPE MOTION SENSOR, connector J1 
(GROT, EL01,PT01) 
to 

TAPE TRANSPORT CONTROL connector 
J1 (GR21,EL01,PT01) 



Nom du signal: 

O-MOVE 

Couleur: 

4 (jaune) 

Type de connection: 

N {connecteur CIS, mSle) 

Cheminement du signal: 

TAPE MOTION SENSOR, connecteur J1 
(GROT, EL 01, PT 01) 
d 

TAPE TRANSPORT CONTROL, connecteur 
J1 (GR 21, EL 01, PT 01) 



Sianaiabkorzonien 


Signal 3 bbre¥iation 


Abriwiations des signaux 


Y 


Signal, allgem. Funktion 


Y 


Signal, general funktion 


Y 


Signal, fonction generate 


Bl 


Binar, dauernd 


Bl 


Binary, continuous 


Bl 


Binaire, continu 


PS 


Impuls, kurzzeitig 


PS 


Impulse, short duration 


PS 


Impulsion, courte duree 


AC 


Wechselstrom 


AC 


Alternating curennt 


AC 


Courant alternatif 


DC 


Gleichstrom 


DC 


Direct current 


DC 


Courant continu 


AN 


Analogsignal 


AN 


Analog 


AN 


Analog 


Beispiel fur eine Signal-Bezeichnung: 


Example of a signal code: 


Exemple de code de signal: 




^YBI-DIR 




^YBI - DIR 






Sign”^ 


Binary Direction (Richtung) 


Sign'^ 


Binary Direction 


Signal 


Binaire Direction 



Oder (Binares Richtungssignal) 



Signalnainen Signal labels Nom des signaux 

Fur alle Bezeichnungen und AbkOrzungen For all labels and abbreviations the english Pourtous les noms etabreviations, on con- 
Sind die englischen Ausdrucke verbindlich. version constitutes the name of signal. sen/e I'expression anglaise. 



Abbrewiation 


Fyli signal name 


Explanation 


Erklaryng 


Explication 


ACCEL 


ACCELERATE 




Startbeschleunigung 


Acceleration au depart 


BIAS 






Vormagnetisicrung 


Premagnetisation 


BRAKE 




brake, electrical 


elektrisch bremsen 


Frein, dlectrique 


CUT 


CUTTER 


cut 


schneiden 


Couper 


CUTAU 


CUTAU 


automatic edit 


Edit-Funktion 


Editing 


DIR 


DIRECTION 


tape direction 


Bandbewegungsrichtung 


Sens de rotation de la bande 


END 




end of tape 


Bandende 


Fin de la bande 


ERAS 


ERASE 




loschen 


Effacement 


FAD 


FADER 


contact 


Reglerkontakt 


Contact 


FORW 


FORWARD 


fast winding 


schnelles Vorspulen 


Bobinage rapide 


GND 


GROUND 




Masse 


Masse 


HI 


HIGH 


tape speed 


schnelle Bandgeschwindigkeit 


Grande vitesse de defilement 


INDIC 


INDICATOR 


; lamp 


Anzeigelampe 


Voyant lumineux 


LIFT 




lift mechanical brake 


losen der mechanischen Brenise 


Relache des freins mtecan. 


LO 


LOW 


tape speed 


langsame Bandgeschwindigkeit 


Basse vitesse de defilement 


MOVE 




tape movement 


Bandbewegung 


Mouvement de la bande 


PRESS 


PRESSURE 


roller 


Andruck 


Pression 


REC 


RECORD 




Aufnahme 


Enregistrement 


REM 


REMOTE 


romote control 


Fernsteurung 


Tdidcommande 


REPR 


REPRODUCE 


playback 


Wiedergabe 


Lecture 


RESET 






Zahlerruckstellung 


Remise a 0 du compteur 


REW 


REWIND 




schnelles ROckspulen 


Rembobinage rapide 


STOP 






Stop 


Stop 


TT 


TAPE TENSION 




Bandzug 


Tension de la bande 



Fig. 6.3.3 
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leferenzbezeichnunien 



Reference designators 



A Baugruppe 

ANT Antenne 

B Lampe 

BA Batterie, Akku 

BR Opto-Koppler mit GlOhlampen Eingang 
und Widerstands Ausgang 
C Kondensator 

D Diode 

DL Leucht-Diode 

DLQ Optokoppler mit Leuchtdioden-Eingang 
und Transistor-Ausgang 
DLR Optokoppler mit Leuchtdioden-Eingang 
und Widerstands-Ausgang 
DLZ Leuchtdioden Kombination ■ 

DP Foto-Diode 

E div. elektronische Bauelemente 

EF Kopfhorer 

F Sicherung 

FL Filter 

FI Tonkopf, Datakopf 

HC Flybrid-Schaltung (Dick-DOnnfilm) 

HE Hall-Element 

1C Integrierte Schaltung 

J Steckbuchse, Klinke (weiblich) 

JSJ Jumper, weiblich 

JSP Jumper, manniich 

K Relais, Schutz 

L Induktivitat Spule 

LS Lautsprecher 

M Motor 

ME Messwerk 

MIC Mikrofon 

MP mechanisches Bauteil 

P Stecker (manniich) 

PU Pickup 

Q Transistor 

QP Foto-Transistor 

QPZ Foto-Transistor Kombination 

R Widerstand 

RP Foto-Widerstand 

RT Thermistor 

RZ Widerstands-Netzwerk 

S Schalter 

T Trafo 

TL Verzogerungsleitung 

TP Testbuchse 

W Draht Kabel 

X Socket Halter 

XB Lampensockel 

XBA Batteriehalter 

XF Sicherunugsschalter 

Y Piezoelektrisches Element Quarz 

Z Netzwerk 



assembly 
antenna 
bulb, lamp 
battery 

tungsten lamp - photoconductor 

isolator 

capacitor 

diode, DIAC 

LED 

LED -phototransistor isolator 

LED-photoconductor isolator 

LED display array 

photo diode 

misc. electronic parts 

earphone 

fuse 

filter 

soundhead 
hybrid circuits 
hall element 
integrated circuit 
jack (female) 
jumper jack 
jumper plug 
relais, contactor 
inductor, coil 
loudspeaker 
motor 
meter 

microphone 
mechanical part 

plug 

pick up 

transistor, bipol., FETTRIAC 

photo transistor 

photo transistor array 

resistor 

photo resistor 

thermistor 

resistor network 

switch 

transformer 

delay-line 

test point 

wire, cable 

socket 

lamp holder 

battery holder 

fuse holder 

piezoelectric device, quartz 
network, array 



Disignations de r§f6rence 

groupe 

antenne 

ampoule, lampe 
pile, accu 

opto-coupleur ^ lampe et sortie resistive 

condensateur 

diode 

LED 

opto-coupleur^ LED et sortie sur transistor 

opto-coupleur ^ LED et sortie sur 

resistance 

rbseau de LEDs 

photo-diode 

divers composants dlectroniques 

casque d'dcoute 

fusible 

filtre 

tete magndtique 
circuit hybride 
element e effet Hall 
circuit integre 
jack (femelle) 
strap mSle 
strap femelle 
relais, contacteur 
inductivite, bobine 
haut-parleur 
moteur 

appareil de mesure 

microphone 

piece mecanique 

prise meie 

pick up 

transistor 

photo-transistor 

resau de photo-transistors 

resistance 

photo-resistance 

thermistance 

reseau de resistances 

interrupteur 

transformateur 

ligne e retard 

point test 

ceble 

socle 

socle de lampe 
socle pour batterie, pile 
socle de fusible 

element piezo-electrique, quartz 
reseau 
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6.4 

SCHALTUNGSBESCHREIBUNGEN 

LAUF^RK 

Eine Obersicht uber die Lage der elektri- 
schen Baugruppen ist auf Seite 7/2 zu fin- 
den. 



6A1 

Stromversorgurig GR 01 , 02, 03, 04, 05 

Siehe auch Section 7/4 ...7/7 

Netzstecker (GR1), Netzfilter(GR 2), die 
Netztrafoeinheit (GR3), der Verteilprint 
(GR 4) und die Stabilisierung (GR 5) bilden 
die Stromversorgung. Der Netzschalter 
POWER befindet sich auf dem Laufwerk- 
steuerungsprint (GR 21 ). 

Auf dem Verteilprint(GR 4), DISTRIBUTION 
BOARD 1.167.747 befinden sich alle Se- 
kundarsicherungen. 

Falls eine Tonbandmaschine, die an 117V 
betrieben wird, zu lange Umspulzeiten auf- 
weist (mehr als 1 50 s/1 000 m Band), kann 
durch Vertauschen der SteckeranschlOsse 
1 und 2 bzw, 4und 5 (J2) die Wickelmotor- 
spannung erhoht werden,. In diesem Falle 
muss der graue Draht auf J2/4 und der 
braune Draht auf J2/1 geandert werden 
(siehe 7/4 und 7/5). 

Auf dem STABILIZER PCB 1.167.746-81 
(GR 5) werden die unstabilisierten und die 
stabilisierten Versorgungsspannungen er- 
zeugt. IC1 , 2, 3 sind festeingestellte Span- 
nungsregler deren Ausgangsspannung 
nicht verandert werden kann. 



6.4.2 

Layfwerksteyeryng GR21 

TAPE TRANSPORT CONTROL 1 .1 67.790 
siehe auch Section 7/9 ... 7/13 

Auf dem Laufwerksteuerungs-Print befin- 
den sich die eigentliche, ineinem ICzusam- 
mengefasste, Laufwerksteuerung, die 
Bandzugregelung sowie die beiden Mo- 
torsteuerungen fur die Wickelmotore. 

Als Eingange wirken auf die Laufwerk- 
steuerung: 

Die auf den Print geloteten Bedienungstas- 
ten, die externen Fernsteuertasten oder die 
Reglerstartschaltung (Stecker REMOTE 
CONTROLGR18, EL01); 
der berOhrungslose Bandendschalter 
GR 24, EL 01 , PT 28, Signal QP-END: 
der Bandbewegunssensor GR 07, EL 01 , 



6.4 

CIRCUIT DESCRIPTIONS 
TAPE TRANSPORT 

Location of all subassemblies can be found 
on page 7/2 



6A1 

Power supply GR 01 , 02, 03, 04, 05 

Also see section 7/4 ... 7/7 

Mains connector (GR 1 ), mains filter (GR 2), 
mains transformer (GR3), the distribution 
board (GR 4) and the stabilizer (GR 5) form 
the power supply. The mains switch POW- 
ER is located on the TAPE TRANSPORT 
CONTROL p. c. board (GR21). 

The DISTRIBUTION BOARD 1.167.747 
(GR4) houses all secondary fuses. If a re- 
corder which is operated on 117V mains 
voltage shows spooling times which are 
too long (more than 1 50 s/1 000 m tape) it 
is possible to increase the voltage of the 
spooling motors by changing the connec- 
tionsJ2/1 and 2and J2/4and 5. Inthiscase 
the grey wire must be connected to J2/4 
and the brown wire to J2/1 (see 7/4 and 
7/5). 



The STABILIZER p, c. board 1 .1 67.746-81 
(GR5) produces the unstabilized and the 
stabilized supply voltages. IC1 , 2, 3 are fi- 
xed output voltage regulators and allow no 
correction of the output voltages. 



6.4.2 

TAPE TRANSPORT CONTROL 
1.167.790 (GR 21) 

Also see section 7/9 ... 7/1 3 

The TAPE TRANSPORT CONTROL p, c. 

board comprises the single-chip transport 
control logic, the tape tension control as 
well as the spooling motor control circuits. 



1 he following inputs act on the tape trans- 
port control logic; 

the control push buttons which are sol- 
dered onto the logic board, or the remote 
control push buttons or the fader start cir- 
cuit (REMOTE CONTROL connector 

GR18,EL01); 

the tape end switch (IR light barrier) GR 24, 

EL01,PT18, signal QP-END: 

the tape motion sensor GR 07, EL 01 . 



8.4 

DESCRIPTION DES CIRCUITS 

TRANSPORT DE BANDE 

Une vue d'ensemble des groupes electri- 
ques se trouve page 7/2. 



6.4.1 

Alimentation GR 01, 02, 03, 04, 05 

Voir aussi section 7/4 ... 7/7 

Connecteur secteur (GR1), filtre secteur 
(GR 2), transformateur secteur (GR 3), cir- 
cuit de distribution (GR 4) et stabilisateur 
(GR 5) de I'alimentation. Linterrupteur sec- 
teur POWER se trouve surle circuit imprime 
TAPE TRANSPORT CONTROL (GR 21). 

Le circuit de distribution DISTRIBUTION 
BOARD 1.167.747 (GR 4) comprend tous 
les fusibles du secondaire. 

Si une machine raccordee au 117 V est trop 
lente au rembobinage (plus de 150 s/ 
1000m de bande), on peut modifier les 
connections J2/1 et 2 et J2/4 et 5. Dans ce 
cas, le cable gris doit etre connecte d J2/4 
et le brun a J2/1 (voir 7/4 et 7/5). 



Le circuit STABILIZER 1.167.746-81 (GR5) 

produit les tensions stabilisees et non stabi- 
lisees. 1C 1, 2 et 3 sont des regulateurs fixes 
et ne permettent pas de corrections des 
tensions de sortie. 



8.4.2 

TAPE TRANSPORT CONTROL 

1.167.790 (GR 21) 

Voir aussi section 7/9 ... 7/13 

LecircuitTAPETRANSPORTCONTROLest 

un circuit unique rassemblant la logique de 
controle, ie controle de la tension de bande 
ainsi que les circuits de controle des mo- 
te urs de bobinage. 

Les entrees suivants agissent sur la logique 
du controle du transport de bande: 

Les boutons poussoir de controle soudes 
sur le circuit de la logique ou les boutons de 
controle du circuit de fader start (connec- 
teur REMOTE CONTROL GR 18, EL01); 
le commutateur de fin de bande (barriere 
infra-rouge) GR 24, EL 01, PT 18, signal QP- 
END; 

le capteur de deplacement de la bande 

GROT, EL01. 

Les signaux de sortie du controle du trans- 
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Die Ausgangssignale der Laufwerksteue- 
rung wirken auf: 

Die Bandzugregelung bzw. Motorsteuerun- 
gen; 

die Magnete (Andruck-, Bandabhebe-, 
BremS” und Editmagnete); 
die Tastenlampen (eingebaute oder Fern- 
steuertasten) als Ruckmeldung dergespei- 
cherten oder ausgefuhrten Funktionen. 



The output signals of the tape transport 
control act on: 

the tape tension control, or the spooling 
motor controls respectively: 
all solenoids (pressure tape lift, brake, edit 
solenoids): 

the push button lamps (built-in or remote 
control) as a back indication of stored or 
carried out functions. 



port de bande agissent sur: 
le controle de la tension de bande, resp. sur 
les moteurs de bobinage: tous les blectro- 
aimants (presseur, dcarteur de bande, 
freins, edit): 

les ampoules des boutons-poussoir (intd- 
grds ou de la tdlecommande) comme indi- 
cation de fonction mdmorisde ou effec- 
tube. 
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^ LAM 
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POFF 

PE EIN 
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PLAY 
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STOP 


REC 


„ Kein Andruck 
^ No pressure 
.j Andruck 
Pressure 

Andruckrolle 
Pressure roller 


MAG 

„ Bremsung 
^ Braking 
Geldst 
' Lifted 

Bandbremse 
Tape brake 


METE 

„ Normal 
^ Normal 
Abhebung 
Tape lifted 

Bandabhebung 
Tape lift 


_ Normal 
^ Normal 
Sensorarme 
, Blockiert 
Bremsung 
Reduziert 
Blocked 
1 Sensor arms 
Reduced 
Braking 

EDIT 


Stillstand 
°Stop 
. Bewegung 
Motion 

BAND 

TAPE 


n Aus 
^ Off 
Ein 
^ On 

Bandendschalte 
Tape end switch 


A Aus 
^ Off 
, Fin 
' On 

Endschalter 
Bandzugwaage 
Tape tension 
Sensor end 
switch 


Netz Ein 
Power On 
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Band einL, Geschw. wahlen 
Thread tape, select speed 
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Wiedergabe 

Reproduction (Play) 
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Aufnahme 
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Stop 
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0 
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Vorspulen > 
Fast forward > 
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Ruckspulen < 
Rewind < 
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0 
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0 
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1 


0 


1 


0 


0 


Wiedergabe (Bremsung) 
Reproduction (braking) 


0 


0 


0 


1 


1 


0 


0 


0 


1 


0 


1 


0 


0 


Pause (Taste gedrCickt) 

(push button depressed) 


0 


0 


0 


1 


1 


0 


0 


0 


0 


0 


0 


0 


0 


Pause (Taste frei) 
(button free) 


0 


0 


0 


1 


0 


0 


1 


1 


0 


0 


1 


0 


0 


Repetiertaste gedruckt 
Repeat button depressed 


0 


1 


0 


0 


0 


0 


0 


1 


1 


0 


1 


0 


0 


ci?- Taste frei (Bremsung) 
c=^ Button free (braking) 


0 


0 


0 
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1 


0 


0 


0 
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czr^Bremsung beendet 
dr*^Braking ended 
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Auto Taste gedruckt 
Auto button depressed 
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0 


1 


1 


1 


0 


0 


1 


0 
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Bandende (Klarband) 
Tape end (transp. leader) 
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0 
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0 


1 


1 
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Automatisches Ruckspulen 
Automatic rewind 
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Auto Taste gedruckt 
Auto button depressed 
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0 
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Bandende (Klarband) 
Tape end (transp. leader) 
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1 


0 
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0 
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1 


1 


0 


1 


1 


0 


Automatisches Ruckspulen 
Automatic rewind 
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1 
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0 
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1 
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0 
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0 
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Bandanfang Wiedergabe 
Tape start reproduction 


1 


0 
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1 


0 


0 


0 


1 


0 


1 


1 


0 


Bandanfang Aufnahme 
Tape start recording 


1 


0 


0 


1 


1 


1 


0 


0 


1 


0 


1 


1 


0 


Bandabhebung Aufheben > + < 
Tape lift disable > + < 


0 


0 


1 


0 


0 


0 


0 


1 


0 


0 


1 


0 


0 


Bandabhebung Aufheben < + > 
Tape lift disable < + > 


0 


1 


0 


0 


0 


0 


0 


1 


0 


0 


1 


0 


0 


Geschw. Tasten Aus (Auslauf) 
Speed selector off (running out) 


0 


0 


0 


1 


0 


0 


1 


0 


0 


0 


1 


0 


0 


Tonmotor steht 
Capstan stop 


0 


0 


0 


0 


1 


0 


0 


0 


0 


1 


0 


0 


0 



1) REDUZIERTE BREMSUNG, SENSORARME FREI, WICKELMOTORE EIN (BANDZUGREGELUNG EIN) 

REDUCED BRAKING, SENSORARMS NOT BLOCKED, SPOOLING MOTORS ON (TAPE TENSION CONTROL ON) 



Fig. 6.4.1 Fig. 6.4.1 Fig. 6.4.1 

Logische Ausgangssignale Logical output signals Signaux logiques de sortie 
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Bandzugregelung 

Die Bandzugsensoren GR 6, EL 01 und 
GR 7, EL 02 besitzen je einen Oszillator, der 
im eingeschalteten Zustand des Derates 
dauernd schwingt. Der Auskoppelkreis 
wird durch die mitdern Sensorarni gekop- 
pelte Blende so bedampft dass eine dem 
Bandzug umgekehrt proportionale Span- 
nung induziert wird, die durch DG C5 (D2, 
C3) in eine Gleichspannung umgewandelt 
wird {YAN-TTG YANTT2). 

Diese Signale werden zum Laufwerksteue- 
rungsprintgefuhrtund beeinflussendie bei- 
den Wickelmotorsteuerungen 1C4, IC1 und 
IC2. Die Laufwerklogik liefert dazu die fur 
die Steuerung der verschiedenen Betriebs- 
arten (PLAY FORW, REW, PAUSE, STOP 
Bremsvorgange) notwendigen Signale. 



Mit den Trimmpotentiometern R301 
(PLAY), R302 (PEAK), und R303 (FORW) 
kdnnen die BandzOge des Wickelmotors 
Ml (Abwickelmotor), mit R306 (PEAK), 
R305 (REW), und R304 (PLAY) die Bandzu- 
ge des Wickelmotors M2 (Aufwickelmo- 
tor) eingestellt werden. 

Die Wechselspannung T-AC 1 , F-AC 1 
wird in der BrOckenschaltung D51, D52, 
D53, D54 gleichgerichtet. Die resultieren- 
de pulsierende Gleichspannung wird den 
Motorsteuerspannungen zugemischt und 
erzeugt so eine pulsierende Spannung 
YAN-M 1 , YAN-M2, deren Amplitude pro- 
portional der Steuerspannung YAN-TT 1, 
YAN-TT2 ist. 

Figur 6.4.2 zeigt die wichtigsten Steuer- 
und Ausgangssignale der Bandzugrege- 
lung. 



Tape tension control 

The tape tension sensors GR 6, EL 01 and 
GR 7, EL 02 comprise an oscillator and a tu- 
ned output circuit each. The oscillator 
works continuously. The output circuit is 
damped by a screening segment which is 
coupled to the sensor arm. It delivers an 
output voltage whose amplitude is inverse- 
ly proportional to the tape tension. D1 , C5 
(D2, C3) convert it into a DC voltage (YAN- 
TT 1 . YAN-TT 2). These signals are fed to 
the TAPE TRANSPORT CONTROL p. c. 
board and influence both spooling motor 
controls IC4, IC1, IC5 and IC2. The tape 
transport control logic supplies the neces- 
sary information for the different functions 
(PLAY FORW, REW, PAUSE, STOP, braking 
processes) to the spooling motor controls. 



Trimmer potentiometers R301 (PLAY), 
R302 (PEAK) and R303 (FORW) allow to 
adjust the tape tension for motor M 1 (sup- 
ply motor); R306 (PEAK), R305 (REW), and 
R304 (PLAY) allow to adjust the tape ten- 
sion for motor M2 (take-up motor). 



The AC voltage T-AC 1 , F-AC 1 is rectified 
by the bridge-connected rectifiers D51, 
D52, D53, D54. The resulting pulsating DC 
voltage is mixed with each motor control 
voltages and, therefore, pulsating control 
voltages are produced whose amplitude is 
proportional to the control voltages 
YAN-TT 1, YAN-TT 2. 



Figure 6.4.2 shows the most importantcon- 
trol and output signals of the tape tension 
control. 



ContrSle de la tension de bande 

Les capteurs de tension de bande GR 6, 
EL 01 et GR 7, EL 02 comprennent chacun 
un oscillateur continuellement active et un 
circuit active, separe de Toscillateur par un 
blindage lie au bras du capteur. II dblivre 
une tension dont I'amplitude est inverse- 
ment proportionnel le b la tension de la ban- 
de, D1, C5 (D2, C3) la convertit en une ten- 
sion continue (YAN-TTT YAN-TT2). Ces si- 
gnaux sont amends au circuit TAPE 
TRANSPORT CONTROL et influencent les 
circuits IC4, IC1, IC5 et IC2 de controle des 
moteurs de bobinage. La logique du trans- 
port de bande fournit les informations ne- 
cessaires aux diffdrentes fonctions (PLAY 
FORW, REW, PAUSE, STOP processus de 
freinage) aux controles des moteurs de bo- 
binage. 

Les potentiombtres trimmers R301 (PLAY), 
R302 (PEAK) et R303 (FORW) permettent 
d'ajuster la tension de bande du moteur Ml 
(ddbiteur): R306 (PEAK), R305 (REW) et 
R304 (Pl^Y) permettent d'ajuster la ten- 
sion de bande du moteur M2 (rdeepteur). 



La tension alternative T-AC 1, F-AC 1 est re- 
dressee par le pont de diodes D5T D52, 
D53 et D54. La tension continue pulsee re- 
sultante est melangee a chaque tension de 
controle des moteurs de telle facon que les 
tensions pulsees de controles aient une 
amplitude proportionnelle aux voltages de 
controle YAN-TT 1 et YAN-TT 2. 



La figure 6.4.2 indique les signaux les plus 
importants du controle de tension de ban- 
de. 
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Riick warts 

Band steht Rewind Band steht 

Tape stop — j^pg 
Braking phase 



Vor warts 

Forward Band steht 

Tape stop 

Braking phase 



Y2-REVRS "H"or"L" 




geregelt 

geregelt controlled 

controlled 



Fig. 6.4.2 



Infrarot-Bandendschalter 

Das Signal QP-END ist H, wenn die Licht- 
schranke unterbrochen ist(Tonband einge- 
fadelt). Bei transpa rente rn Vorspannband 
ocier ohne Band ist QP-END == L. 

Mit dem Trimrn potentiometer R141 auf 
clem Laufwerksteuerungsprint kann die 
Schaltschwelle eingestellt werden. 



IR tape end switch 

The signal QP-END is"H" if the light barrier 
is interrupted (tape is threaded). If a tran- 
sparent leader tape or no tape is present 
QP-END IS "D. 

Trimmer potentiometer R1 41 on the TAPE 
TRANSPORT CONTROL p. c. board allows 
to adjust the switching threshold. 



Commutateur IR de fin de bande 

Le signal QP-END est "H" si la barriere lumi- 
neuse est interrompue (bande presente). 
Pour une amorce transparente ou en I'ab- 
sence de bande, QP-END est "D. 

Le potentiometre trimmer R141 du TAPE 
TRANSPORT CONTROLautorise unajuste- 
ment du seuil de declenchement. 
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6.4.3 6.4.3 6.43 

Bandbewegyngssensor GR 07, EL 01 Tape motion sensor GR 07. EL 01 Capteur de diplacement de la bande 

GR07, EL 01 

Zwei Reflexlichtschranken DLQl und Two reflex light barriers DLQ1 , DLQ2 are Deux barrieres lumineuses ^ reflection 

DLQ2 sind so angeordnet dass das ausge- mounted below a segmented disk which is DLQl, DLQ2 sont montees sous un disque 

strahItelR-Lichtdurcheinemitderrechten coupled with the right-hand guide roller segmente qui est couple a I'axe du galet 

Umlenkrolle gekoppelte Segmentscheibe axle. The emitted IR light is reflected backto guide de bande droit. La lumiere !R emise 

auf die Sensoren reflektiert wird. the sensors by the segmented disk. est reflechie vers les capteurs par le disque 

Beim Drehen der Umlenkrolle wird die re- Turning the guide roller causes the reflected segmente. La rotation du disque segmente 

flektierte Strahlung unterbrochen. Ober lightto be interrupted. Square-wave signals interrompt la reflection de la lumiere, Des 

R14undR13entstehtjeeinRechtecksignal appear on R14 and R13 (QP-DIR 1 [1], signauxcarrbsapparaissentaux homes de 

(QP-DIR 1 [1], QP-DIR2 [ 2 ]), die urn ca. QP-DIR 2 [2]) which are shifted by approxi- R14etdeR13(QP“DIR1 [1],QP-DIR2[2]),de- 

90° gegeneinander verschoben sind. mately 90° to each other. cales d'environ 90° 

QP-DIR 1 wird differenziert;durch die posi- QP-DIR 1 is differentiated, Q3 conducts QP-DIR1 est differencib, Q3 conduit pen- 

tiven Impulse wird Q3 leitend {3]. Ober R4 during each positive pulse [3] and charges dant chaque imulsion positive [3] et charge 

wird C2 aufgeladen. Bei Bandstillstand C5. When the tape stops, C2 discharges C5. Quand la bande s'arrete, C2sedechar- 

entladt sich C2 Ober R5 bis die Spannung across R5 until the voltage atthe base of Q1 geatraversRBjusqu'^cequelatension^la 

an der Basis von Q1 ausreicht [4], urn die- is sufficient to make it conduct [4] and the- base de Q1 soitsuffisante pour qu'il condui- 

sen zu schaiten und damit das Ausgangs - refore blocks the output signal YBI-MOVE. se [4] et bloque alors le signal YBI-MOVE. 

signal YBI-MOVE ableitet 




Fig. 6.4.3 
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Stillstehendes Band bewirkt YBI-MOVE = 
L, bewegtes Band bewirkt YBI-MOVE = H. 

Wenn sich beide Bandzugwaagen in ihren 
Ruhestellungen befinden (Bandriss Oder 
Bandauslauf), wird durch die beiden Mik- 
roschalter das Signal S-TT 2 (J1-9) kurz- 
geschlossen. Damit wird YBI-MOVE = L 
und signalisiert damit der Laufwerksteue- 
rung "Band steht", auch wenn sich wegen 
der Auslauftragheit der Umlenkrolle die 
Zahnscheibe noch dreht 



6.4.4 

Drehzahlregelung des Tonmotors 



Die Tonmotordrehzahl wird durch eine Ser- 
voschaltung mit Quarzreferenz geregelt 
Ein Tachogenerator (Ringabtaster) liefert 
ein Signal miteiner zur Drehzahl proportio- 
nalen Frequenz (YAC1-M3, YAC2-M3). 
Dieses Signal wird zum CAPSTAN SPEED 
CONTROL-Print gefuhrt. Die Eingangs- 
schaltung mit IC1 befreit das Tachosignal 
von Brummspannungen und begrenzt es. 
Die resultierende Rechteckspannung wird 
dem ICS zugefOhrt. ICS ist eine Frequenz- 
und Phasenvergleichsschaltung mitquarz- 
gesteuertem Referenzoszillator. Die Quarz- 
frequenz von 1 638400 Hz wird durch Fre- 
quenzteilung in 400, 800 Oder 1 600 Hz urn- 
gewandelt. Die Geschwindigkeitstasten 
SI , S2, S3 bestimmen das Teilverhaltnis. 



Das umgewandelte Tachosignal wird mit 
der Referenzfrequenz des Quarzoszillators 
verglichen. Das Ausganssignal der Ver- 
gleichsschaltung ist bei zu niedriger Dreh- 
zahl desTonmotors = H, bei zu hoher Dreh- 
zahl (Anwahl einer tieferen Geschwindiq- 
keit) = L. 

Bei Synchronlauf des Tonmotors wird aus 
der Phasendifferenz des Tacho- und des 
Referenzsignals eine Rechteckspannung 
gebildet. Ober eine Treiberschaltung mit 
IC5, Q4 wird gleichzeitig die Tastenlampe 
der gedruckten Geschwindigkeitstaste ein- 
geschaltet. 



YBI”MOVE is "D when the tape stops, and 
"H" when the tape runs. 

With both tape tension sensors in their rest 
positions {tape break or run-out), the mic- 
roswitches short-circuit the signal S-TT 2 
(J1 -9). This signals "tape stopped" to the 
tape transport control (YBI-MOVE = L), 
even if the segmented disk of the motion 
sensor continous to rotate due to its inertia. 



6.4.4 

Capstan motor speed control 



The capstan motor speed iscontrollled by a 
servo circuit with quartz reference. 

A tacho generator (scanning ring) genera- 
tes a signal whose frequency is proportio- 
nal to the capstan speed (YAC1-M3, 
YAC 2-M3). This signal is fed to the CAP- 
STAN SPEED CONTROL p. c. board. It's in- 
put circuit with IC1 suppresses hum and li- 
mits the signal. The resulting square wave 
voltage is fed to ICS. 

1C3 is a frequency and phase comparator 
circuit with a quartz controlled reference 
oscillator. The quartz frequency is 
1 638400 Hz and is divided into the referen- 
ce frequencies of 400, 800 and 1600 Hz. 
The speed selector push buttons S 1 , S2, S3 
determine the division ratio. 



The converted tacho signal is compared 
with the reference frequency. The output si- 
gnal of ICS is "H" if the capstan speed is too 
low, and "D if the capstan speed is too high 
(after selecting a lower speed). 



Synchronous running of the capstan motor 
causes IC3 to form a square wave signal out 
of the phase difference of the tacho and re- 
ference signals. At the same time IC5, Q4 
switch on the push button lamp of the selec- 
ted tape speed. 



YBI-MOVE est T' quand la bande sta- 
tionne, "H" quand elle est en mouvement 

Lorsque les deux capteurs de tension de 
bande sont au repos (bande rompue ou de- 
filement complet), les microswitchs court- 
circuitent le signal S~TT2 (J1-9). Cela indi- 
que I'arret de la bande au controle du trans- 
port de bande (YBI-MOVE = L), meme lors- 
que le disque segmente du capteur de 
mouvement tourne sur son inertie. 



S.44 

Controle de la witesse iy moteur de 
cabestan 

La Vitesse du moteur de cabestan est con- 
trolee par un asservissement refere a un 
quartz. 

Un generateur tachymetrique (annulaire) 
produit un signal dont la frequence est pro- 
portionnelle a la vitesse de rotation du ca- 
bestan (YACTM3, YAC2-M3). Ce signal est 
conduit au circuit CAPSTAN SPEED CON- 
TROL. Le circuit d'entree supprime le bruit 
et limite le signal par IC1. Le signal carre re- 
sultant est amene a ICS. 

ICS est un circuit comparateur de phase et 
de frequence equipe d'un oscillateur de re- 
ference a quartz. La frequence du quartz est 
de 1 638400 Hz, divisee pour obtenir les fre- 
quences de reference de 400, 800 et 
1600 Hz. Les boutons poussoirs du selec- 
teur de vitesse SI, S2 et S3 determinent les 
rapports de division. 

Le signal tachymetrique convert! est com- 
pare a la frequence de reference. Le signal 
de sortie de ICS est "H" si la vitesse du ca- 
bestan est trop basse et "L" si elle est trop 
elevee (apres avoir selectionne une vitesse 
plus basse). 



Lors de la rotation synchrone du moteur de 
cabestan, ICS produit un signal carre dont 
le rapport cyclique traduit la difference de 
phase entre le signal tachymetrique et la re- 
ference. En meme temps, IC5 et Q4 allu- 
ment la lampe indicatrice du bouton cor- 
respondant a la vitesse selectionnee. 
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REFERENCE 

SIGNAL 



TACHO SIGNAL 



1 r 



+ 5 VDC 



+ 5,6 VDC 



-0,6 VDC 



TP 1 

OUTPUT SIGNAL 



, + 0,2 VDC 



Fig. 6.4.4 



DasRechtecksignal (messbaranTP 1 ) wird 
durch das Tiefpassfilter mit IC5 in einen 
Gleichspannungsmittelwert umgewandeit 
und in einer Multiplikatorschaltung (IC4, 
IC2) einer pulsierenden Gleichspannung 
zugemischt. Die resultierende Steuerspan- 
nung wird in IC4verstarktund OberQBdem 
Motorsteuertransistor zugefuhrt (YAN- 
M3). Dieserliefert einen sinusformigen Mo- 
torstrom. 

Die interne Quarzreferenz kann durch eine 
variable, externe Referenzfrequenz ersetzt 
weden. Mit dieser kann bei der gewahiten 
Bandgeschwindigkeit die Tonhohe um ±7 
Halbtone verandert werden. 



6.i 

ELEKTRISCHE 

LAUFWERKEINSTELLUNGEN 



6.5.1 

Vorbereityngen 

Kontrolle der Speisespannungen (STABILI- 
ZER-Pnnt 1,167,746-81): 

+ 24 V, + 20 V, -20 V unstabilisiert 
+ 5 V, + 12 V -12V stabilisiert 

Diese Spannungen sindfesteingestelltund 
konnen nicht verandert werden. 



The square wave signal (which can be 
checked at TP 1 ) is converted to a mean DC 
voltage by a low pass filter with IC5, and 
then mixed with a pulsating DC voltage 
(multiplicatorcircuitlC4,IC2),The resulting 
control voltage is amplified by IC4 and Q5 
and fed to the motor control transistor 
(YAN-M3). This transistor produces a sinu- 
soidal motor current. 



The internal quartz reference can be repla- 
ced by a variable external reference. This al- 
lows to change the selected tape speed 
(pitch) by ±7 musical halftones. 



6.5 

ELECTRICAL 

TAPE TRANSPORT ADJUSTMENTS 



6.5.1 

Preparations 

Supply voltage check (STABILIZER p. c. 
board 1.167.746-81): 

+ 24 V, + 20 V, -20 V unstabilized 
+ 5V + 12 V -12 V stabilized 

These voltages are fixed an cannot be va- 
ried. 



Le signal carre, qui peut etre controle sur 
TP1 , est converti en une tension continue de 
valeurmoyenne parlefiltrepasse-bascom- 
prenant 1C 5, puis est melange a la tension 
continue pulsee (circuit multiplicateur 1C 4, 
1C 2). La tension de controle resultante est 
amplifiee par 1C 4 et Q5, et puis amenee au 
transistor de controle du moteur (YAN-M3) . 
Ce transistor produit un courant sinusoidal 
pour le moteur. 

La reference interne a quartz peut etre rem- 
placee par une reference externe. Cela per- 
met de faire varier la vitesse dans un domai- 
ne de ±7 demitons. 



6.5 

REGLAGES ELECTBIQUES DU 
TRANSPORT DE BANDE 



6.5.1 

Preparatifs 

Verifiez les tensions d'alimentation (circuit 
STABILIZER 1.167.746-81): 

+ 24V, + 20V, - 20V non stabilises 
+ 5V, +12V, -12V stabilises 

Ces voltages sont fixes et ne peuvent etre 
ajustes. 
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Achtyng 

Falls Printplatten ausgezogen oder einge- 
steckt warden, muss unbedingt zuvor das 
Gerat ausgeschaltet werden. Nach dem 
Ausschalten muss genugend lange gewar- 
tet werden, bis sich die Versorgungsspan- 
nungen abgebaut haben. 



i.5.2 

Tonmotorsteuerung 

Auf den CAPSTAN SPEED CONTROL 
prints 1.167.770/771 befinden sich keine 
Einstellmoglichkeiten. Am Testpunkt TP 1 
kann das Ausgangssignal (5 V -Rechteck- 
spannung) der Frequenz- und Phasenver- 
gleichsschaltung ICS gemessen werden. 

Auf dem VARIABLE SPEED CONTROL 
Print 1 .1 67.780 kann mit R25 der Arbeits- 
bereich der Vari-Speed-Steuerung so ein- 
gestellt werden, dass die Nullstellung des 
Vari-Speed-Potentiometers mit der Soil- 
Bandgeschwindigkeit Obereinstimmet 



i.5.3 

Infrarot-Bandendschalter 

Die Einstellung des Arbeitsbereiches er- 
folgtmitR141 auf dem TAPE TRANSPORT 
CONTROLPrint 1.167790 Das Universa- 
linstrumient rmt min. 20000 Ohrn/V DC irn 
5 V-Bereich an R 137 (TP 1) anschliessen. 



BeieingelegtemTransparentbandmussdie 
Spannung am TP 1 kleiner als 07 V sein und 
die STOP-Funktion ausgelost werden. Bei 
Magnetband oder nichttransparentem Vor- 
spannband muss die Spannung grosser als 
1 ,5 V sein. 



Caytion 

When removing or inserting p. c. boards, 
cable connectors or fuses, always turn po- 
wer off. After power is removed, allow suffi- 
cient time for the supply voltages to bleed 
down. 



6.5.2 

Capstan motor control 

The CAPSTAN SPEED CONTROL p.c. 
board does not require any adjustments. 
Test point TP1 allows to check the output 
voltage ofthefrequencyand phase compa- 
rator circuit ICS (5 V -square wave signal). 



On the VARIABLE SPEED CONTROL p. c. 
board 1.167.780 trimmer potentiometer 
R25 allows to adjust the working range of 
the vari-speed control until the zero point of 
the vari-speed potentiometer coincides 
with the nominal tape speed. 



6.5.3 

IR tape-end sensor 

Adjustment of its working range is perfor- 
med by means of R141 on the TAPE 
TRANSPORT CONTROL p. c. board 
1.167.790. Connect a multimeter of min. 
20000 ohms/V, 5V range, to R 137 (TP 1). 



When a transparent leader tape is threa- 
ded, the voltage at TP 1 must read less than 
0.7 V and the STOP function must be per- 
formed. With magnetic tape or non-tran- 
sparent leader tape, the voltage at TP 1 
must be greater than 1.5 V. 



Attention 

Mettez toujours I'appareil hors tension lors- 
que vous devez inserer ou enlever des cir- 
cuits imprimes, des cables ou des fusibles. 
Apres avoir declenche I'appareil, laissez un 
temps suffisantsecouler pour quelesdiffe- 
rentes tensions s'annulent 



e.5.2 

Contrdle du moteyr de cabestan 

Le circuit CAPSTAN SPEED CONTROL ne 
necessite aucun reglage. Le point test TP 1 
permet de verifier le signal de sortie du 
comparateur de frequence et de phase ICS 
(signal carre 5V). 



Le potentiometre trimmer R25 du circuit 
VARIABLE SPEED CONTROL 1.167780 
permet d'ajuster le domaine de reglage de 
facon a ce que la position centrale du po- 
tentiometre de vari-speed coincide avec la 
Vitesse nominate. 



6.5.3 

Capteur de fin de band© IR 

Le reglage de la plage d'utilisation esteffec- 
tue grace au potentiometre R141 du TAPE 
TRANSPORT CONTROL 1.167.790. Con- 
nectez un multimetre ayant au moins 
20000 Ohm/V DC, gamme 5V, sur R137 
(TP1). 



Lorsqu'une amorce transparente esten pla- 
ce, la tension au point TPl doit etre infe- 
rieure a 0,7 V et la fonction STOP doit s'en- 
clencher. En presence d'une amorce non 
transparente ou de bande magnetique, la 
tension sera d'au moins 1,5 V. 
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6.5.4 

Bandbewegungssensor 

(gilt nur fur Tonbandmaschinen, die mit 
dem neuen SENSOR BOARD RIGHT 
1 .1 67.767-82 ausgerOstet sind) 

Gerat mit eingelegtem Tonband auf Wie- 
dergabe schalten. 

Die Empfindlichkeit der beiden Fototransis- 
toren wird mit den Tnmmpotentiometern 
R 1 9 und R 1 0 so eingestellt dass die beiden 
Ausgangssignale QP-DIR1, QP-DIR 2 je 
ein Tastverhaltnis von 1:1 besitzen. Das 
heisst die Einschaltzeit (hell) und die Aus- 
schaltzeit (dunkel) mussen gleich lang sein. 



6.5.5 

Bandzugeinstellungen 

In diesem Kapitel wird die Einstellung der 
Arbeitspunkte bzw. der Arbeitsbereiche 
der Bandzugregelung beschrieben. 

Diese Finstellungen und Messungen soil- 
ten in der gewOnschten horizontalen oder 
vertikalen Betriebslage vorgenommen 
werden, da sonstgeringfugige Abweichun- 
gen von den Sollwerten entstehen konnen. 



6.5.4 

Tape motion sensor 

(for tape recorders with the SENSOR 
BOARD RIGHT 1 .1 67.767-82 only) 

Thread a tape and activate the PLAY func- 
tion. 

The phototransistor sensitivity can be adju- 
sted by means of R 1 9 and R 1 0. Both output 
signals (QP-DIR 1 , QP-DIR 2) must have a 
pulse duty factor of 1 ;T that means the turn- 
on time (luminous) must be equal to the 
turn-otf time (dark). 



6.5.5 

Tape tension adjustments 

This section describes adjustments of ope- 
rating points or ranges of the tape tension 
control. 

Adjustments and measurements should be 
performed with the recorder in its consi- 
dered horizontal or vertical operating posi- 
tion. Otherwise small differencies to the 
guaranteed technical specifications may 
occur. 




Fig. 6.5.2 



Einstellyng des Wiedergabeband- 
zuges 

Nach dieser Einstellung muss jedesmal 
auch der Ruckhaltebandzug beim Umspu- 
len und die Bandzugspitze neu eingestellt 
werden. 



Adjusting the PLAY tape tension 

After this adjustment has been performed, 
the restraining tape tension (spooling mod- 
e) and the peak tape tension must always 
be adjusted too. 



6.5.4 

Capteur de deplacement de la bande 

(seulement pour magnetophones equipes 
d'un SENSOR BOARD RIGHT 1.167.767- 
82). 

Placez une bande et commutez I'appareil 
en mode PLAY. 

La sensibilite du photo-transistor peut etre 
ajustee par R19 et RIO. Les deux signaux de 
sortie (QP-DIRT QP-DIR2) doivent avoir un 
rapport cyclique de 1 : 1, ce qui signifie que 
le temps de turn-on (eclaire) doit etre egal 
au temps de turn-off (non eclaire). 



6.5.5 

Reglages de la tension de bande 

Cette section decrit les reglages de points 
ou plages de travail du contrdie de tension 
de bande. 

Les reglages devraient etre effectues en 
placant I'appareil dans sa position reelle de 
fontionnement verticale ou horizontale, ce 
sans quoi de minimes ecarts avec les speci- 
fications pourraient etre constates. 



Reglage de la tension en lecture 

Apres avoir effectue ce reglage, on ajustera 
aussi la tension inverse (bobinage rapide) 
et la valeur maximale de la tension. 
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Fig. 6.5.3 



Vorbereitung: 

Tonbandmaschine in vorgesehene Be- 
triebslage stellen. 

Tonbandspulen mit 18 cm Durchmesser 
auflegen und vorspulen bis beide Bandwik- 
kel gleiche Durchmesser aufweisen. Feder- 
zug-Regulierungsmutter [A] in mecha- 
nische Voreinstellung (siehe Seite 5/71) 
bringen. 

Gerat auf Wiedergabe schalten. 

Einstellen der linken Bandzugwaage; 

Das Potentiometer SUPPLY MOTOR PLAY 
so verstellen, dass die Distanz ai von der 
Tastenschiene zur Bandwaagen-FOhrungs- 
rolle 50 ±1 mm betragt. 

Einstellen der rechten Bandzugwaage: 

Das Potentiometer TAKE-UP MOTOR PLAY 
so verstellen, dass die Distanz 02 von derTa- 
stenschienezurBandwaagen-Fuhrungsrol- 
le 50± 1 mm betragt. 



Kontrollmessungen: 

Tonbandspulen mit 18 cm Durchmesser 
auflegen und auf Wiedergabe schalten. 
Mit dem Bandzugmessgerat den Bandzug 
zwischen Abwickelspule und der linken 
Bandzugwaage messen: 0,5...0,65N 

(50... 65 p). 

Mit dem Bandzugmessgerat den Bandzug 
zwischen Aufwickelspule und rechter 
Bandzugwaage messen: 0,7...0,8N 

(70...85P). 

Der Unterschied zwischen linkem und 
rechtem Bandzug muss ca. 0,2 N (20 p) be- 
tragen. Eventuell nachjustieren. 

Wenn bei der Kontrollmessung die vorge- 
schriebenen Werte nicht erreicht werden, 
muss durch Verandern der Zugkraft der 
Zugfeder 1.010.032-37 korrigiert werden. 
Dazu muss die Kontermutter gelost und die' 
Randelschraube [A] so verstellt werden, bis 
die verlangten Werte erreicht sind (siehe 
auch Seite 5/71 ). Kontermutter wiederfest- 
ziehen. 



Preparations: 

Put the recorder in its operating position. 
Install 18 cm ( 7 V 2 in.) tape reels and thread 
the tape. Activate fast forward mode until 
the same amount of tape is on both reels. 
The knurled nut [A] must be in its preadjust- 
ed position (also see section 5/71 ). 
Depress the PLAY push button. 



Adjusting the left-hand tape tension sensor: 
Adjust potentiometer SUPPLY MOTOR 
PLAY until the distance ai from the top edge 
of the push button rail to the sensor roller is 

50 IT 1 mm. 

Adjusting the right-hand tape tension sen- 
sor: 

Adjust potentiometer TAKE-UP MOTOR 
PLAY until the distance 02 from the top edge 
of the push button rail to the sensor roller is 
50 ± i imm. 

Check-out measurements: 

Install 18 cm tape reels and thread the tape. 
Activate PLAY mode. 

Measure the tape tension between the sup- 
ply reel and the left-hand tape tension sen- 
sor by means of a tape tension meter: 

0.5'... 0.65 N (50...65p). 

Measure the tape tension between the ta- 
ke-up reel and right-hand tape tension sen- 
sor by means of a tape tension meter: 

0.7... 0.8 N (70...85P). 

The difference between the left-hand and 
right-hand tape tension must be approx. 
0.2N (20p). 

If it's not possible to reach the prescribed 
values, correct by varying the tensile force 
of the tension spring 1 .01 0.032-37. For this 
purpose, loosen the fixing nut and adjust 
knurled nut until the prescribed values are 
reached (also see section 5/71 ). 

Retighten the fixing nut. 



Preparatifs: 

Placez le magnetophone en position de 
fonctionnement 

Placez des bobines de 18 cm ( 7 V 2 ") et bobi- 
nez jusqu'a ce qu'il y ait la meme quantite 
de bande sur les deux bobines. Lecrou mo- 
lete [A] doit etre a sa position preajustee 
(voir section 5/71). 

Appuyez sur le bouton PLAY. 

Reglage du capteur de tension gauche: 
Ajustez le potentiometre SUPPLY MOTOR 
PLAY jusqu'a ce que la distance a-j entre le 
bord superieur du panneau des boutons 
poussoirs et la galet du capteur de tension 
sort de 50±1 mm. 



Reglage du capteur de tension droit: 
Ajustez le potentiometre TAKE-UP MOTOR 
PLAY jusqu'a ce que la distance 82 entre le 
bord superieur du panneau des boutons 
poussoirs et le galet du capteur de tension 
soit de 50±1 mm. 

Mesures de controle: 

Placez les bobines de 18 cm et commutez 
sur PLAY. 

Mesurez la tension de bande entre la roue 
debitrice et le capteur de tension gauche 
avec un appareil adequant: 

0,5..,0,65N (50... 65 p). 

Mesurez la tension de bande entre la roue 
receptrice et le capteur de tension droit: la 
valeur nominale est de: 
0,7...0,8N(70..,85p). 

La difference entre les tensions a droite et a 
gauche doit etre env. 0,2 N (20 p). 

S'iln'est pas possible d'atteindre les valeurs 
prescrites, corrigez la force de tension du 
ressort 1.010.032-37. Pour ce reglage, defai- 
tes I'ecrou de serfage et deplacez lecrou 
molete [A] jusqu'a ce que des valeurs cor- 
rectes puissent etre atteintes (voir aussi 
section 5/71). 

Refixez avec I'ecrou de serrage. 
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Sind dabei die Randelschrauben nur ge- 
ringfOgig verstellt wordcn, genugt eine 
Kontrolle der Distanzen ai und a 2 
(50±1 mm) des Wiedergabebandzuges. 
Bei grosseren Korrekturen mitden Randel- 
schrauben mussen die Potentiometer PLAY 
gemass Einstellanleitung nachjustiert wer- 
den. 

Falls in speziellen Fallen hdhere BandzOge 
verlangt werden, durfen diese nur durch 
Verstellen der Federkraft, nicht aber durch 
Justieren der Potentiometer verandert wer- 
den. 

Nach der Einstellung des Wiedergabe- 
bandzuges durfen die Potentiometer PLAY 
keinesfaiis mehr verstellt werden, da sonst 
der elektrische Arbeitspunkt der Bandzug- 
regelung verstellt wird. 

Die Bandzugspitze und derROckhalteband- 
zug beim Umspulen mOssen nach jedem 
Einstellen des Wiedergabebandzuges neu 
justiert werden! 

Einstellen des Rickhaltebandzuges 
beim Umspylen 

Vorbereitung: 

Tonband auflegen und einfadeln, voile Spu- 
le (18 cm) auf die linke (AbwickeL) Seite. 
Mit der Taste > auf schnelles Vorspulen 
schalten. 

Einstellen des RQckhaltebandzuges links; 
Das Potentiometer SUPPLY MOTOR FORW 
so einstellen, dass die Distanzai 50±2 mm 
betragt. 



Vorbereitung; 

Voile Spule ( 1 8 cm) auf die rechte (Aufwik- 
keh) Seite. 

Mit der Taste < auf schnelles ROckspulen 
schalten. 

Einstellen des RQckhaltebandzuges rechts; 
Das Potentiometer TAKE-UP MOTOR REW 
so einstellen, dass die Distanz a 2 45 ± 2 mm 
betragt. 



If only minorvariations with the knurled nuts 
are necessary, it is sufficient to re-check the 
distances ai and 02 (50±1 mm) of the 
PLAY tape tension. But after greater varia- 
tions with the knurled nuts, it is necessary to 
readjust both PLAY potentiometers accord- 
ing to the adjustment instructions. 



If, for special purposes, greatertape tension 
is required, do not readjust the potentio- 
meters; only the tensile force of the tension 
springs may be varied. 



After adjusting the PLAY tape tension the 
PLAY potentiometer may under no circum-- 
stances be varied! Otherwise the electrical 
operating point of the tape tension control 
may be misadjusted. 

The restraining tape tension for spooling 
mode and the peak tape tension must be 
readjusted after each adjustment of the 
PLAY tape tension . 

Adjusting the restraining tape tension 
for spooling mode 

Preparation; 

Install the full tape reel (18 cm) on the left- 
hand (supply) reel support and thread the 
tape. 

Depress the > push button. 

Adjusting the restraining tape tension left; 
Adjust the SUPPLY MOTOR FORW poten- 
tiometer until the distance ai from the top 
edge of the push button rail to the sensor 
roller is 50±2 mm. 

Preparation; 

Install the full tape reel ( 1 8 cm) on the right- 
hand (take-up) reel supportand depress the 
< push button. 



Adjusting the restraining tape tension right; 
Adjust the TAKE-UP MOTOR REW poten- 
tiometer until the distance from the top 
edge of the push button rail to the sensor 
roller is 45±2 mm. 



Si on a recours a des variations minimes de 
la position de lecrou molete, il suffit ensuite 
de verifier a nouveau les distances et 02 
(50±1 mm) de la tension en mode PLAY. Si 
des modifications plus importantes se sont 
averees necessaires, reajustez les potentio- 
metres PLAY selon les instructions de regia- 
ge. 

Si, pour un usage particulier, on requiertdes 
tensions de bande plus eievees, ne pas rea- 
juster les potentiometres; seui la force des 
ressorts de tension doit etre modifiee. 



Apres avoir ajuste la tension en mode PLAY, 
ne retouchez en aucun cas les potentiome- 
tres PLAY! il ne resulterait un decalage du 
point de fonctionnement du contrdle de la 
tension de bande. 

Les tensions maximale et inverse doivent 
etre reajustees apres tout ajustement de la 
tnesion en mode Pl^Y. 



Ajustement de la tension inwerse pour 
le bobinage rapid© 

Preparatifs; 

Placer la bobine pleine, 18 cm, a gauche 
(debitrice) ettendez la bande. Appuyez sur 
la touche >. 



Reglage de la tension inverse gauche; 
Ajustez le potentiometre SUPPLY MOTOR 
FORW jusqu'a ce que la distance a-i du bord 
superieur du bandeau des boutons pous- 
soirs au galet du capteur soit de 50±2 mm. 

Preparatifs: 

Installez la bobine pleine, 18 cm, a droite (re- 
ceptrice) et appuyez sur la touche <. 



Reglage de la tension inverse droite; 
Ajustez le potentiometre TAKE-UP MOTOR 
REW jusqu'a ce que la distance 82 du bord 
superieur du bandeau des boutons pous- 
soirs au galet du capteur soit de 45±2 mm. 
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Fig. 6.5.4 



Einsteliung der Bandzugspitze 
Vorbereitung: 

Tonbandmaschine in beliebige Lage steb 
len. Kein Band auflegen. 

Einstellen der Motorabschaltschwelle des 
Abwickelmotors: 

Das Potentiometer SUPPLY MOTOR PEAK 
im Gegenuhrzeigersinn an den Anschlag 
drehen. 

Die linke Bandzugwaage im Abstand 
ai = 70 + 5 mm von Hand festhalten. 

Auf schnelles ROckspulen schalten und die 
<Taste gedruckt lassen. 

Der Motor muss stillstehen,solange das Po- 
tentiometer am Anschlag ist. Falls der Mo- 
tor doch zu drehen beginnt, muss fur diese 
Einsteliung derToleranzbereich nach oben 
(bis max. 75 mm) ausgenOtzt werden. 

Das Potentiometer langsam im Uhrzeiger- 
sinn so weit verstellen bis der Motorzu dre- 
hen beginnt 

Einstellen der Motor-Abschaltschwelle des 
Aufwickelmotors: 

Das Potent! o meterTAKE-UPMOTORPEAK 
im Gegenuhrzeigersinn an den Anschlag 
drehen. 

Die rechte Bandzugwaage Im Abstand 
32 = 67 ± 5 mm von Hand festhalten. 

Auf schnelles Vorspulen schalten und Taste 
> gedruckt lassen. 

Der Motor muss stillstehen,solange das Po- 
tentiometer am Anschlag ist. Falls der Mo- 
tor doch zu drehen beginnt muss fur diese 
Einsteliung derToleranzbereich nach oben 
(bis max. 72 mm) ausgenOtzt werden. 

Das Potentiometer langsam im Uhrzeiger- 
sinn drehen bis der Aufwickelmotorzu dre- 
hen beginnt 



Adjysting the peak tape tension 
Preparation; 

With no tape installed put the recorder into 
any operating position. 

Adjusting the switch-off point of the supply 
motor: 

Rotate the SUPPLY MOTOR PEAK potentio- 
meter ccw to its stop. 

Hold the left-hand tape tension sensor at a 
distance ai = 70±5 mm. 

Activate rewind mode and keep the < push 
button depressed. 

The supply motor must be stopped. If it ro- 
tates, the distance ai must be increased 
(max. 75 mm). 

Slowly adjust the potentiometer cw until 
the motor begins to rotate. 



Adjusting the switch-off point of the take-up 
motor: 

Rotate the TAKE-UP MOTOR PEAK poten- 
tiometer ccw to its stop. 

Hold the right-hand tape tension sensor at 
a distance 02 = 67 ± 5 mm. 

Activate fast forward mode and keep the > 
push button depressed. 

The take-up motor must be stopped. If it ro- 
tates, the distance a 2 must be increased 
(max. 72 mm). 

Slowly adust the potentiometer cw until the 
motor begins to rotate. 



Reglage de la tension de band© maxi- 
male 

Preparation: 

Placez le magnetophone en position de 
fonctionnement, en ['absence de bande. 

Ajustement du point de commutation du 
moteur debiteur: 

Faites tourner le potentiometre SUPPLY 
MOTOR PEAK dans le sens inverse des ai- 
guilles d'une montre jusqu'a sa butee. 
Maintenez le capteur de tension de bande 
gauche a une distance = 70±5mm. 
Passez en mode REWIND et maintenez la 
touche < enfoncee. 

Le moteur debiteurdoits'arreter:sinonaug- 
mentez la distance a-i (max. 75 mm). 
Ajustez lentement le potentiometre jusqu'a 
ce que le moteur commence a tourner. 



Ajustement du point de commutation du 
moteur recepteur: 

Faites tourner le potentiometre TAKE-UP 
MOTOR PEAK dans le sens inverse des ai- 
guilles d'une montre jusqu'a sa butee. 
Maintenez le capteur de tension de bande 
droit a une distance 02 = 67+5 mm. 
Passez en mode F.FORWARD et maintenez 
la touche > enfoncee. 

Le moteur recepteur doit s'arreter, sinon 
augmentez la distance 32 jusqu'a 72 mm 
max. 

Ajustez lentement le potentiometre jusqu'a 
ce que le moteur se remet a tourner. 
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S I y DER Bandzygeinsteii-Lehre 



IJnter der Bestellnummer 10.044001.00 
ist eine Einstellehre erhaltlich, die das Ab- 
messen folgender Distanzen ai und 32 er~ 
laubt: 48, 50, 60, 65 und 70 mm. 



Die EinstelbLehre kann aber nurerfolgreich 
eingesetzt werden, wenn die angegebenen 
Distanzen ai, a2 keine Toleranzen aufwei- 
sen! 



6J 

AUSBAU 

ELEKTRISCHER BAUGRUPPEN 
ACHTUNG 

¥or dem Ausbay Netzstecker ziehen! 



6.6.1 

Zihleranzeige 

Laufwerkabdeckung entfernen und un- 
teres Frontblech (VU-Meter-Panel) aufklap- 
pen (siehe 4,2.2). 

Kopftrager ausbauen (siehe 5.1 , Seite 5/7). 
An Tastenschiene-Haltewinkel und an der 
Tastenschiene je 2 Schrauben losen. 
Tastenschiene mit Haltewinkel nach vorne 
ziehen. 

Zahleranzeige kann nach Losen von 2 
Schrauben abgenommen werden. 



STIJDER tape tension alignment gau- 
ge 

Under the order number 1 0.044.001 .00 an 
alignment gauge is available. It allows to 
check the following distances ai and 02; 
48, 50, 60, 65 and 70 mm. 



If the distance ai and 02 dont't match the 
prescribed values (but are within the toler- 
ance limits) the gauge may not be used suc- 
cessfully. 



6 6 

REMOVAL OF ELECTRICAL UNITS 



CAUTION 

Unplug the mains plug before remm- 
ing any unit! 



6.6 J 

Counter display 

Remove tape transport cover and hinge 
lower front cover (VU-meter panel) (see 
4.2.2). 

Remove headblock assembly (see 5.1 sec- 
tion 5/7). 

Undo 2 screws on retaining bracket of the 
push button rail and 2 screws on push but- 
ton rail. Pull out push button rail and retain- 
ing bracket. 

Counter display can be removed after un- 
doing 2 screws. 




Fig. 6.5.5 



Gabarit STUDER pour ie reglage de la 
tension de bande 

Un gabaritde reglage estdisponible sous le 
numero de commande 10.044.001.00. II 
permct de controler les distances 3i et 82 
suivantes; 48, 50, 65 et 70 mm. 



Si les distances ai et 82 n'atteignent pas les 
valeursnominales(maisrestentdans les to- 
lerances), on n aura pas I'usage de ce gaba- 
rit 



6 6 

DEPOSE D'ENSEMBLES 

ELECTRIOUES 

ATTENTION 

Diconnectez i'appareil du secteur 
awant toyte depose! 



6.6.1 

Affichage du compteur 

Deposez le couvercie du transport de ban- 
de et rabattez la face avant inferieure (VU- 
meter panel) (voir 4.2.2). 

Deposez le bloc des tetes (voir 5.1, section 

5/7). 

Defaites deux vis du rail de montage des 
touches et deux vis de la corniere de fixa- 
tion. Extraire ces deux pieces par I'avant 
Laffichage du compteur peut etre retire 
apres avoir devisse 2 vis. 
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6.a2 

Zahlerprint 

Ruckwand entfernen (siehe 4.2.2). 

4 Steckverbindungen am Zahletprint aus- 
ziehen [A], 

4 Schrauben [B] entfernen. 



ае. 2 

Counter pn board 

Take off the back cover (see 4.2.2). 

Puli out 4 plug connectors on the counter p. 

с. board [A]. 

Undo 4 screws [B], 



6J.2 

Circoik impriiTza 4 ii cernptaiPF 

Retsrez le panneau atrieie (voir 4.2.2). 
Defaites les 4 conneciioris [A] on circuit du 
compteuu 

Devissez les 4 vis [B]. 




Fig. 6.6.1 



r “3 

Wickel- und Toniriotorsteuerungen 



Ruckwand und oberes Deckblech entfer- 
nen (siehe 4.2.2). 

Pro Print 1 Schraube [C] entfernen. 



Spooling motor and capstan motor 
control 

Take off the back cover and remove the top 
cover (see 4.2.2). 

Undo 1 screw [C] per p. c. board. 



6.6.3 

Controles des moteurs de bobinage 
et du moteyr de cabestan 

Enlevez le panneau arriere et la plaque su- 
perieure (voir 4.2.2). 

Devissez une vis [C] par circuit imprime. 
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6.6.4 

Leistungstransistoren 

(Motorsteuerung) 

Ruckwand und oberes Deckblech entfer- 
nen (siehe 4.2.2). 

Pro Transistor 2 Schrauben [D] losen und 
ihn aus der Halterung ziehen. 



6.6.4 

Power transistors 

(motor controls) 

Take off the back cover and remove the top 
cover (see 4.2.2). 

Undo 2 screws [D] per transistor and take it 
out of its holder. 



6.6.4 

Transistors de puissance 

(controle de moteur) 

Retirez le panneau arriere et la plaque supe- 
rieure (voir 4.2.2). 

Devissez 2 vis [D] par transistor et retirez-le 
de son socle. 
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6.7 

SCHALTUNGSBESCHREIBUNGEN 

AUDIO 



S.7.1 

Basisprint 

1.167.705 

Auf dem Basisprint konnen folgende Bau- 
gruppen gesteckt warden: 



Stecker 



J1 




REPRODUCE AMPLIFIER 


EL01 


J2 




REPRODUCE AMPLIFIER 


EL02 


J3 




MONO-STEREO SWITCH 


Oder 






OVERLOAD DETECTOR 


EL03 


J4 




RECORD AMPLIFIER 


EL04 


J5 




RECORD AMPLIFIER 


EL05 


J6 




OSCILLATOR 


EL06 


J7 




STABILIZER 


EL07 


J8 




PILOTTONE AMPLIFIER 


EL08 


Im 


Steckerfeld konnen folgende Stecker 


eingesteckt werden: 




J20: 


PILOT IN/OUT 


EL20 


J21: 


TAPE DECK (zum PIL FOL) 


EL21 


J22: 


PIL FOL (vom TAPE DECK) 


EL22 


J23: 


PIL FOL (von AUDIO) 


EL23 


J24: 


MONITOR 


EL24 


J25: 


VU-Meter-Panel (Speisung) 


EL25 


J26: 


VU-Meter-Panel (AUDIO CH2) 


EL26 


J27: 


VU-Meter-Panel (AUDIO CH2) 


EL27 


J28: 


VU-Meter-Panel (AUDIO CHI) 


EL28 


J29: 


VU-Meter-Panel (AUDIO CHI) 


EL29 



Achtuiig: 

Tonbandmaschinen ohne VU-Meter-Panel 
und ohne Mono-Stereo-Schalter: 

B67-L B67-1-P: 1 Spannungsteilerprint 
(VOLTAGE DIVIDER) 1.067.740 muss in 
den Stecker J29 eingesteckt sein. 

B67-0.7i, B67-2-2.00: Je ein Span- 
nungsteiierprint (VOLTAGE DIVIDER) 
1 .067.740 muss in die SteckerJ27 und J29 
eingesteckt sein. 

Uber EL 1 1 wird das Signal QP-END vom 
Bandendschalter am Kopftrager zur Lauf- 
werksteuerung gefuhrt 

Bruckenstecker SI 2; 

Stellung "A"; fur Gerate ohne SAFE/READY- 
Schalter (S-READY wird intern erzeugt). 
Stellung "B"; fur Gerate mit SAFE/READY- 
Schalter. 



6.7 

CIRCUIT DESCRIPTION 

AUDIO 



6.7.1 

Basis board 

1.167.705 

The following subassemblies can be plug- 
ged into the basis board: 



Connector 

J1: REPRODUCE AMPLIFIER EL01 

J2: REPRODUCE AMPLIFIER EL02 

J3: MONO-STEREO SWITCH or 

OVERLOAD DETECTOR EL03 

J4: RECORD AMPLIFIER EL04 

J5: RECORD AMPLIFIER EL05 

J6: OSCILLATOR EL06 

J7: STABILIZER EL07 

J8: PILOTTONE AMPLIFIER EL08 

The following connectors can be plugged 
into the connector panel: 

J20: PILOT IN/OUT EL20 

J21 : TAPE DECK (to PIL FOL) EL21 

J22: PIL FOL. (from TAPE DECK) EL22 

J23: PIL FOL (from AUDIO) EL23 

J24: MONITOR EL24 

J25: VU-Meter-Panel (supply) EL25 



J26: VU-Meter-Panel (AUDIO CH2) EL26 
J27: VU-Meter-Panel (AUDIO CH2) EL27 
J28: VU-Meter-Panel (AUDIO CHI) EL28 
J29: VU-Meter-Panel (AUDIO CH1) EL29 

Note: 

Tape recorders without VU-meter panel 
and without mono-stereo switch: 

B67^1,B67^1^P: one VOLTAGE DIVIDER 
board 1.067.740 must be plugged into 
connector J29. 

B67^0.75, B67^2^2.00: one VOLTAGE 
DIVIDER board 1.067.740 must be plug- 
ged into each connector J27 and J29. 



The signal QP-END is taken from the end- 
of-tape switch on the headblock assembly 
via EL 11 to the tape transport control. 

Jumper connector SI 2: 

Position <A>: for tape recorders without 
SAFE/READY switch (S-READY is genera- 
ted internally). 

Position (B>: for tape recorders with SAFE/ 
READY switch. 



6.7 

DESCRIPTION DES CIRCUITS 

AUDIO 



6.7.1 

Circuit imprime de base 

1.167.705 

Les sous-ensembles suivants peuvent etre 
enfiches sur le circuit de base: 

Connecteur 

J1; REPRODUCE AMPLIFIER EL01 

J2: REPRODUCE AMPLIFIER EL02 

J3: MONO-STEREO SWITCH ou 

OVERLOAD DETECTOR EL03 

J4; RECORD AMPLIFIER EL04 

J5: RECORD AMPLIFIER EL05 

J6: OSCILLATOR EL06 

J7: STABILIZER EL07 

J8: PILOTTONE AMPLIFIER EL08 

Les connecteurs suivants peuvent se rac- 
corder au panneau de connection: 



J20: PILOT IN/OUT EL20 

J21 : TAPE DECK (a PIL FOL) EL21 

J22: PIL FOL (de TAPE DECK) EL22 

J23: PIL FOL (de AUDIO) EL23 

J24: MONITOR EL24 



J25: VU-Meter-Panel (alimentation) EL25 
J26: VU-Meter-Panel (AUDIO CH2) EL26 
J27: VU-Meter-Panel (AUDIO CH2) EL27 
J28: VU-Meter-Panel (AUDIO CHI) EL28 
J29: VU-Meter-Panel (AUDIO CHI) EL29 

Note: 

M agnetophones sans panneau VU -metres 
sans commutateur mono-stereo: 

B67-i B67-1#: un circuit VOLTAGE DIVI- 
DER 1.067.740 doit etre enfiche sur le con- 
necteur J29. 

B67^2^2.00: un circuit VOLTA- 
GE DIVIDER doit etre enfiche sur chacun 
des connecteurs J27 et J29. 



Le signal QP-END est mene par EL11 du cap- 
teur de fin de bande sur le bloc des tetes au 
controle du transport de bande. 

Connecteur strap S12: 

Position (A>: pour magnetophones sans in- 
terrupteur SAFE/READY (S-READY estge- 
nere de fagon interne). 

Position (By. pour magnetophonese equi- 
pes de I'interrupteur SAFE/READY 
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SJ.2 

Wiedergabewerstirker 
GR34, EL01/02 

1.167,710-81, 1.167.715-81 

Auf dem Wiedergabeverstarker befinden 
sich: 

der Wiedergabe-Vorverstarker, Wiederga- 
be-Entzerrung (umsteckbar CCIR oder 
NAB), Bassentzerrung, Hbhenentzerrung, 
Leitungsverarker mit Symmetriertransfor- 
mator. 

Die CCIR- Oder NAB-Entzerrung, Bass- und 
Hohenentzerrung und der Ausgangspegel 
kbnnenfOrjedederdreiBandgeschwindig- 
keiten individuell eingestellt werden, 

Mit R96 kann bei 2-Kanab und Stereo-Ge- 
raten die Uebersprechdampfung nninimali- 
siert werden, 

Achtyng: 

REPRODUCE AMPLIFIER 1.167.710-81 
ist fur Gerate mit 9,5 - 1 9 - 38 cm/s. 



REPRODUCE AMPLIFIER 1.167.715-81 
ist fOr Gerate mit 19-38-76 cm/s. 



6.7.3 

Mono-Stereo-Schalter GR 34, EL03 

1.067.720/1.167.720 

Stereogerate mit 0,75 mm Trennspur mit 
Oder ohne VU -Meter-Panel konnen mit 
dem Mono-Stereo-Schalter bestuckt sein. 



Der Mono-Stereo-Schalter erlaubt folgen- 
de Betriebsarten: 

Aufnahme und Wiedergabe von Mo- 
no-Signalen. 

Aufnahme und Wiedergabe von Ste- 
reo-Signalen. 

Aufnahme eines Stereo-Signals und 
dessen Mono-Wiedergabe. 

In jeder dieser Betriebsarten sind die Pegel 
an den Ein- und Ausgangen immer gleich. 

DergewOnschte Betrieb wird mit dem MO~ 
NO/STEREO-Umschalter auf dem VU-Me~ 
ter-Panel oder dem unteren Frontblech ein- 
gestellt 

Die Umschaltung der Betriebsart erfolgt 
durch Feld-Effekt-Transistoren. 

Bei Stereobetrieb sind beide Kanale ge- 
trennt und der Aufnahmepegel ist gegenu- 
ber Mono-Betrieb um 3dB erhoht 



6J.2 

Reproduce amplifier 
GR34, EL01/02 

1.167.710-81, 1.167.715-81 

The reproduce amplifier comprises: 
reproduce preamplifier, reproduce equal- 
ization network (plug-selectable between 
CCIR or NAB), bass equalization, treble 
equalization, line amplifier with balance 
transformer. 

The CCIR or NAB equalization, the bass and 
treble equalization, and the output level can 
be individually adjusted for each of the 
three tape speeds. 

In 2-channel and stereo tape recorders the 
crosstalk attenuation can be reduced to a 
minimum with R96. 



Note: 

REPRODUCE AMPLIFIER 1,167.710-81 is 
designed for tape recorders operating with 
9,5 - 19 - 38 cm/s. 

REPRODUCE AMPLIFIER 1.167.715-81 is 
designed for tape recorders operating with 
19 - 38 - 76 cm/s. 



6.7.3 

Mono-Stereo switch GR 34, EL03 

1.067.720/1.167.720 

Stereo tape recorders with 0.75 mm track 
separation with or without VU-meter panel 
can be equipped with a mono-stereo 
switch. 

If the mono-stereo switch is present the fol- 
lowing modes of operation are feasible: 

Recording and reproduction of mono 
signals. 

Recording and reproduction of stereo 
signals. 

Recording of stereo signals and 
reproduction in mono mode. 

The levels at the inputs and outputs are, 
identical for all operating modes. 

The desired mode of operation is selected 
with the MONO/STEREO changeover 
switch located on the VU-meter panel or on 
the lower front panel. 

The operating mode is changed over with 
field-effect transistors. 

In stereo mode, the two channels are sepa- 
rated and the recording level is raised by 
3 dB above the level for mono mode. 



6.7.2 

Amplificateur de lecture 
GR 34, ELOl/02 

1.167.710-81,1.167.715-81 

Lamplificateur de lecture comprend: 

Le preamplificateur de lecture, le reseau 
d egalisation a la lecture (CCIR ou NAB se- 
lectionnables), egalisation des graves, des 
aigus, amplificateur de ligne avec son 
transformateur de symetrisation. 
Legalisation CCIR ou NAB, les reglages des 
graves et des aigus et le niveau de sortie 
peuvent etre individuellement ajustes pour 
chacune dertrois vitesses de defilement. 
Lattenuation de la diaphonie des machines 
stereo ou 2 pistes peut etre reduite a un mi- 
nimum grace a R96. 



Note: 

REPRODUCE AMPLIFIER 1.167.710-81 est 
destine aux magnetophones travaillant a 
9,5 - 19 - 38 cm/s, 

REPRODUCE AMPLIFIER 1.167.715-81 est 
destine aux magnetophones travaillant a 
19 - 38 - 76 cm/s. 



6.7.3 

Commytateyr mono-stereo GR 34, 
EL03 1.067.720/1.167.720 

Les magnetophones stereo dont les pistes 
sont separees par 0,75 mm, equipes ou 
non de VU-Meter-Panel, peuvent recevoir 
un commutateur mono-stereo. 

En presence de celui-ci, les modes defonc- 
tionnement suivants sont possibles: 

Enregistrement et lecture de signaux 
mono. 

Enregistrement et lecture de signaux 
stereo. 

Enregistrement de signaux stereo et 
lecture mono. 

Les niveaux d'entree et de sortie sont les 
memes a tous les modes. 

Le mode de fonctionnement est determine 
par le selecteur MONO/STEREO place sur 
le panneau des VU-metres ou sur la face 
avant inferieure. 

Le mode defonctionnementestmodifie par 
des transistors a effet de champ, En mode 
stereo, les deux canaux sont separes et le 
niveau d'enregistrement est releve de 3 dB 
par rapport au mode monophonique. 
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Bei Mono-Betrieb werden die beiden Kana- 
le zusammengemischt und der Aufnahme- 
pegel um 3dB abgesenkt 

Der Ausgangspegel wird bei beiden Be- 
triebsarten automatisch dem Bezugs- bzw. 
Operationspegel angepasst 

Funktion der Bruckenstecker: 

Siehe Kapitel 2, Seiten 2/1 1 und 2/1 2. 



6.7.4 

OVERLOAD DETECTOR GR 34, EL 03 

1.067.721/1.067722 

An Stelle des Mono-Stereo-Schalters kann 
die Tonbandmaschine mit dem OVER- 
LOAD DETECTOR 1 .067721 (Mono) Oder 
1 .067.722 (2-Kanal) bestOckt sein. 

Der OVERLOAD DETECTOR verstarkt das 
Ausgangssignal des Wiedergabeverstar- 
kers und detektiert Spitzenpegel, die mehr 
als 6dB Ober OVU liegen und vom VU- 
Meter wegen dessen Tragheit nicht ange- 
zeigt werden. Mit R25 (1.067721) bzw. 
R49 und R50 (1 .067.722) konnen die An- 
sprechschwellen eingestellt werden. 



6.7.5 

Auf na h inev e rst i r ke r 

1.167,711/1.167.716 

Auf dem Ausnahmeverstarkerprint befin- 
den sich die Symmetriertransformatoren 
der Leitungseingange, der Eingangsab- 
schwacherfurdie Anpassung des Eingang- 
spegels in 1 0 dB-Schritten. 

Mit R95 (PREADJ.) kann der Eingangsver- 
starker vorabgeglichen werden (Anpas- 
sung der VU-Meter-Anzeige an den Be- 
zugs- bzw. Operationspegel). 

Auf den Verstarker 1C3 foigt das Entzer- 
rungsnetzwerk mit den Umschaltmoglich- 
keiten fOr CCIR- Oder NAB-Entzerrung und 
den Hohenreglern (R103, RlOO, R97), 

Mit RIGA R 101 und R98 konnen die Auf- 
nahmepegel fur jede Geschwindigkeit se- 
parat eingestellt werden. 



In mono mode, both channels are mixed 
and the recording level is attenuated by 
3dB. 

In either mode, the output level is automati- 
cally matched to the reference level or op- 
erating level. 

Function of the jumper connectors 

see section 2, pages 2/11 and 2/12 



6.7.4 

OVERLOAD DETECTOR GR 34, EL 03 

1.067.721/1.067.722 

In place of a mono-stereo switch, the tape 
recorder may feature an OVERLOAD DE- 
TECTOR 1.067721 (Mono) or 1.067.722 
(2-channel). 

The OVERLOAD DETECTOR amplifies the 

output signal of the reproduce amplifier 
and detects peak levels which are more 
than 6dB above OVU and which are not 
indicated by the VU -meter on account of its 
inertia. The response thresholds can be 
adjusted with R25 (1.067.721) or R49 and 
R50 (1.067.722) respectively. 



6,7.5 

Record amplifier 

1.167.711/1.167.716 

The balancing transformers of the line in- 
puts and the inputattenuatorwithwhichthe 
input level can be adjusted in steps oflOdB, 
are located on the record amplifier board. 



With R95 (PREADJ.) the inputamplifiercan 
be preadjusted (matching the VU-meter 
reading to the reference or operating level). 



The output of amplifier 103 is taken to the 
equalization network which enables change- 
over between CCIR and NAB equalization 
and includes the treble controls (R103, 

R100, R97). 

The recording levels can be individually 
adjusted for each tape speed with the aid of 

R104, R101 andR98. 



En mode mono, les deux canaux sont me- 
langes et le niveau d'enregistrement est at- 
tenue de 3 dB. 

Dans les deux cas, le niveau de sortieestau- 
tomatiquementajuste au niveau de referen- 
ce ou d'operation. 

Fonction des straps 

voir section 2, pages 2/11 et 2/12. 



6.7.4 

OVERLOAD DETECTOR GR 34, EL03 

1.067721/1.067722 

Le magnetophone peut etre equipe d'un 

OVERLOAD DETECTOR 1.067.721 (mono) 

ou1.067.722 (2 canaux) a la place du com- 
mutateur mono-stereo. 

LOVERLOAD DETECTOR amplifie le signal 

de sortie de I'amplificateur de lecture et 
detecte les niveaux de Crete plus de 6 dB au 
dessus deOVU qui ne sontpas indiques par 
le VU -metre a cause de son inertie. Les 
seuils de reponse peuvent etre ajustes par 
R25 (1.067.721) ou R49 et R50 resp. 
(1067.722). 



6.7.5 

Amplificateur d'enregistrement 

1.167.711/1.167.716 

Les transformateurs de symetrisation des 
entrees ligne et I'attenuateur par pas de 
10 dB du niveau d'entree se trouvent sur le 
circuit de I'amplificateur d'enregistrement 



Lamplificateur d'entree peut etre preajuste 
grace a R95 (PREADJ.) (reglageduVU-me- 
tre par rapport au niveau de reference ou 
d'operation). 

La sortie de I'amplificateur 103 conduit au 
reseau d'egalisation qui autorise la comn- 
mutation NAB/CCIR et les reglages des ai- 
gus (R103, R100, R97). Les niveaux d'enre- 
gistrement peuvent etre individuellement 
ajustes pour cheque vitesse de defilement 
parRIOA R101 etR9a 
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Die Signale Y-REC (von der Laufwerk- 
steuerung) und S-READY erzeugen uber 
eine logische Verknupfung (Q2, Q4) das Si- 
gnal OSC-STRT Dieses startet den Losch- 
oszillatorund gibt0berQ9,Q1 0 das Audio- 
signal frei. Ferner wird mitOSC-STRT uber 
IC1 , Q5 die Loschspannung auf den L5sch- 
kopf geschaltet uber IC1, Q16 oder IC1, 
Q1 5 Oder IC1 , Q1 2 derfOr jede Geschwin- 
digkeit individueli einstellbare (R1 02, R99, 
R96) Vormagnetisierungsstrom (BIAS) 
dem Audiosignal zugmischtsowie OberQS 
das Signal B-REC (Tastenlampe REC und 
Anzeigelampe REC) geschaltet. 

Achtyng: 

RECORD AMPLIFIER 1.167.711 istfurGe- 
rate mit 9,5 - 1 9 - 38 cm/s. 

RECORD AMPLIFIER 1 .1 67.71 6 ist fOr Ce- 
rate mit 1 9 - 38 - 76 cm/s. 



6.7.6 

OszillatorGR34, EL06 

1.067,712/1.167.712 

Mit OSC-STRT wird der Oszillator einge- 
schaltet Frequenzbestimmendes Glied ist 
der Transformator T1. Dieser wird auf 
1 50 kHz ±3 kHz abgeglichen. An TP1 , TP2 
kann das Ausgangssignal gemessen wer- 
den. Beim Wechsel auf eine andere Band- 
sorte Oder nach dem Einbau neuerTonkop- 
fe besteht die Moglichkeit, dass der Losch- 
Oder Vormagnetisierungsstrom zu klein 
(oder zu gross) ist 

Mit BrOckensteckern kann in diesem Falle 
der Losch- oder Vormagnetisierungsstrom 
vergrossert (oder verkleinert) werden. Sie- 
he auch Seiten 8/30, 31 (1 .067.71 2) oder 
8/32, 33(1.167.712. 



6.7.7 

Stabilisator Audio GR 34, EL07 

1.167,713 

Auf dem Stabilisatorprint werden aus den 
unstabilisiertenSpannungen+ 20 V, - 20 V 
die Audio-Speisespannungen +12V, 
~ 1 2 V erzeugt. 1C 1 und IC2 sind festeinge- 
stellte Spannungsregler. TP1 , TP2 und TPS 
erlauben die Kontrolle dieser Spannungen. 



Via logic gate (Q2, Q4) the signals Y-REC 
(from the tape transport control) and S- 
READY generate the signal OSC-STRI This 
signal starts the erase oscillator and en- 
ables the audio signal via Q9, Q10. In addi- 
tion, OSC-STRT is used to connect the 
erase voltage to the erase head via ICI, Q5: 
the bias current (BIAS) which is individually 
adjustable (R 1 02, R9^ R96) for each tape 
speed, is mixed with the audio signal via 
ICI, Q16 or ICI, Q15 or ICI, Q12: and the 
signal B-REC (key lamp REC and indicator 
lamp REC) is connected via Q3. 



Note: 

RECORD AMPLIFIER 1.167.711 is de- 
signed for tape recorders operating with 
Q n _ 1 Q _ QQ rm/s 

RECORD AMPLIFIER 1.167.716 is de- 
signed for tape recorders operating with 
19-38-76 cm/s. 



6.7.6 

Oscillator GR 34, EL06 

1.067.712/1.167.712 

The oscillator is switched on with the signal 
OSC-STRT Its frequency is determined by 
transformer T1, which is set for 150 kHz 
±3 kHz. The output signal can be mea- 
sured atTPI , TP2. When changing to a dif- 
ferent type of tape or after new soundheads 
have been installed, the bias current can 
possibly be too low (or too high). 

Should this be the case, the erase or bias 
current can be increased (or decreased) 
with briding connectors. Refer also to 
pages 8/30, 31 (1.067.712) or 8/32, 33 
(1.167.712, 



6.7.7 

Stabilizer Audio GR 34, EL07 

1.167.713 

On the stabilizer board, the audio supply 
voltages + 12 V, -12 V are generated from 
the unstabilized voltages + 20 V, - 20 V ICI 
and IC2 are voltage regulators with fixed 
settings. The voltages can be checked at 
TP1,TP2 and TPS. 



Les signaux Y-REC (du controle du transport 
de bande) et S-READY passent par la porte 
logique (Q2, Q4) et generent le signal OSC- 
STRT Ce signal enclenche I'oscillateur d'ef- 
facement et libere le signal audio par Q9, 
QIO. De plus, OSC-STRT serta connecter la 
tension d'effacement a la tete d effacement 
via IC1,Q16ou 1C 1,Q15ou encore 1C 1,012; 
le signal B-REC (lampe de la touche REC et 
affichage REC) est commute par Q3. 



Note: 

RECORD AMPLIFIER 1.167.711 est destine 
aux magnetophones travaillant a 9,5 - 19 - 
38 cm/s. 

RECORD AMPLIFIER 1.167.716 est destine 
aux magnetophones travaillant a 19 - 38 - 
76 cm/s. 



6.7.6 

Oscillateyr GR 34, EL06 

1.067.712/1.167.712 

Loscillateur est mis en service par le signal 
OSC-STRT Sa frequence est determinee 
par le transformateur T1 qui est regie pour 
150kHz ±3 kHz. Le signal de sortie peut 
etre mesure aux points TP1 , TP2. Lorsqu'on 
change de type de bande ou apres avoir 
installe de nouvelles tetes, ie courant de 
premagnetisation peut etre trop faible (ou 
trop eleve). 

Si cela est le cas, le courant de premagneti- 
sation ou d'effacement peut etre ajuste gra- 
ce a des straps. Voir a cet effet les pages 8/ 
30, 31 (1.067.712) ou 8/32, 33 (1.167.712). 



6.7.7 

Stabllisateur aydio GR 34, EL07 

1.167.713 

Les tensions d'alimentation audio +12V, 
-12 V sont generees a partir des tensions 
non stabilisees +20 V, -20V. ICI et 1C 2 
sont des reguiateurs de tension fixes. Les 
tensions peuvent etre veriftees surTPT TP2 
etTP3. 
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6 8 

AUDiO-EINSTELLUNGEN 



^.3 1 

Ailgefneines 

Das Prufprotokoll jeder Tonbandmaschine 
zeigt an, fur welche Bandsoite und fur wel- 
che Pegel das Gerat eingemessen wurde. 



Einsteiien der Entzerryngen 

Fur jede der drei Bandgeschwindigkeiien- 
kann individuell die CCIR- Oder die NAB- 
En'tzerrungsnorm programmiert werden; 
also beispielsweise fur 19 cm/s CCIR und 
fOr 9,5 und 38 cm/s NAB. 

Vor Beginn der Wiedergabe- und Aufnah- 
me^Einstellungen istzu kontrollieren, ob die 
Bruckenstecker auf den Wiedergabever- 
starker- und Aufnahmeverstarker^Prints 
entsprechend den gewunschten Entzerrun- 
gen gesteckt sind (siehe Abschnitt 2.4.4). 

Die beiden Entzerrungsnormen CCIR und 
NAB mOssen bei alien Einstellungen strikte 
getrennt behandelt werden. 

CCIR 

Bezugspegel Vollaussteuerung 



NAB: 

Operationspegel = Vollaussteuerung - 6dB 
(Operationspegel + 6dB = Vollaussteue- 
rung). 

Wessgerite und Hilfsmittel 

CCIR-Messband oder NAB-Messband 

Tonfrequenz-Millivoltmeter 

Tonfrequenz-Generator 

Oszilloskop 

Klirrfaktor-Messgerat 

Digitalzahler 

Tonhohenschwankungsmesser 
Verlangerungsprint fur Audiosteckkarten 
(Bestellnummer 1.228.324.00) 



6.8 

AUDIO ADJUSTMENTS 

6.ai 

General 

The test report supplied with each tape 
deck specifies the type of tape and the level 
used for calibrating the machine. 



Equalization settings 

CCIR or NAB equalization can be individ- 
ually set for each tape speed; e.g CCIR 
for 7.5 ips and NAB for 3.75 and 15 ips. 



Check the settings of all equalization jump- 
ers on reproduce and record amplifier p.c. 
boards, before starting with audio adjust- 
ments (also see section 2.4.4). 



A clear distinction must be made between 
the CCIR and NAB equalization standards 
whenever adjustments are made. 

CCIR 

Reference level = peak recording level 



NAB: 

Operating level = peak recording level 
-6dB (operating level + 6dB = peak re- 
cording level). 

Measuring instruments and aids 

CCIR reference tape or NAB reference tape 

Audio-frequency millivoltmeter 

Audio-frequency generator 

Oscilloscope 

Distortion meter 

Digital counter 

Wow-and -flutter meter 

Extension board for audio cards. 

(Ordering code 1 .228.324.00) 



6.8 

REGLAGES AUDIO 



6.8.1 

Generafites 

Le protocole de mesures livre avec chaque 
appareil specifie le type de bande et les 
niveaux utilises pour le reglage de la ma- 
chine. 

Reglages de I'egalisation 

Les egalisations CCIR et NAB peuvent etre 
selectionnees separement pour chaque vi- 
tesse de defilement par exemple CCIR 
pour 19 cm/s et NAB pour 9,5 et 38 cm/s. 



Verifiez les positions des straps d egalisa- 
tion sur les circuits amplificateurs de lectu- 
re et d'enregistrement avant de commen- 
cer les reglages audio (voir aussi section 

2.4,4). 



On veillera toujours a bien distinguer les 
egalisations CCIR etNAB lorsdes reglages. 



CCIR 

Niveau de reference^ Niveau d'enregistre- 
ment Crete, 

NAB 

Niveau d'operation = niveau d'enregistre- 
ment Crete -6dB (niveau d'operation -F 
6dB = niveau d'enregistrement Crete). 

Appareils de mesure et accessoires 

Bande etalon CCIR ou bande etalon NAB 
Millivoltmetre audio-frequence 
Generateur audio-frequence 
Oscilloscope 
Distorsiometre 
Frequencemetre numerique 
Indicateur de pleurage et de scintillement 
Carte de prolongation pour circuits audio 
(numero de commande 1.228.324.00) 
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Messayfbau Weasyring setup Dispositif de mesyre 

(Prinzipscherna) (Elementary diagram) (schema de principe) 




Fig, 6.8.1 



Gerite mit VU-Meter-Panel Tape decks with ¥U-meter panel Magnetophones awec panneay 

Falls an den Einstellungen des VU-Meter- If the settings on the VU-meter panel are ¥U-inetres 

Panel Veranderungenvorgenommen, Oder changed or if printed circuit boards are Si les reglages des VU^metres sent modi- 

Printkarten ausgewechselt wurden, mOs- replaced, its internal settings must first be ties ou si on change des circuits imprimesjl 

sen zuerst dessen interne Einstellungen readjusted, (see 6.8.6). fauttoutd'abord reajuster leurs reglages in~ 

vorgenommen werden (siehe 6.8.6). ternes (voir 6.8.6). 

Die Ausganspegel der folgenden Messun- The output levels of the following measure- Les niveaux de sortie des mesures suivan- 

gen konnen, statt mit einem externen Milli- ments can be read off the VU-meters or an tes peuvent etre lus sur les VU-metres ou 

voltmeter, an den VU-Metern abgelesen external millivoltmeter, sur un millivoltmetre exterieur. 

werden. 

Bei den folgenden Audio-Einstellungen For the following audio adjustments, the Pour les reglages audio suivants, les tou- 

muss mussen die Tasten UNCAL immer UNCAL keys must always be switched off ches UNCAL doivent toujours etre rela- 

ausgeschaltet sein (Pegelregler inaktiv). (level control inactive). chees (controle du niveau inoperant), 

Worbereitungen Preparatory steps Etapes preparatoires 

Tonkopfe und BandfOhrungen reinigen und Clean and demagnetize soundheads and Nettoyez et demagnetisez les tetes et les 

entmagnetisieren (siehe Kapitel 4.3) tape guidance elements (see section 4.3). elements de guidage (voir section 4.3). 

Tonbandmaschine in gewOnschte horizon- Place tape recorder in desired horizontal or Placez le magnetophone dans la position 

tale Oder vertikale Betriebslage stellen vertical operating position. de travail desiree, verticale ou horizontale. 
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Fig. 6.8.2 



Lage ynd Erklarung der Einstellregler: 



REPRODUCE AMPLIFIER (Wiedergabe- 
verstarker): 

FAST: 

Bandgeschwindigkeit 76 (38) cm/s 
MEDIUM: 

Bandgeschwindigkeit 38 (1 9) cm/s 
SLOW: 

Bandgeschwindigkeit 1 9 (9,5) cm/s 
LEVEL: 

Wiedergabepegel 

TREBLE: 

Wiedergabefrequenzgang, Flohenregler 
BASS: 

Wiedergabefrequenzgang, Tiefenregler 



CROSSTALK: 

Ubersprechregler 

MONO-STEREO SWITCH (Mono-Stereo- 
Schalter: 

REPRO: 

Mono-Wiederqabepeqel 

RECORD: 

Mono-Aufnahmepegel 

OVERLOAD DETECTOR (Qbersteuerungs- 
Detektor): 

CH 1: 

Spitzenpegel-Einstellung Kanal 1 
CH2: 

Spitzenpegel-Einstellung Kanal 2 



Location and explanation of the set- 
ting controls 

REPRODUCE AMPLIFIER: 



FAST: 

tape speed 30 (15) ips 
MEDIUM: 

tape speed 1 5 (7 ¥ 2 ) ips 
SLOW: 

tape speed IVi (3%) ips 
LEVEL: 

reproduce level 
TREBLE: 

reproduce frequency response, treble set- 
ting control 
BASS: 

reproduce frequency response, bass set- 
ting control 

CROSS TALK: 

Cross talk compensation control 
MONO-STEREO SWITCH: 



RECORD: 

mono record level 

RECORD: 

mono reproduce level 
OVERLOAD DETECTOR: 



CH 1: 

peak level setting control, channel 1 
CH2: 

peak level setting control channel 2 



Position et explication des eliinents 
de reglage: 

REPRODUCE AMPLIFIER (Amplificateur 
de lecture): 

FAST: 

Vitesse de defilement 76 (38) cm/s 
MEDIUM: 

Vitesse de defilement 38 (19) cm/s 
SLOW: 

Vitesse de defilement 19 (9,5) cm/s 
LEVEL: 

niveau de lecture 
TREBLE: 

controle de la reponse en frequence en lec- 
ture, reglage de Taigu 
BASS: 

contrdle de la reponse en frequence en lec- 
ture, reglage du grave 

CROSS TALK: 

controle de la compensation de diaphonie 

MONO-STEREO SWITCH (commutateur 
mono-stereo): 

REPRO: 

niveau de lecture mono 
RECORD: 

niveau d enregistrement mono 

OVERLOAD DETECTOR (detecteurde sur- 
modulation): 

CHI: 

reglage du niveau Crete, canal 1 
CH2: 

reglage du niveau crete, canal 2 
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RECORD AMPLIFIER (Aufnahme^Verstar- 
ker): 

FAST: 

Bandgeschwindigkeit 76 (38) cm/s 
MEDIUM: 

Bandgeschwindigkeit 38 (1 9) cm/s 
SLOW: 

Bandgeschwindigkeit 1 9 (9,5) cm/s 
LEVEL: 

Aufnahmepegel 

TREBLE: 

Aufnahmefrequenzgang, Hohenregler 
BIAS: 

Vormagnetisierungsregler 



PREADJ. 

AufnahmepegeLVoreinstellung 

OSCILLATOR (Losch- und Vormagnetisie- 
rungsfrequenz-Oszillator) 

STABILIZER (StabilisatorfOr Audio-Speise- 
spannungen) 

ACHTUNG: 

Printkarten nur bei ausgeschalteter Ton- 
bandmaschine ein- und ausstecken! 



8.8.2 

Wiedergabe-Einstellungen CCIR 

Die Wiedergabe-Einstellungen werden in 
derfolgenden Reihenfolge durchgefuhrt: 



Bandgeschwindigkeit 76 (38) cm/s (FAST) 
Wiedergabepegel 

Azimuteinstellung des Wiedergabe- 
kopfes 

Frequenzgangabgleich 

Bandgeschwindigkeit 19 (9,5) cm/s 
(SLOW) 

Wiedergabepegel 

Azimuteinstellung des Wiedergabe- 
kopfes 

Frequenzgangabgleich 

Bandgeschwindigkeit 38 (19) cm/s (ME- 
DIUM) 

Wiedergabepegel 

Azimuteinstellung des Wiedergabe- 
kopfes (definitiv) 
Frequenzgangabgleich 



RECORD AMPLIFIER: 



FAST: 

tape speed 30 (1 5) ips 
MEDIUM: 

tape speed 1 5 (772) ips 
SLOW: 

tape speed 772 (3¥4) ips 
LEVEL: 

recording level 
TREBLE: 

recording frequency response, treble set- 
ting control 
BIAS: 

bias setting control 
PREADJ. 

recording level preadjusting control 
OSCILLATOR: 

erase and bias frequency oscillator 
STABILIZER: 

stabilizer for audio supply voltages 

CAUTION: 

Switch tape recorder off before plugging in 
or removing printed circuit boards. 



S.S.2 

Reprodyce adjustments CCIl 

The reproduce adjustments are made by 
following the steps in the sequence speci- 
fied below: 

Tape speed 30 (15) ips (FAST) 

- Reproduce level 

- Azimuth alignment of reproduce head 

- Frequency response adjustment 
Tape speed 7.5 (3.75) ips (SLOW) 

- Reproduce level 

- Azimuth alignment of reproduce head 

- Frequency response adjustment 
Tape speed 1 5 (7.5) ips (MEDIUM) 

- Reproduce level 

- Azimuth alignment of reproduce head 
(final) 

- Frequency response adjustment 



RECORD AMPLIFIER (Amplificateur d 'en- 
registrement): 

FAST: 

Vitesse de defilement 76 (38) cm/s 
MEDIUM: 

Vitesse de defilement 38 (19) cm/s 
SLOW: 

Vitesse de defilement 19 (9,5) cm/s 
LEVEL: 

niveau d'enregistrement 
TREBLE: 

controle de la reponse en frequence a Ten- 

registrement reglage de I'aigu 

BIAS: 

controle de la premagnetisation 
PREADJ.: 

prereglage du niveau d'enregistrement 

OSCILLATOR (oscillateur pour la frequen- 
ce d'effacement et de premagnetisation) 

STABILIZER (stabilisateur des tensions 
d'aiimentation audio) 

ATTENTION: 

Deconnectez le magnetophone du secteur 
avantde retirerou d'inserer des circuits im- 
primes. 

6.8.2 

Reglages de la lecture CCIR 

Les reglages de la lecture s'effectuent dans 
I'ordre de la sequence ci-apres: 



Vitesse de defilement 76 (38) cm/s (FAST) 

- Niveau de lecture 

- Azimutage de la tete de lecture 

- Ajustement de la reponse en frequence 

Vitesse de defilement 19 (9,5) cm/s 
(SLOW) 

- Niveau de lecture 

- Azimutage de la tete de lecture 

- Ajustement de la reponse en frequence 

Vitesse de defilement 39 (19) cm/s 
(MEDIUM) 

- Niveau de lecture 

- Azimutage de la tete de lecture (final) 

“ Ajustement de la reponse en frequence 
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¥orbereityng: 

Millivoltmeter am Leitungsausgang 1 an- 
schliessen. 

Tonbandmaschine einschalten. 

Hohe Geschwindigkeit wahlen (76 bzw, 
38 cm/s). 

CCIR-Messband der entsprechenden Ge~ 
schwindigkeitauflegen und biszum Pegel- 
tonteil vorspulen. 

Wiedergabepegel-Einsteilurig: 

Tonbandmaschine auf Wiedergabe schab 
ten und mit dem Regler LEVEL FAST des 
REPRODUCE AMPLIFIER 1 denAusgangs- 
pegel auf den gewOnschten Bezugspegel 
einstellen. 

Bezugspegel; 

0dBm=^0J75V 
4dBm=^ 1,23V 
6dBm=^1,55V 
8dBm=^ 1,92V 

Bei Stereo-Geraten das Millivoltmeter auf 
den L^eitungsausgang 2 schalten und mit 
dem Regler LEVEL FAST des REPRODUCE 
AMPLIFIER 2 den Ausgangspegel auf den 
gewOnschten Bezugspegel einstellen. 

Azimyteinstellyni: 

Messband bis zum Tei! Spaiteinstellung 
vorspulen und auf Wiedergabe schalten. 
Der Pegel dieses Teils liegt ca. 10 dB unter 
demjenigen des Pegeltonteils. 



Millivoltmeter auf Kanal 1 schalten. 
Wahrend dem Abspielen der lOkFIz-AuT 
zeichnung wird durch Drehen der Azimut- 
Einstellschraube die Stellung des Wieder- 
gabekopfes solange geandert, bis die 
grosste Ausgangsspannung und gleichzei- 
tig die kleinsten Pegelschwankungen er- 
reicht werden. 

Bei Stereo-Geraten wird nun mit Hilfe des 
Oszilloskops und durch weiteres Drehen 
der Azimut-Einstellschraube des Wieder- 
gabekopfes auf minimale Phasendifferenz 
der Ausgangssignale von Kanal 1 und Ka- 
nal 2 abgeglichen. 

Wichtig: 

Immer zuerst auf maximalen Pegel und 
dann auf minimalen Phasenwinkel abglei- 
chen! 

Pegelkontrolie: 

Messband bis zum Pegeltonteil zuruck- 
spulen und auf Wiedergabe schalten. 
Kontrolle des Ausgangspegels (Bezugspe- 
gel) und eventuell Korrektur mit LEVEL 
FAST des REPRODUCE AMPLIFIER 1 . 



Preparatory steps: 

Connect millivoltmeter to line output 1 . 
Switch recorder on. 

Selectfasttape speed (30 or 1 5 ips respec- 
tively) 

Mount CCIR reference tape of the corre- 
sponding speed and wind reference tape 
forward to "Reference lewel^section. 



Reproduce lewel adjustment: 

Switch recorder to play mode and with po- 
tentiometer LEVEL FAST of REPRODUCE 
AMPLIFIER 1 adjust output level to the de- 
sired reference level. 



Reference levels: 

0dBm=^0.775V 
4dBm^ 1.23 V 
6dBm=^ 1.55V 
8dBm:^1.92V 

For stereo recorders connect millivoltmeter 
to line output 2 and with potentiometer 
LEVEL FAST of REPRODUCE AMPLIFIER 2 
adjust output level to the desired reference 
level. 

Azimuth alignment: 

Wind reference tape forward to the section 
"Azimuth alignment" and start recorder 
in play mode. The level of this section is ap- 
proximately 1 0 dB lower than in the refer- 
ence level section. 

Connect milliovoltmeter to channel 1 . 
While the 1 0 kHz recording is being repro- 
duced, the position of the reproduce head 
is to be aligned with the azimuth adjustment 
screw until the maximum output voltage 
and concurrently the lowest level fluctua- 
tions are obtained. 



For stereo recorders, the setting of the azi- 
muth alignment screw for the reproduce 
head can be further corrected with the aid 
of an oscilloscope until the phase differ- 
ence in the output signals of channel 1 and 
channel 2 reaches the minimum. 

Important: 

First adjust for maximum level before ad- 
justing for minimum phase angle! 



Output iewel check: 

Rewind reference tape to "Reference 
lewer section and start recorder in play 
mode. Check output level (reference level) 
and if necessary correct with LEVEL FAST 
of REPRODUCE AMPLIFIER 1. 



Preparatifs: 

Connectez uri millivoltmetre a la sortie ligriel. 
Mettez le magnetophone sous tension. 
Positionnez-le en vitesse rapid© (76 ou 
38 cm/s resp.) 

Placez une bande CCIR etalon correspon- 
dant a cette vitesse et bobinez-la jusqu'a la 
section iNiweau de reference. 



Reglage du niweay de lecture: 

Placez le magnetophone en mode PLAY et 
ajustez le niveau de sortie a la valeurdesiree 
grace au potentiometre LEVEL FAST du 
REPRODUCE AMPLIFIER 1. 



Niveau de reference: 

0dBm^0J75V 

4dBm^T23V 

6dBm:^1.55V 

8dBm^l.92V 

Pour les appareils stereo, connectez le milli- 
voltmetre a la sortie ligne 2 et ajustez le ni- 
veau de sortie a la valeur desiree grace au 
potentiometre LEVEL FAST du REPRODU- 
CE AMPLIFIER 2. 

Azimytage: 

Bobinez la bande etalon jusqu'a la section 
cAzimutage> et placez le magnetophone 
en mode PLAY Le niveau de cette section 
est inferieur d'environ 10 dB par rapport au 
niveau de reference. 

Connectez le millivoltmetre au canal 1. 

Lors de la lecture du signal a 10 kHz, on ali- 
gners la tete de lecture par sa vis de reglage 
de facon a ce que le niveau de sortie soit 
maximal d'une part et qu'en outre les fluc- 
tuations soient minimales. 



Pour les appareils stereo, I'azimutage peut 
etre affine en reglant au dephasage mini- 
mum entre les canaux grace a un oscillo- 
scope. 



important: 

Ajustez d'abord au niveau maximal avant 
d'ajuster au dephasage minimal. 



Verification dy niweau de sortie: 

Rembobinez la bande sur la section (ni- 
weay de reference) et placez le magneto- 
phone en mode PLAY Verifiez le niveau de 
sortie et si besoin est corrigez le par LEVEL 
FAST du REPRODUCE AMPLIFIER 1. 
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Millivoltmeterauf Kanal 2schalten,Kontrol-- 
le des Ausgangspegels und eventuell Kor- 
rektur mit LEVEL FAST des REPRODUCE 
AMPLIFIER 2. 

Freqyenzgangabgleicli: 

Messband bis zum Frequenzgangteil 
15 kHz vorspulen und auf Wiedergabe 
schalten. 

Der Pegel dieses Teils liegt ca. 1 0 dB unter 
demjenigen des Pegeltonteils. 
Millivoltmeter auf Kanal 1 schalten. 

Mit dem Regler TREBLE FAST des REPRO- 
DUCE AMPLIFIER 1 auf optimalen Fre- 
quenzgang (bezogen auf Bezugspegel - 
lOdB) abgleichen. 

Bei StereogerMen das Millivoltmeter auf 
Kanal 2 umschalten und mit dem Regler 
TREBLE FAST des REPRODUCE AMPLI- 
FIER 2 auf optimalen Frequenzgang (bezo- 
gen auf Bezugspegel - 1 0 dB) abgleichen. 



Messband zum Freqyenzgangteil 60 Hz 
zuruckspulen und auf Wiedergabe schal- 
ten. 

Millivoltmeterauf Kanal 1 schalten und mit 
dem Regler BASS FAST des REPRODUCE 
AMPLIFIER 1 auf optimalen Frequenzgang 
(bezogen auf Bezugspegel - 1 0 dB) abglei- 
chen. 

Bei Stereogeraten das Millivoltmeter auf 
Kanal 2 schalten und mit dem Regler BASS 
FAST des REPRODUCE AMPLIFIER 2 auf 
optimalen Frequenzgang (bezogen auf Be- 
zugspegel - 10dB) abgleichen. 



¥orbereitung: 

Millivoltmeter am Leitungsausgang 1 an- 
schliessen. 

Tonbandmaschine einschalten. 

Langsame Geschwindigkeit wahlen (19 
bzw. 9,5 cm/s). 

CCIR-Messband der entsprechenden Ge- 
schwindigkeitauflegen und biszum Pegel- 
tonteil vorspulen. 

Wiedergabepegei-Einstellyng: 

Tonbandmaschine auf Wiedergabe schal- 
ten und mit dem Regler LEVEL SLOW des 
REPRODUCE AMPLIFIER 1 denAusgangs- 
pegel auf den gewunschten Bezugspegel 
einstellen. 

Bei Stereo-Geraten das Millivoltmeter auf 
den Leitungsausgang 2 schalten und mit 
dem Regler LEVEL SLOW des REPRODU- 
CE AMPLIFIER 2 den Ausgangspegel auf 
den gewunschten Bezugspegel einstellen. 



Connect millivolmeter to channel 2, check 
output level and if necessary correct with 
LEVELFAST of REPRODUCE AMPLIFIER 2. 



Freqyencf response adjustment: 

Wind reference tape forward to section 
"Frequency response 1 5 kHz" and start 
recorder in play mode. The level of this sec- 
tion is approximately 10 dB lower than in 
the reference level section. 

Connect millivoltmeter to channel 1 . 

With potentiometer TREBLE FAST of RE- 
PRODUCE AMPLIFIER 1 adjust for opti- 
mum frequency response (relative to ref- 
erence level - 1 0 dB). 

For stereo recorders connect millivoltmeter 
to channel 2 and with potentiometer TRE- 
BLE FAST of REPRODUCE AMPLIFIER 2 
adjust for optimum frequency response 
(relative to reference level - 1 0 dB). 



Rewind refernce tape to section "Frequen- 
cy response 60 Hz" and start recorder in 
play mode. 

Connect millivoltmeter to channel 1 and 
with potentiometer BASS FAST of REPRO- 
DUCE AMPLIFIER 1 adjust for optimum 
frequency response (relative to reference 
level - 10 dB). 

For stereo recorders connect millivoltmeter 
to channel 2 and with potentiometer BASS 
FAST of REPRODUCE AMPLIFIER 2 adjust 
for optimum frequency response (relative 
to reference level - 10 dB). 



Preparatory steps: 

Connect millivoltmeter to line output 1 . 
Switch recorder on. 

Select slow tape speed (7.5 or 3.75 ips re- 
spectively). Mount CCIR reference tape of 
the corresponding speed and wind tape 
forward to "Reference lewel" section. 



Reproduce level adjustment: 

Switch recorderto play mode and with po- 
tentiometer LEVEL SLOW of REPRODUCE 
AMPLIFIER 1 adjust output level to the de- 
sired reference level. 



For stereo recorders connect millivoltmeter 
to line output 2 and with potentiometer 
LEVEL SLOW of REPRODUCE AMPLIFIER 
2 adjust output level to the desired referen- 
ce level. 



Connectez le millivoltmetre au canal 2, veri- 
fiez le niveau de sortie et corrigez-le si ne- 
cessaire avec LEVEL FAST du REPRODU- 
CE AMPLIFIER 2. 

Ajustement de la repose en frequence: 

Bobinez la bande etalon jusqu'a la section 
"repose en frequence 15 kHz" et placez 
le magnetophone en mode play. Le niveau 
de cette section est inferieur d'environ 
10 dB au niveau de reference. 

Connectez le millivoltmetre au canal 1. 
Reglez le potentiometre TREBLE FAST du 
REPRODUCE AMPLIFIER 1 pour une repo- 
se en frequence optimale (relative au ni- 
veau de reference -10 dB). 

Pour les appareils stereo, connectez le milli- 
voltmetre au canal 2 et ajustez le potentio- 
metre TREBLE FAST du REPRODUCE AM- 
PLIFIER 2 pourune repose enfrequence op- 
timale (referee au niveau de reference 
MOdB). 

Rembobinez la bande jusqu'a "reponse 
en frequence 60 Hz" et mettez I'appareil 
en lecture. 

Connectez le millivoltmetre au canal 1 et 
ajustez le potentiometre BASS FAST du RE- 
PRODUCE AMPLIFIER 1 pour une repose 
en frequence optimale (relativ au niveau de 
reference -lOdB). 

Pour les appareils stereo, connectez le milli- 
voltmetre au canal 2 et ajustez le potentio- 
metre BASS FAST du REPRODUCE AM- 
PLIFIER 2 pour obtenir une repose en fre- 
quence optimale (relative au niveau de refe- 
rence -10 dB). 

Preparatifs: 

Connectez le millivoltmetre a la sortie ligne 1. 
Mettez le magnetophone sous tension. 
Selectionnezia plus bassevitessede defile- 
ment (19 ou resp. 9,5 cm/s). Placez une 
bande etalon CCIR correspondant a cette 
Vitesse et bobinez jusqu'a la section "ni- 
veau de r^erence". 



Reglage dy niveau de lecture: 

Placez le magnetophone en mode lecture 
etajustezle niveau desortiea lavaleurdesi- 
ree avec le potentiometre LEVEL SLOW du 
REPRODUCE AMPLIFIER 1. 



Pour les appareils stereo, connectez le milli- 
voltmetre a la sortie ligne 2 et ajustez le ni- 
veau a lavaleurdesireeavec le potentiome- 
tre LEVEL SLOW du REPRODUCE AMPLI- 
FIER 2. 
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Azimuteinstellung: 

Messband bis zum Teil Spalteinstellyng 
vorspulen und auf Wiedergabe schalten. 
Der Pegel dieses Teils liegt ca. 1 0 dB unter 
demjenigen des Pegeltonteils. 



Millivoltmeter auf Kanal 1 schalten. 
Wahrend dem Abspielen der lOkHz-Auf- 
zeichnung wird durch Drehen der Azimut- 
Einstellschraube die Stellung des Wieder- 
gabekopfes solange geandert, bis die 
grosste Ausgangsspannung und gleichzei- 
tig die kleinsten Pegelschwankungen er- 
reicht werden, 

Bei Stereo-Geraten wird nun mit Hilfe des 
Oszilloskops und durch weiteres Drehen 
der Azimut-Einstellschraube des Wieder- 
gabekopfes auf minimale Phasendifferenz 
der Ausgangssignale von Kanal 1 und Ka- 
nal 2 abgeglichen. 

Wichtig: 

Immer zuerst auf maximalen Pegel und 
dann auf minimalen Phasenwinkel abglei- 
chen! 

Pegelkontrolle: 

Messband bis zum Pegeitonteil zuruck- 
spulen und auf Wiedergabe schalten. 
Kontrolle des Ausgangspegels (Bezugspe- 
gel) und eventuell Korrektur mit LEVEL 
SLOW des REPRODUCE AMPLIFIER 1 . 

Millivoltmeterauf Kanal 2 schalten, Kontrol- 
le des Ausgangspegels und eventuell Kor- 
rektur mit LEVEL SLOW des REPRODUCE 
AMPLIFIER 2, 

Frequenzgangabgleich: 

Messband bis zum Freqyenzgangteil 
10 kHz vorspulen und auf Wiedergabe 
schalten. 

Der Pegel dieses Teils liegt ca. 1 0 dB unter 
demjenigen des Pegeltonteils, 
Millivoltmeter auf Kanal 1 schalten. 

Mit dem Regler TREBLE SLOW des RE- 
PRODUCE AMPLIFIER 1 aufoptimalenFre- 
quenzgang (bezogen auf Bezugspegel - 
lOdB) abgleichen. 



Bei Stereogeraten das Millivoltmeter auf 
Kanal 2 umschalten und mit dem Regler 
TREBLE SLOW des REPRODUCE AMPLI- 
FIER 2 auf optimalen Frequenzgang (bezo- 
gen auf Bezugspegel - 1 0 dB) abgleichen. 



Messband zum Freqyenzgangteil 60 Hz 

zuruckspulen und auf Wiedergabe schaL 
ten. 



Azimuth alignment: 

Wind reference tape forward to the section 
"Azimuth alignment" and start recorder 
in play mode. The level of this section is ap- 
proximately 10 dB lower than in the refer- 
ence level section. 

Connect millivoltmeter to channel 1 . 

While the 1 0 kHz recording is being repro- 
duced, the position of the reproduce head 
can be adjusted with the azimuth alignment 
screw until the maximum output voltage 
and concurrently the lowest level fluctua- 
tions are obtained. 



For stereo recorders, the setting of the azi- 
muth alignment screw for the reproduce 
head can be further corrected with the aid 
of an oscilloscope until the phase differ- 
ence in the output.signals of channel 1 and 
channel 2 reaches the minimum. 

Important: 

First adjust for maximum level before ad- 
justing for minimum phase angle! 



Output lewel check: 

Rewind reference tape to "Reference 
lewel" section and start recorder in play 
mode. Check output level (reference level) 
and if necessary correct with LEVEL SLOVC^ 
of REPRODUCE AMPLIFIER 1. 

Connect millivoltmeter to channel 2, check 
output level and if necessary cori'ect with 
LEVEL SLOW of REPRODUCE AMPLIFIER 2. 



Frequency response adjystinent: 

Wind reference tape forward to section 
"Frequency response 10 kHz" and start 
recorder in play mode. The level of this sec- 
tion isapproximatelylO dB lowerthan inthe 
reference level section. 

Connect millivoltmeter to channel 1. 

With potentiometer TREBLE SLOW of RE- 
PRODUCE AMPLIFIER 1 adjustfor optimum 
frequency response (relative to reference 
level -10 dB). 



For stereo recorders connect millivoltmeter 
to channel 2 and with potentiometer TRE- 
BLE SLOW of REPRODUCE AMPLIFIER 2 
adjust for optimum frequency response 
(relative to reference level -10 dB). 



Rewind reference tape to section "Fre- 
quency response 60 Hz" and start recor- 
der in play mode. 



Azimutage: 

Bobinez la bande etalon jusqu'a la section 
"azimutage" et lisez la bande. Le niveau 
de cette section est inferieur d'environ 
10 dB au niveau de reference. 



Connectez le millivoltmetre au canal 1 
Lors de la lecture du passage a 10 kHz, ajus- 
tez la position de la tete de lecture grace a 
sa vis d'alignementjusqu'a ce que le niveau 
de sortie soit maximal et que les fluctations 
soient les plus faibles possibles. 



Pour les appareils stereo, I'alignement de la 
tete de lecture peut etre affine a I'aide d'un 
oscilloscope en positionnant la tete de lec- 
ture de facon a ce que le dephasage entre 
les canaux soit minimal. 



Important: 

Ajustez d'abord pour un niveau maximum 
avant d'affiner le dephasage! 



¥erification dy niweau de sortie: 
Rembobinez la bande sur "niweau de re- 
ference" et lisez-la. Verifiez le niveau de 
sortie (niveau de reference), corrigez-le si 
necessaire par LEVEL SLOW du REPRO- 
DUCE AMPLIFIER 1. 

Connectez le millivoltmetre au canal 2, veri- 
fiez le niveau et corrigez-le si besoin est 
avec LEVEL SLOW du REPRODUCE AM- 
PLIFIER 2. 

AJustefnent de la reponse en 
frequence: 

Bobinez la bande etalon jusqu'a la section 
"reponse enfrequencelO kHz" etplacez 
I'appareil en lecture. Le niveau de cette sec- 
tion est inferieur d'environ 10 dB au niveau 
de reference, 

Connectez le millivoltmetre au canal 1. 
Ajustez le potentiometre TREBLE SLOW du 
REPRODUCE AMPLIFIER pour une repon- 
se en frequence optimale (referee a -10 dB 
par rapport au niveau de reference). 

Pour les appareils stereo, connectez le milli- 
voltmetre au canal 2 et ajustez a un opti- 
mum de la reponse en frequence grace a 
TREBLE SLOW du REPRODUCE AMPLI- 
FIER 2 (a 10 dB en-dessous du niveau de re- 
ference). 

Rembobinez la bande etalon jusqu'a la sec- 
tion "reponse en frequence 60 Hz" et 

placez I'appareil en lecture. 
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Millivoltmeter auf Kanal 1 schalten und mit 
dem Regler BASS SLOW des REPRODU- 
CE AMPLIFIER 1 auf optimalen Frequenz- 
gang (bezogen auf Bezugspegel -lOdB) 
abgleichen. 

Bei Stereogeraten das Millivoltmeter auf 
Kanal 2 schalten und mit dem ReglerBASS 
SLOW des REPRODUCE AMPLIFIER 2 auf 
optimalen Frequenzgang (bezogen auf Be- 
zugspegel - 10d)B abgleichen. 

Vorbereitung: 

Millivoltmeter am Leitungsausgang 1 an- 
schliessen. 

Tonbandmaschine einschalten. 

Mittlere Geschwindigkeit wahlen (38 bzw. 
19 cm/s). 

CCIR-Messband der entsprechenden Ge- 
schwindigkeitauflegen und bis zum Pege!- 
tonteil vorspulen. 

Wiedergabepegel-Einstellung: 

Tonbandmaschine auf Wiedergabe schaL 
ten und mit dem Regler LEVEL MEDIUM 
des REPRODUCE AMPLIFIER 1 den Aus- 
gangspegel auf den gewunschten Bezug- 
spegel einstellen. 

Bei Stereo-Geraten das Millivoltmeter auf 
den Leitungsausgang 2 schalten und mit 
dem Regler LEVEL MEDIUM des REPRO- 
DUCE AMPLIFIER 2 den Ausgangspegel 
auf den gewunschten Bezugspegel einsteL 
len. 

Azimuteinstellung fdefiniti¥}: 
Messband bis zum Teil Spalteinstellung 
vorspulen und auf Wiedergabe schalten. 
Der Pegel dieses Teils liegt ca. 1 0 dB unter 
dcmjenigen des Pegeltonteils. 



Millivoltmeter auf Kanal 1 schalten. 
Wahrend dem Abspielen der lOkFIz-Auf- 
zeichnung wird durch Drehen der Azimut- 
Einstellschraube die Stellung des Wieder- 
gabekopfes solange geandert, bis die 
grosste Ausgangsspannung und gleichzei- 
tig die kleinsten Pegelschwankungen er- 
reicht werden. 

Bei Stereo-Geraten wird nun mit Flilfe des 
Oszilloskops und durch weiteres Drehen 
der Azimut-Einstellschraube des Wieder- 
gabekopfes auf minimale Phasendifferenz 
der Ausgangssignale von Kanal 1 und Ka- 
nal 2 abgeglichen. 

Wichtig: 

Immer zuerst auf maximalen Pegel und 
dann auf minimalen Phasenwinkel abglei- 
chen! 



Connect millivoltmeter to channel 1 and 
with potentiometer BASS SLOW of RE- 
PRODUCE AMPLIFIER 1 adjustforoptimum 
frequency response (relative to reference 
level -10 dB). 

For stereo recorders connect millivoltmeter 
to channel 2 and with potentiometer BASS 
SLOW of REPRODUCE AMPLIFIER 2 ad- 
just for optimum frequency response (rela- 
tive to reference level -10 dB). 

Preparatory steps: 

Connect millivoltmeter to line output 1. 
Switch recorder on. 

Select medium tape speed (15 or 7.5 ips 
respectively). 

Mount CCIR reference tape of the corre- 
sponding speed and wind tape forward to 
"Reference iewel" section. 



Reproduce lewel adjustement: 

Switch recorder to play mode and with 
potentiometer LEVEL MEDIUM of REPRO- 
DUCE AMPLIFIER 1 adjust output level to 
the desired reference level. 



For stereo recorders connect millivoltmeter 
to line output 2 and with potentiometer 
LEVEL MEDIUM of REPRODUCE AMPLI- 
FIER 2 adjust output level to the desired 
reference level. 



Azimuth alignment final}: 

Wind reference tape forward to the section 
"Azimuth alignment" and start recorder 
in play mode. The level of this section is ap- 
proximately 10 dB lower than in the refer- 
ence level section. 

Connect millivoltmeter to channel 1. 

While the 10 kHz recording is being repro- 
duced, the position of the reproduce head 
can be adjusted with the azimuth can bead- 
justed with the azimuth alignment screw 
until the maximum output voltage and con- 
currently the lowest level fluctuations are 
obtained. 

For stereo recorders, the setting of the azi- 
muth alignment screw for the reproduce 
head can be further corrected with the aid 
of an oscilloscope until the phase differ- 
ence in the output signals of channel 1 and 
channel 2 reaches the minimum. 

Important: 

First adjust for maximum level before ad- 
justing for minimum phase angle! 



Connectez le millivoltmetre au canal 1 et 
ajustez le poteritiometre BASS SLOW du 
REPRODUCE AMPLIFIER! pourune repon- 
se en frequence optimale (referee a -10 dB 
par rapport au niveau de reference). 

Pour les appareils stereo, connectez le mil- 
livoltmetre au canal 2 et ajustez le potentio- 
metre BASS SLOW du REPRODUCE AM- 
PLIFIER 2 pour une reponse en frequence 
optimale (referee a -10 dB). 

Preparatifs: 

Connectez le millivoltmetre a la sortie ligne 1, 
Mettez le magnetophone sous tension. 
Commutez la vitesse de defilement moyen- 
ne (19 ou 9,5 cm/s). 

Placez une bande etalon CCIR correspon- 
dant a cette vitesse et bobinez jusqu'a la 
section "niweay de reference". 



Regiage du niweau de lecture: 

Mettez I'appareil en mode lecture et reglez 
le niveau de sortie a la valeur desiree grace 
au potentiometre LEVEL MEDIUM du RE- 
PRODUCE AMPLIFIER 1. 



Pour les appareils stereo, connectez le miili- 
voitmetre a la sortie ligne 2 et ajustez le ni- 
veau a la valeurdesiree avec le potentiome- 
tre LEVEL MEDIUM du REPRODUCE AM- 
PLIFIER 2. 



Azimutage f final} : 

Bobinez la bande etalon jusqu'a la section 
"azimytage" et lisez la bande. Le niveau 
de cette section est inferieur d'environ 
10 dB au niveau de reference. 



Connectez le millivoltmetre au canal 1. 
Pendant la lecture du signal a 10 kHz, ajustez 
la position de la tete de lecture par sa vis 
d'alignement jusqu'a ce que la tension de 
sortie atteigne un niveau maximal et un mi- 
nimum de fluctuations. 



Pour les appareils stereo, I'azimutage peut 
etre affine en alignant la tete de lecture pour 
un dephasage minimal entre les deux ca- 
naux grace a un oscilloscope. 



Important: 

Ajustez d'abord pour un niveau maximum 
avant d'affiner le dephasage! 
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Pegelkontrolle: 

Messband bis zum Pegeltonteil zurOck- 
spulen und auf Wiedergabe schalten. 
Kontrolle des Ausgangspegels (Bezugspe- 
gel) und eventuell Korrektur mit LEVEL ME- 
DIUM des REPRODUCE AMPLIFIER 1 . 



MillivoltmeteraufKanal 2 schalten, Kontrol- 
le des Ausgangspegels und eventuell Kor- 
rektur mit LEVEL MEDIUM des REPRODU- 
CE AMPLIFIER 2. 

Frequenzgangabgleich: 

Messband bis zum Frequenzgangteil 
12 kHz vorspulen und auf Wiedergabe 
schalten. 

Der Pegel dieses Teils liegt ca. 1 0 dB unter 
demjenigen des Pegeltonteils. 
Millivoltmeter auf Kanal 1 schalten. 



Mit dem Regler TREBLE MEDIUM des RE- 
PRODUCE AMPLIFIER 1 aufoptimalenFre- 
quenzgang (bezogen auf Bezugspegel - 
lOdB) abgleichen. 

Bei StereogerMen das Millivoltmeter auf 
Kanal 2 umschalten und mit dem Regler 
TREBLE MEDIUM des REPRODUCE AM- 
PLIFIER 2auf optimalen Frequenzgang (be- 
zogen auf Bezugspegel -lOdB) abglei- 
chen. 

Messband zum Frequenzgangteil §OHz 
zurOckspulen und auf Wiedergabe schaL 
ten. 

Millivoltmeter auf Kanal 1 schalten und mit 
dem Regler BASS MEDIUM des REPRO- 
DUCE AMPLIFIER 1 auf optimalen Fre- 
quenzgang (bezogen auf Bezugspegel 
-10 dB) abgleichen. 

Bei Stereogeraten das Millivoltmeter auf 
Kanal 2 schalten und mit dem Regler BASS 
MEDIUM des REPRODUCE AMPLIFIER 2 
auf optimalen Frequenzgang (bezogen auf 
Bezugspegel - 10dB) abgleichen. 



ACHTUNG: 

Einstellungen in der angegebenen Reihen- 
folge vornehmen. Bereits ausgefuhrte Ein- 
stellungen durfen spater nicht mehr veran- 
dert werden! 



6.8.3 

Aulnahme-Eiristellunien CCIR 

Neuvvetiiges unbespieltes Tonband aufle- 
gen. 

Bei GerMen mit VU-Meter-Panel die Ta- 
ste READY drucken. 



Output lewel check: 

Rewind reference tape to "Reference 
lewel" section and start recorder in play 
mode. Check output level (reference level) 
and if necessary correct with LEVEL ME- 
DIUM of REPRODUCE AMPLIFIER 1. 



Connect millivoltmeter to channel 2, check 
output level and if necessary correct with 
LEVEL MEDIUM of REPRODUCE AMPLI- 
FIER 2. 

Frequency response adjustment: 

Wind reference tape forward to section 
"Frequency response 12 kHz" and start 
recorder in play mode. The level of this sec- 
tion is approximately 10 dB lowerthan inthe 
reference level section. 

Connect millivoltmeter to channel 1. 



With potentiometer TREBLE MEDIUM of 
REPRODUCE AMPLIFIER 1 adjust for opti- 
mum frequency response (relative to refer- 
ence level - lOdB). 

For stereo recorders connect millivoltmeter 
to channel 2 and with potentiometer BASS 
MEDIUM of REPRODUCE AMPLIFIER Sad- 
just for optimum frequency response (rela- 
tive to reference level - 1 0 dB). 



Rewind reference tape to section "Fre- 
quency response 60 Hz" and start re- 
corder in play mode. 

Connect millivoltmeter to channel 1 and 
with potentiometer BASS MEDIUM of RE- 
PRODUCE AMPLIFIER 1 adjust for opti- 
mum frequency response (relative to ref- 
erence level -10 ciB). 

For stereo recorders connect millivoltmeter 
to channel 2 and with potentiometer BASS 
MEDIUM of REPRODUCE AMPLIFIER Sad- 
just for optimum frequency response (rela- 
tive to reference level - lOdB). 



IMPORTANT: 

Perform adjustments in the sequence spec- 
ified. Previously made adjustments must 
not be changed in a subsequent step! 



6.8.3 

Record adjustments CCIR 

Mount a new, unrecorded tape. 

On recorders equipped with VU-meter 
panel depress READY key. 



Verification du niweau de sortie: 

Rembobinez la bande etalon jusqu'a "ni- 
weau de reference" et placez le magneto- 
phone en mode lecture. Verifiez le niveau 
de sortie (niveau de reference) etcorrigez- 
le si necessaire avec LEVEL MEDIUM du 
REPRODUCE AMPLIFIER 1. 

Connectez le millivoltmetre au canal 2, veri- 
fiez le niveau de sortie et corrigez-le si ne- 
cessaire avec LEVEL MEDIUM du REPRO- 
DUCE AMPLIFIER 2. 

Ajustement de la reponse en 
frequence: 

Bobinez la bande etalon jusqu'a la section 
"reponse en frequence 12 kHz" et lisez- 
le. Le niveau de cette section est approxi- 
mativementlO dB en-dessous du niveau de 
reference. 

Connectez le millivoltmetre au canal 1. 

Ajustez la reponse en frequence a un opti- 
mum grace au potentiometre TREBLE ME- 
DIUM du REPRODUCE AMPLIFIER 1 (refe- 
ree a -10 dB du niveau de reference). 

Pour les appareils stereo, connectez le milli- 
voltmetre au canal 2 et ajustez la reponse 
enfrequence a un optimum grace au poten- 
tiometre TREBLE MEDIUM du REPRODU- 
CE AMPLIFIER 2 (referee a -10 dB du ni- 
veau de reference). 

Rembobinez la bande etalon jusqu'a la 
section "reponse enfrequence 60 Hz" et 
placez I'appareii en lecture. 

Connectez le millivoltmetre au canal 1 et 
ajustez la reponse en frequence a un opti- 
mum avec le potentiometre BASS ME- 
DIUM du REPRODUCE AMPLIFIER 1 (a 
-10 dB par rapport au niveau de reference). 

Pour les appareils stereo, connectez le milli- 
voltmetre au canal 2 et ajustez la reponse 
enfrequence a un optimum grace au poten- 
tiometre BASS MEDIUM du REPRODUCE 
AMPLIFIER 2 (a -10 dB par rapport au ni- 
veau de reference). 

IMPORTANT: 

Effectuez ces reglages dans I'ordre speci- 
fie. Les reglages ne doivent plus etre modi- 
fies lors des etapes ulterieurs! 



6.8.3 

Reglages d'enregistrement CCIR 

Placez une bande vierge neuve. 

Appuyez sur la touche READY des appa- 
reils equipes d'un panneau VU-metres. 
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Vorbereityngen: 

® Kontrolle der Oszillatorfrequenz: 

Gerat einschalten und mittlere Geschwin- 
digkeit (38 bzw. 1 9 cm/s) wahlen. 



Den Frequenzzahler an die Testpunkte TP 1 
und TP 2 des OSCILLATOR Print 6 an- 
schliessen und Aufnahme einschalten. 

Die Oszillatorfrequenz muss 150 kHz 
± 3 kHz betragen (warmerZustand derTon- 
bandmaschine). 



Preparatory steps: 

® Check oscillator frequency: 

Switch recorder on and select medium 
tape speed (15 or 7,5 ips respectively). 



Connect frequency counter to test points 
TP1 and TP2 of OSCILLATOR board 6 and 
switch to record to record mode. 

The oscillator frequency must measure 
150 kHz ±3 kHz (after the recorder has 
reached normal operating temperature). 



Preparatifs: 

® Verifiez la frequence de I'oscillateur: 
Mettez le magnetophone sous tension et 
selectionnez la vitesse moyenne (38 ou 
reap. 19 cm/s). 

Raccordez le frequencemetre aux points 
TP1 etTP2 du circuit OSCILLATOR 6 etpla- 
cez I'appareil en mode enregistrement 

La frequence de I'oscillateur doit etre 
150 kHz±3 kHzfapres que le magnetopho- 
ne ait atteint sa temperature de foncionne- 
ment). 



Wenn die gemessene Oszillatorfrequenz 
innerhalb desToleranzbereichs liegt: 



Falls die gemessene Oszillatorfrequenz 
ausserhalb des Toleranzbereichs liegt 
muss der Oszillator neu abgeglichen wer- 
den; 

Tonbandmaschine ausschalten, Oszillator- 
print herausziehen und, auf den Verlange- 
rungsprint gesteckt wieder einstecken. 



If the measured oscillator frequency is 
within the tolerance range, continue with 
step (D. 

If the measured oscillator frequency is out- 
side the tolerance range, the oscillator must 
be readjusted. 



Switch recorder off, pull out oscillator 
board, and reinsert it after it has been moun- 
ted on the extension board. 



Si la frequence de I'oscillateur est dans le 
domaine tolere, passez a I etape . 



Si la frequence mesuree nest pas dans les 
tolerances, il faut reajuster Loscillateur. 



Deconnectez I'appareil du secteur, retirez la 
carte de I'oscillateur, inserez a sa place le 
circuit imprime de prolongation et raccor- 
dez~y la carte de I'oscillateur. 




Fig. 6.8.3 



Gerat auf Aufnahme schalten und mit dem 
Regelstift des Transformators T 1 die Fre- 
quenz auf 1 50 kHz ±3 kHz abgleichen. 

Gerat ausschalten, Verlangerungsprint ent- 
fernen und Oszillatorprint wieder in den 
Verstarkerkorb einstecken. 



Start recorder in record mode and adjust 
frequency to 150 kHz ±3 kHz with the regu- 
lating pin of transformer T1. 

Switch recorder off, remove extension 
board and reinstall oscillator board in the 
amplifier case. 



Remettez I'appareil en mode enregistre- 
ment ajustez la frequence a 150 kHz 
±3 kHz en reglant le transformateur T1. 

Deconnectez I'appareil du secteur, enlevez 
le circuit de prolongation et replacez la car- 
te deLoscillateur dans sa position normale. 
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Gerat wieder einschalten und Oszillatorfre- 
quenz nochmals kontrollieren; 150 kHz 
±3 kHz. 

Falls die Frequenz wieder ausserhalb des 
Toleranzbereichs liegt muss der Abgleich 
nochmals wiederholt werden. 

(D Grundeinstellung der Aufnahmeverstar- 
ker: 

WiCHTIG: 

Bei beiden Prints RECORD AMPLIFIER 4 
und 5 mOssen wahrend der folgenden 
Messung die BrOckenstecker fOr die Ein^ 
gangsempfindlichkeit auf Stellung NORM 
gesteckt sein! 

Gerate ohne VU -Meter-Panel: 
Potentiometer PREADJ. auf den Prints RE- 
CORD AMPLIFIER 4 und 5 an den Anschlag 
im Gegenuhrzeigersinn bringen. 



Gerate mit VU-Meter-Panel: 

Voreinstellung der Aufnahmeverstarker 
und der VU-Meter-Verstarker siehe Kapitel 
6 . 8 . 6 , 



Switch recorder on and recheck oscillator 
frequency: 150 kHz ±3 kHz. 

If the frequency is still outside the tolerance 
range, repeat the foregoing adjustment 
procedures. 



@ Basic adjustments for record amplifiers: 



IMPORTANT: 

While the following measurements are per- 
formed, the jumpers for the input sensitivity 
on the pcb RECORD AMPLIFIER 4 and 5 
must be in the NORM position! 



Recorders without VU meter panels: 

Turn potentiometer PREADJ. on the pcb RE- 
CORD AMPLIFIER 4 and 5 fully counter- 
clockwise. 



Recorders equipped with VU meter panels: 
Basic adjustments of record amplifiers and 
VU meter amplifiers see section 6.8.6. 



Remettez le magnetophone sous tension 
et reverifiez la frequence de roscillateur: 
150 kHz ±3 kHz. 

Si la frequence est toujours en dehors du 
domaine de tolerance, repetez le proces- 
sus de reglage precedent 

® Reglage de base des amplificateurs d'en- 
registrement 

IMORTANT: 

Lors des mesures suivantes, les straps de la 
sensibilite d'entree des circuits RECORD 
AMPLIFIER 4 et 5 doivent etre en position 

NORM! 



Appareils sans panneau VU-metres: 
Tournez les potentiometres PREADJ. des 
circuits RECORD AMPLIFIER 4 et 5 a leur 
butee en sens invers des aiguilles d'une 
montre. 

Appareils equipes d'un panneau VU-me- 
tres: 

Reglage de base des amplificateurs d'enre- 
gistrement et des amplificateurs des VU- 
metres voir chapitre 6.8.6 
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Aufnahme-Einstellungen CCIR 

Die Aufnahme-Einstellungen werden in der 
folgenden Reihenfolge durchgefOhrt: 



Bandgeschwindigkeit 38 (19) cm/s (ME- 
DIUM) 

“ Aufnahmepegel-Voreinstellung 

- Azimuteinstellung des Aufnahmekopfes 

- Vormagnetisierungs-Einstellung 

- Azimuteinstellung des Aufnahmekopfes 
(STEREO) 

- AufnahmepegehEinstellung 

- Frequenzgangabgleich 

Bandgeschwindigkeit 76 (38) cm/s (FAST) 

- Aufnahmepegel-Voreinstellung 

- Vormagnetisierungs-Einstellung 

- AufnahmepegehEinstellung 

- Frequenzgangabgleich 

Bandgeschwindigkeit19 (9,5) cm/s (SLOW) 

- AufnahmepegehVoreinstellung 

- Vormagnetisierungs-Einstellung 

- Aufnahmepegel-Einstellung 

- Frequenzabgangabgleich 

¥orbereityng: 

Tonfrequenz-Generator mit 1 khlz und Be- 
zugspegel an Leitungseingang Kanal 1 (bei 
Stereo-Geraten an Kanal 1 + 2), Millivolt- 
meter an Leitungsausgang Kanal 1 an- 
schiiessen. 

Tonbandmaschine einschalten. Bei Gera- 
ten mit VU -Meter-Panel dieTasten READY 
und REPRO drOcken. 



Mittlere Geschwindigkeit wahlen (38 bzw. 
19 cm/s). 

Aufnahrfiepege!-¥oreinsteilung: 

Tonbandmaschine auf Aufnahme schalten 
und mit dem Regler LEVEL MEDIUM des 
RECORD AMPLIFIER 4 den Ausgangspe- 
gel auf Bezugspegel einstellen. 

Bei Stereo-Geraten das Miilivoltmeter auf 
den Kanal 2 schalten und mit dem Regler 
LEVEL MEDIUM des RECORD AMPLIFIER 
5 den Ausgangspegel auf Bezugspegel ein- 
stellen. 

Aziinyteinstellyng: 

Tonfrequenz-Generatorauf 1 0 kFIz schalten 
und den Pegel um 20 dB reduzieren. 
Miilivoltmeter auf Kanal 1 schalten. 



Record adjustments CCIR 

The record adjustments are made by follo- 
wing the steps in the sequence specified 
below: 

Tape speed 15 (7.5) ips (MEDIUM) 

- Record level preadjustment 

- Azimuth alignment of recording head 

- Bias adjustment 

- Azimuth alignment of recording head 
(STEREO) 

- Record level adjustment 

- Frequency response adjustment 

Tape speed 30 (15) ips (FAST) 

- Record level preadjustment 

- Bias adjustment 

- Record level adjustment 

- Frequency response adjustment 

Tape speed 7.5 (375) ips (SLOW) 

- Record level preadjustment 

- Bias adjustment 

- Record level adjustment 

- Frequency response adjustment 

Preparatory steps: 

Connect audio-frequency generator with 
1 khlz and reference level to line input chan- 
nel 1 (for stereo recorders to channels 1 + 
2), and millivoltmeterto line outputchannel 
T 

Switch recorder on. On recorders equip- 
ped with VU meter panel depress READY 
and REPRO keys. 



Select medium tape speed (15 or 7.5 ips 
respectively). 

Record iewei preadjystment: 

Start recorder in record mode and with 
potentiometer LEVEL MEDIUM of 
RECORD AMPLIFIER 4 adjust output level 
to reference level. 

For stereo recorders connect miilivoltmeter 
to channel 2 and with potentiometer LEVEL 
MEDIUM of RECORD AMPLIFIER 5 adjust 
output level to reference level. 



Azimyth alignment: 

Set audio-frequency generator to 10 khlz 
and reduce level by 20 dB. Connect milli- 
voltmeterto channel 1, 



Reglages d'enregistrement CCIR 

Ces reglages doivent etre effectues dans 
I'ordre de la sequence suivante: 



Vitesse de defilement 38 (19) cm/s 
(MEDIUM) 

- Prereglage du niveau d'enregistrement 

- Azimutage de la tete d'enregistrement 

- Ajustement de la premagnetisation 

- Azimutage de la tete d'enregistrement 
(STEREO) 

- Reglage du niveau d'enregistrement 

- Ajustement de la reponse en frequence 

Vitesse de defilement 76 (38) cm/s (FAST) 

- Prereglage du niveau d'enregistrement 

- Reglage de la premagnetisation 

- Reglage du niveau d'enregistrement 

- Ajustement de la reponse en frequence 

Vitesse de defilement19 (9,5) cm/ (SLOW) 

- Prereglage du niveau d'enregistrement 

- Reglage de la premagnetisation 

- Reglage du niveau d'enregistrement 

- Ajustement de la reponse en frequence 

Etapes preparatoires: 

Raccordez le generateur audio-frequence 
a I'entree ligne du canal 1, regie a 1 kFIzetau 
niveau de reference (pour les appareils ste- 
reoauxcanauxl + 2)etlemillivoltmetreala 
sortie ligne canal 1 

Mettez le magnetophone sous tension. 
Dans le cas d'un appareil muni d'un pan- 
neau VU-metres, appuyez sur les boutons 
READY et REPRO. 

Selectionnez la vitesse moyenne (38 ou 
resp. 19 cm/s). 

Prereglage dy niweau d'enregistre- 
ment: 

Placez le magnetophone en mode enregis- 
trement et ajustez le niveau de sortie au ni- 
veau de reference avec le potentiometre 
LEVEL MEDIUM du RECORD AMPLIFIER 4. 

Pour les appareils stereo, connectez le milli- 
voltmetre au canal 2 et ajustez le niveau de 
sortie au niveau de reference avec le poten- 
tiometre LEVEL MEDIUM du RECORD AM- 
PLIFIER 5. 

Azimytage: 

Reglez le generateur audio-frequence sur 
10 khlz et reduisez le niveau de 20 dB. Con- 
nectez le millivoltmetre au canal 1. 



)TT[y]©[l[M] 



B67 MK2 



SECTION 6/38 



Durch Drehender Azimut-Einstellschraube 
wird die Stellung des Aufnahmekopfes so 
lange geandert, bis die grosste Ausgangs- 
spannung und gleichzeitig die kleinsten Pe- 
gelschwankungen erreicht werden. 

Bei starken Korrekturen mit der Azimut- 
Einstellschraube ist die Aufnahmepegel- 
Voreinstellung zu wiederhoien! 

¥ormagnetisieryngs-Eiristeiiyng: 
(Generator auf 1 0 kHz und 20 dB unterdem 
Bezugspegel), 

Der Regler BIAS MEDIUM des RECORD 
AMPLIFIER 4 wird im Gegenuhrzeigersinn 
an den linken Anschlag gedreht, Dann lang- 
sam irn Uhrzeigersinn drehen, bis das Maxi- 
mum erreicht ist Diesen Wert notieren und 
im Uhrzeigersinn weiterdrehen bis der aus 
der BIAS-Tabelle (am Ende dieses Kapitels) 
ersichtlicheWertAU[dB] erreichtist Dieser 
Wert ist von der Bandsorte und der Gesch- 
windigkeit abhangig! 




Bei Stereo-Geraten das Millivoltmeter auf 
den Kanal 2 schalten und die Vormagneti- 
sierungs-Einstellung mit dem Regler BIAS 
MEDIUM des RECORD AMPLIFIER 5 wie 
bei Kanal 1 ausfOhren. 

Azimiiteinsteliyng STEREO: 

Bei Stereo-Geraten wird mitHilfedesOszil- 
loskops und durch vorsichtiges Drehen an 
der Azimut-Einstellschraube des Aufnah- 
mekopfes auf minimale Phasendifferenz 
der Ausgangssignale von Kanal 1 und Ka- 
nal 2 abgeglichen 



The azimuth of the record head is to be 
aligned with the azimuth aligntricnt screw 
until the maximum output voltage and con- 
currently the lowest level fluctuations are 
obtained. 

If the setting of the azimuth alignment screw 
is changed considerably, the preadjust- 
rnent of the record level must be repeated! 

Bias ad|ystnient: 

(Generator at 10 kHz and 20 dB below refer- 
ence level). 

Turn potentiometer BIAS MEDIUM of 
RECORD AMPLIFIER 4 counterclockwise 
to the left-hand stop position. Now turn 
potentiometer slowly clockwise until the 
maximum is reached. Note his value and 
continue to turn clockwise until the value 
AU [dB] specified in the BIAS table (at the 
end of this section) is reached. This value 
depends on the type of tape and the tape 
speed! 



For stereo recorders connectmillivoltmeter 
to channel 2 and repeat bias adjustment 
with potentiometer BIAS MEDIUM of 
RECORD AMPLIFIER 5 as described for 
channel 1. 

Atzimyth aiignmerd CTCPEO: 

For stereo recorders, the setting of the 
azimuth alignment screw for the record 
head can be further corrected with the aid 
of an oscilloscope until the phase differen- 
ce in the output signals of channel 1 and 
channel 2 reaches the minimum. 



Eazim.utage de la tete d'enregistrementdoit 
etre ajuste avec la vis d'alignement jusqu'a 
ce que I'on obtienne un niveau maximal de 
sortie et des fluctuations minimales. 



Si Tazimutage doit etre considerablement 
modifie, il faudro a nouveau preregler le ni- 
veau d'enregistrement, 

Ajystement de la premagnetisation: 
(Generateur a 10 kHz et 20 dB en dessous 
du niveau de reference). 

TournezlepotentiometreBIAS MEDIUM du 
RECORD AMPLIFIER 4 dans le sens inverse 
des aiguilles d'une montre jusqu'a I'obten- 
tion d'un maximum. Notez la valeur de ce 
niveau et tournez dans le sens des aiguilles 
d'une montre jusqu'a ce que la valeur AU 
[dB] specifiee dans la table BIAS (a la fin de 
ce chapitre) soit atteinte. Cette valeur de- 
pend du type de bande et de la vitesse de 
defilement! 



Pour les enregistreurs stereo, connectez le 
millivoltmetre au canal 2 et repetez ce re- 
glageavec le potentiometre BIAS MEDIUM 
du RECORD AMPLIFIER 5 comme pour le 
canal 1. 

Azimutage STEREO: 

Pour les magnetophones stereo, le posi- 
tionnement de la vis d'alignement pent etre 
affine a I'aide d'un oscilloscope: la differen- 
ce de phase entre les canaux 1 et 2 doit at- 
teindre un minimum. 
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Aiifrislimepegei-Eifisteilung: 
Tongenerator auf 1 kHz und Bezugspegel. 
Millivoltmeter auf Kana! 1 schalten 



Mit dem Regler LEVEL MEDIUM des RE- 
CORD AMPLIFIER 4 den Ausgangspegel 
auf Bezugspegeleinstellen. 

Bei Stereo-Geraten das Millivoltmeter auf 
Kanal 2 schalten und mitdem ReglerLEVEL 
MEDIUM des RECORD AMPLIFIER 5 den 
Ausgangspegel auf Bezugspegel einstel- 
len. 

Frequenzgangabgleich: 

Generatorpegel auf Bezugspegel - 20 dB 
schalten. 

Millivoltmeter auf Kanal 1 schalten. 

Mit den Reglern TREBLE MEDIUM des RE- 
CORD AMPLIFIER 4 und BASS MEDIUM 
desREPRODUCEAMPLIFIER 1 aufoptima- 
len Frequenzgang abgleichen. 



Millivoltmeter auf Kanal 2 schalten. 

Mit den Reglern TREBLE MEDIUM des RE- 
CORD AMPLIFIER 5 und BASS MEDIUM 
des RECORD AMPLIFIER 2 auf optimalen 
Frequenzgang abgleichen. 

¥orbereitung: 

Tonfrequenz-Generator mit 1 kHz und Be- 
zugspegel an Leitungseingang Kanal 1 (bei 
Stereo-Geraten an Kanal 1 + 2 ), Millivolt- 
meter an Leitungsausgang Kanal 1 an- 
schliessen. 

Tonbandmaschine einschalten. Bei Gera- 
ten mit VU-Meter-Panel dieTasten READY 
und REPRO drucken. 

Hohe Geschwindgkeit wahlen (76 bzw. 
38 cm/s). 

Ayfnalimepegel-¥oreinsteilung: 

Tonbandmaschine auf Aufnahme schalten 
und mit dem Regler LEVEL FAST des RE- 
CORD AMPLIFIER 4 den Ausgangspegel 
auf Bezugspegel einstellen. 

Bei Stereo-Geraten das Millivoltmeter auf 
den Kanal 2 schalten und mit dem Regler 
LEVEL FAST des RECORD AMPLIFIER 5 
den Ausgangspegel auf Bezugspegel ein- 
stellen. 

¥ormagnetisierunis-Einstellung: 

(Generator auf 1 0 kHz und 20 dB unter dem 
Bezugspegel). 



Record lewei adjustinent: 

Set audio-frequency generator to 1 kHz and 
reference level. 

Connect millivoltmeter to channel 1. 

Adjust output level to reference level with 
potentiometer LEVEL MEDIUM of RE- 
CORD AMPLIFIER 4, 

For stereo recorders connect millivoltmeter 
to channel 2 and adjust output level to refer- 
ence level with potentiometer LEVEL 
MEDIUM of RECORD AMPLIFIER 5. 



Frequency response adjustment: 

Set generator level to reference level 
- 20 dB. Connect millivoltmeter to channel 
1 . 

Adjust for optimum frequency response 
with potentiometer TREBLE MEDIUM of 
RECORD AMPLIFIER 4 and potentiometer 
BASS MEDIUM of REPRODUCE AMPLI- 
FIER 1. 

Connect millivoltmeter to channel 2. 

Adjust for optimum frequency response 
with potentiometer TREBLE MEDIUM of 
RECORD AMPLIFIER 5 and potentiometer 
BASS MEDIUM of RECORD AMPLIFIER 2. 

Preparatory steps: 

Connect audio-frequency generator with 1 
kHz and reference level to channel 1 (for 
stereo recorders to channel 1 + 2), and con- 
nect millivoltmeter to line output channel 1. 



Switch recorder on. If your recorder fea- 
tures a VU meterpanel depress READY and 
REPRO keys. 

Select fast tape speed (30 or 15 ips respec- 
tively). 

Record lewel preadjystinent: 

Switch tape recorder to record mode and 
adjust output level to reference level with 
potentiometer LEVEL FAST of RECORD 
AMPLIFIER 4. 

For stereo recorders connect millivoltmeter 
to channel 2 and adjust output level to refer- 
ence level with potentiometer LEVEL FAST 
of RECORD AMPLIFIER 5. 



Bias adjustment: 

(Generator atIO kHz and 20 dB below refer- 
ence level). 



Reglage du niweau d'enregistrement: 
Reglez le generateur BE a 1 kHz et au niveau 
de reference. 

Connectez le millivoltmetre au canal 1, 

Ajustez au niveau de reference avec le po- 
tentiometre LEVEL MEDIUM du RECORD 
AMPLIFIER 4. 

Pour les appareils stereo, connectez le milli- 
voltmetre au canal 2 et ajustez le niveau de 
sortie au niveau de reference avec le poten- 
tiometre LEVEL MEDIUM du RECORD AM- 
PLIFIER 5. 

Ajustement de la reponse en 
frequence: 

Reglez le generateur au niveau de referen- 
ce -20 dB. Connectez le millivoltmetre au 
canal 1. 

Ajustez la reponse en frequence a un opti- 
mum avec les potentiometres TREBLE ME- 
DIUM du RECORD AMPLIFIER 4 et BASS 
MEDIUM du REPRODUCE AMPLIFIER 1. 



Connectez le millivoltmetre au canal 2. 

Ajustez la reponse en frequence a un opti- 
mum avec les potentiometres TREBLE ME- 
DIUM du RECOR AMPLIFIER 5 et BASS 
MEDIUM du REPRODUCE AMPLIFIER 2. 

Etapes preparatoires: 

Connectez le generateur BE regie a 1 kHz et 
au niveau de reference, au canal 1 (pour les 
appareils stereo aux canaux 1 + 2) et con- 
nectez le millivoltmetre a la sortie ligne du 
canal 1. 

Mettez le magnetophone sous tension. Si 
votre appareil possede un panneau VU, ap- 
puyez sur les touches READY et REPRO. 

Selectionnez la vitesse de defilement rapi- 
de (76 ou 38 cm/s resp.). 

Prereglage du niweau d'enregistre- 
ment: 

Places I'appareil en mode enregistrement 
et ajustez le niveau de sortie au niveau de 
reference avec le potentiometre LEVEL 
FAST du RECORD AMPLIFIER 4. 

Pour les appareils stereo, connectez le milli- 
voltmetre au canal 2 et ajustez le niveau de 
sortie au niveau de reference avec le poten- 
tiometre LEVEL FAST du RECORD AMPLI- 
FIER 5. 

Reglage de la premagnetisation: 

(Generateura 10 kHzetCO dB sous le niveau 
de reference). 
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Der Regler BIAS FAST des RECORD AM- 
PLIFIER 4 wird im Gegenuhrzeigersinn an 
den linken Anschlag gedreht. Dann lang- 
sam im Uhrzeigersinn drehen, bis das Maxi- 
mum erreicht ist Diesen Wert notieren und 
im Uhrzeigersinn weiterdrehen bis der aus 
der BIAS-Tabelle (am Ende dieses Kapitels) 
ersichtlicheWerteAU [dB] erreicht ist. Die- 
ser Wert ist von der Bandsorte und der 
Geschwindigkeit abhangig! 



Bei Stereo-Geraten das Millivoltmeter auf 
den Kanal 2 schalten und die Vormagneti- 
sierungs-Einstellung mit dem Regler BIAS 
FAST des RECORD AMPLIFIER 5 wie bei 
Kanal 1 ausfOhren. 

Aylnatimepegel-Einstellung: 

Tongenerator auf 1 khlz und Bezugspegel. 
Millivoltmeter auf Kanal 1 schalten. 



Mit dem Regler LEVEL FAST des RECORD 
AMPLIFIER 4 den Ausgangspegel auf Be- 
zugspegel einstellen. 

Bei Stereo-Geraten das Millivoltmeter auf 
Kanal 2 schalten und mitdem Regler LEVEL 
FAST des RECORD AMPLIFIER 5 den Aus- 
gangspegel auf Bezugspegel einstellen. ' 



Freqijenzgangahgleich: 

Generatorpegel auf Bezugspegel - 20 dB 
schalten. 

Millivoltmeter auf Kanal 1 schalten. 

Mit den Reglern TREBLE FAST des RE- 
CORD AMPLIFIER 4 und BASS FAST des 
REPRODUCE AMPLIFIER 1 auf optimalen 
Frequenzgang abgleichen. 

Millivoltmeter auf Kanal 2 schalten. 

Mit den Reglern TREBLE FAST des RE- 
CORD AMPLIFIER 5 und BASS FAST des 
REPRODUCE AMPLIFIER 2 auf optimalen 
Frequenzgang abgleichen. 

¥orbereitung: 

Tonfrequenz-Generator mit 1 kHz und Be- 
zugspegel an Leitungseingang Kanal 1 (bei 
Stereo-Geraten an Kanal 1 + 2), Millivolt- 
meter an Leitungsausgang Kanal 1 an- 
schliessen. 

Tonbandmaschine einschalten. Bei Gera- 
ten mit VU-Meter-Panel dieTasten READY 
und REPRO drOcken. 

Langsame Geschwindigkeit wahlen (19 
bzw. 9,5 cm/s). 



Turn potentiometer BIAS FAST of RECORD 
AMPLIFIER 4 counterclockwise to the left- 
hand stop position. Now turn potentio- 
meter slowly clockwise until the maximum 
is reached. Note this value and continue to 
turn clockwise until the value AU [dB] 
specified in the BIAS table (atthe end of this 
section) is reached. This value depends on 
the type of tape and the tape speed! 



For stereo recorders connect millivoltmeter 
to channel 2 and repeat bias adjustment 
with potentiometer BIAS FAST of RECORD 
AMPLIFIER 5 as described for channel 1, 



Record lewel adjustment: 

Set audio-frequency generator to 1 kHz and 
reference level. Connect millivoltmeter to 
channel 1. 

Adjust output level to reference level with 
potentiometer LEVEL FAST of RECORD 
AMPLIFIER 4. 

For stereo recorders connect millivoltmeter 
to channel 2 and adjust output level to refer- 
ence level with potentiometer LEVEL FAST 
of RECORD AMPLIFIER 5. 



Fregyency response adjustment: 

Set generator level to reference level 
-20 dB. 

Connect millivoltmeter to channel 1. 

Adjust for optimum frequency response 
with potentiometer TREBLE FAST of 
RECORD AMPLIFIER 4 and potentiometer 
BASS FAST of REPRODUCE AMPLIFIER 1, 

Connect millivoltmeter to channel 2. 

Adjust for optimum frequency response 
with potentiometer TREBLE FAST of 
RECORD AMPLIFIER 5 and potentiometer 
BASS FAST of REPRODUCE AMPLIFIER 2. 

Preparatory steps: 

Connect audio-frequency generator with 
1 kHz and reference level to line input chan- 
nel 1 (for stereo recorders to channels 1 + 2) 
and connect millivoltmeter to line output 
channel 1. 

Switch recorder on. If your recorder fea- 
tures a VU~panel depress the READY and 
REPRO keys. 

Select slow tape speed 7.5 or 3.75 ips re- 
spectively). 



Tournez le potentiometre BIAS FAST du RE- 
CORD AMPLIFIER 4 dans le sens inverse 
des aiguilles d'une montre jusqu'a sa butee. 
Tournez-le ensuite doucement en sens con- 
traire jusqu'a I'obtention d'un maximum. 
Notez cette valeur et continuez a tourner 
dans le sens des aiguilles d'une montre jus- 
qu'a cequelavaleurAU [dB] specifieedans 
la table BIAS (a la fin de ce chapitre) soit at- 
teinte. Cette valeur depend du type de ban- 
de et de la vitesse de defilement! 

Pour les appareils stereo, connectez le milli- 
voltmetre au canal 2 et repetez ce reglage 
de facon similaire avec le potentiometre 
BIAS FAST du RECORD AMPLIFIER 5. 



Reglage du niweau d'enregistremeiit: 

Reglez le generateur BF a 1 kHz et au niveau 
de reference. Connectez le millivoltmetre 
au canani 1. 

Ajustez le niveau de sortie au niveau de re- 
ference avec le potentiometre LEVEL FAST 
du RECORD AMPLIFIER 4. 

Pour les appareils stereo, connectez le milli- 
voltmetre au canal 2 et ajustez le niveau de 
sortie a la valeurde reference avec le poten- 
tiometre LEVEL FAST du RECORD AMPLI- 
FIER 5. 

Aiystement de la riponse en 
frequence: 

Reglez le generateur au niveau de referen- 
ce “20 dB. 

Connectez le millivoltmetre au canal 1. 

Ajustez la reponse en frequence a un opti- 
mum avec les potentiometres TREBLE 
FAST du RECORD AMPLIFIER 4 et BASS 
FAST du REPRODUCE AMPLIFIER 1. 

Connectez le millivoltmetre au canal 2. 

Ajustez la reponse en frequence a un opti- 
mum avec les potentiometres TREBLE 
FAST du RECORD AMPLIFIER 5 et BASS 
FAST du REPRODUCE AMPLIFIER 2. 

Etapes preparatoires: 

Connectez le generateur BF, regie a 1 kHz et 
au niveau de reference, a I'entree ligne du 
canal 1 (canauxi + 2 pour les appareils ste- 
reo) et raccordezle millivoltmetre a la sortie 
ligne du canal 1. 

Mettez le magnetophone sous tension. Si 
votre appareil possede un panneau VU, ap- 
puyez sur les touches READY et REPRO. 

Selectionnez la vitesse de defilement lente 
(19 ou 9,5 cm/s resp.). 
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Aufnahinepegel”¥oreinstellung: 

Tonbandmaschine auf Aufnahme schalten 
und mit dem Regler LEVEL SLOW des RE- 
CORD AMPLIFIER 4 den Ausgangspegel 
auf Bezugspegel einstellen. 

Bei Stereo-GerMen das Millivoltmeter auf 
den Kanal 2 schalten und mit dem Regler 
LEVEL SLOW des RECORD AMPLIFIER 5 
den Ausgangspegel auf Bezugspegel ein- 
stellen. 

¥ormagnetisieruiigS“Einstellu!ig: 
(Generatorauf 1 0 kHz und 20 dB unterdem 
Bezugspegel). 

Der Regler BIAS SLOW des RECORD AM- 
PLIFIER 4 wird im Gegenuhrzeigersinn an 
den linken Anschlag gedreht Dann lang- 
sam im Uhrzeigersinn drehen, bis das Maxi- 
mum erreicht ist Diesen Wert notieren und 
im Uhrzeigersinn weiterdrehen bis der aus 
derBIAS-Tabelle (am Ende dieses Kapitels) 
ersichtliche Werte AU [dB] erreicht ist. Die- 
ser Wert ist von der Bandsorte und der 
Geschwindigkeit abhangig! 

Bei Stereo-Geraten das Millivoltmeter auf 
den Kanal 2 schalten und die Vormagneti- 
sierungs-Einstellung mit dem Regler BIAS 
SLOW des RECORD AMPLIFIER 5 wie bei 
Kanai 1 ausfuhren. 

Ayfnaliinepegel“Einstellyng: 

Tongenerator auf 1 kHz und Bezugspegel. 
Millivoltmeter auf Kanal 1 schallen. 



MitdemReglerLEVELSLOWdesRECORD 
AMPLIFIER 4 den Ausgangspegel auf Be- 
zugspegel einstellen. 

Bei Stereo-Geraten das Millivoltmeter auf 
Kanal 2 schalten und mitdem ReglerLEVEL 
SLOW des RECORD AMPLIFIER 5 den 
Ausgangspegel auf Bezugspegel einstel- 
len. 

Frequenzgangabgieicli: 

Generatorpegel auf Bezugspegel ^ 20 dB 
schalten. 

Millivoltmeter auf Kanal 1 schalten. 

Mit den Reglern TREBLE SLOW des RE- 
CORD AMPLIFIER 4 und BASS SLOW des 
REPRODUCE AMPLIFIER 1 auf optimalen 
Frequenzgang abgleichen. 

Millivoltmeter auf Kanal 2 schalten. 

Mft den Reglern TREBLE SLOW des RE- 
CORD AMPLIFIER 5 und BASS SLOW des 
REPRODUCE AMPLIFIER 2 auf optimalen 
Frequenzgang abgleichen. 



Record lewel pread|ystinent: 

Switch tape recorder to record mode and 
adjust output level to reference level with 
potentiometer LEVEL SLOW of RECORD 
AMPLIFIER 4. 

For stereo recorders connect millivoltmeter 
to channel 2 and adjust output level to refer- 
ence level with potentiometer LEVEL 
SLOW of RECORD AMPLIFIER 5. 



Bias adjustment: 

(Generator atIO kHz and 20 dB below refer- 
ence level). 

Turn potentiometer BIAS SLOW of 
RECORD AMPLIFIER 4 counterclockwise 
to the left-hand stop position. Now turn po- 
tentiometer slowly clockwise until the ma- 
ximum is reched. Note this value and con- 
tinue to turn clockwise until the value 
AU [dB] specified in the BIAS table (at the 
end of this section) is reached. This value 
depends on the type of tape and the tape 
speed! 

For stereo recorders connect millivoltmeter 
to channel 2 and repeat bias adjustment 
with potentiometer BIAS SLOW of 
RECORD AMPLIFIER 5 as described for 
channel 1, 

Record lewel adjystmerit: 

Set audio-frequency generator to 1 kHz and 
reference level. Connect millivoltmeter to 
channel 1. 

Adjust output level to reference level with 
potentiometer LEVEL SLOW of RECORD 
AMPLIFIER 4, 

For stereo recorders connect millivoltmeter 
to channel 2 and adjust output level to refer- 
ence level with potentiometer LEVEL 
SLOW of RECORD AMPLIFIER 5. 



Frequency response adpstment: 

Set generator level to reference level 
-20dB. 

Connect millivoltmeter to channel 1. 

Adjust for optimum frequency response 
with potentiometer TREBLE SLOW of 
RECORD AMPLIFIER 4 and potentiometer 
BASS SLOW of REPRODUCE AMPLIFIER 1. 

Connect millivoltmeter to channel 2. 

Adjust for optimum frequency response 
with potentiometer TREBLE SLOW of 
RECORD AMPLIFIER 5 and potentiometer 
BASS SLOW of REPRODUCE AMPLIFIER 2. 



Preregiage du niweau d'enregistre- 
ment: 

Placez le magnetophone en mode enregis- 
trement et ajustez le niveau de sortie au ni- 
veau de reference avec le potentiometre 
LEVEL SLOW du RECORD AMPLIFIER 4. 

Pour les appareils stereo, connectez le millt- 
voltmetre au canal 2 et ajustez le niveau de 
sortie au niveau de reference avec le poten- 
tiometre LEVEL SLOW du RECORD AM- 
PLIFIER 5. 

Reglage de la premagnetisatiori: 
(Generateura 10 kHzet20 dB sous le niveau 
de reference), 

Tournez le potentiometre BIAS SLOW du 
RECORD AMPLIFIER 4 dans le sens inverse 
des aiguilles d'une montre jusqu'en butee, 
puis lentement en sens contraire jusqu'a 
I'obtention d'un maximum. Notez cette va- 
leur et continuez a tourner dans le sens des 
aiguilles d'une montre jusqu'a ce que la va- 
leur AU [dB] atteigne celle specifiee dans la 
table BIAS (a la fin decechapitre). Cette va- 
leur depend du type de bande et de la vites- 
se de defilement! 

Pour les appareils stereo, connectez le milli- 
voltmetre au canal 2 et repetez ce reglage 
de facon similaire avec le potentiometre 
BIAS SLOW du RECORD AMPLIFIER 5. 



Reglage du niweau d'enreiistrement: 

Reglez le generateur BE a 1 kHz et au niveau 
de reference. Connectez le milliviltmetre au 
canal 1. 

Ajustez le niveau de sortie au niveau de re- 
ference avec le potentiometre LEVEL 
SLOW du RECORD AMPLIFIER 4. 

Pour les appareils stereo, connectez le milli- 
voltmetre au canal 2 et ajustez le niveau de 
sortie au niveau de reference avec le poten- 
tiometre LEVEL SLOW du RECORD AM- 
PLIFIER 5. 

AJusteinent de la reponse en 
frequence: 

Reglez le generateur au niveau de referen- 
ce -20 dB. 

Connectez le millivoltmetre au canal 1. 

Ajustez la reponse en frequence a un opti- 
mum avec les potentiometres TREBLE 
SLOW du RECORD AMPLIFIER 4 et BASS 
SLOW du REPRODUCE AMPLIFIER 1. 

Connectez le millivoltmetre au canal 2, 

Ajustez la reponse en frequence a un opti- 
mum avec les potentiometres TREBLE 
SLOW du RECORD AMPLIFIER 5 et BASS 
SLOW du REPRODUCE AMPLIFIER 2. 





)T[LJ[D)(1[F2 



BB7MK2 



SECTION 6/42 



Einsteiien der Obersprech-Kompensa- 
tion (nur Stereo^ und 2-KanadGerate): 
Tonfrequenz-Generator auf 1 kHz und Be- 
ZLigspegel einsteiien und auf Leitungsein- 
gang Kana! 1 schalten. 

Millivoltmeter auf Kanal 2 schalten. 

Mit dem Regler CROSS TALK des REPRO- 
DUCE AMPLIFIER 1 die Obersprechkom- 
pensation (gemessen am Ausgang Kanal 
2) fur jede Geschwindigkeit auf ungefahr 
gleiche Werte einsteiien (50 ... 60 dB). 

Tonfrequenz-Generator auf Leitungsein- 
gang Kanal 2 schalten. 

Millivoltmeter auf Kanal 1 schalten.' 

Mit dem Regler CROSS TALK des REPRO- 
DUCE AMPLIFIER 2 die Obersprechkom- 
pensation (gemessen am Ausgang Kanal 
1) fur jede Geschwindigkeit auf ungefahr 
gleiche Werte einsteiien (50 ... 60 dB). 

Nachkontrolle des Obersprechens mit 
1 0 kHz und Bezugspegel, schnelle Bandge- 
schwindigkeit: eventuell korrigieren. 



6.8.4 

Wiedergabe-Einstellungen NAB 

0 VU = Operationspegel 

Die Wiedergabe-Einstellungen werden in 
derfolgenden Reihenfolge durchgefuhrt: 



Bandgeschwindigkeit76 (38) cm/s (FAST) 
Wiedergabepegel 

Azimuteinstellung des Wiedergabe- 
kopfes 

Frequenzgangabgleich 

Bandgeschwindigkeit 1 9 (9,5) cm/s 
(SLOW) 

Wiedergabepegel 

Azimuteinstellung des Wiedergabe- 
kopfes 

Frequenzgangabgleich 

Bandgeschwindigkeit 38 (19) cm/s (ME- 
DIUM) 

Wiedergabepegel 

Azimuteinstellung des Wiedergabe- 
kopfes (definitiv) 
Frequenzgangabgleich 

¥orbereitung: 

Millivoltmeter am Leitungsausgang 1 an- 
schliessen. 

Tonbandmaschine einschalten. 

Hohe Geschwindigkeit wahlen (76 bzw, 
38 cm/s). 

NAB-Messband (200 nWb/m) der entspre- 
chenden Geschwindigkeitauflegen und bis 
zum Pegeltonteil vorspulen. 



Adjystment of crosstalk compensa- 
tion (stereo and 2-channel recorders only); 
Set audio-frequency generatorto 1 kHz and 
to reference level and connect itto line input 
channel 1. 

Connect millivoltmeter to channel 2. 

With potentiometer CROSS TALK of RE- 
PRODUCE AMPLIFIER 1 adjust crosstalk 
compensation (measured at output chan- 
nel 2) for each tape speed to approximately 
identical values (50 to 60 dB). 

Connect audio-frequency generator to line 
input channel 2. 

Connect millivoltmeter to channel 1. 

With potentiometer CROSS TALK of 
REPRODUCE AMPLIFIER Cadjustcrosstalk 
compensation (measured at output chan- 
nel 1) for each tape speed to approximately 
identical values (50 to 60 dB). 

Recheck crosstalk with 10 kHz and refer- 
rence level, fast tape speed, and correct as 
required. 



6.8.4 

Reproduce adjustments NAB 

OVU = operating level 

The reproduce adjustments are made by 
following the steps in the sequence stated 
below: 

Tape speed 30 (1 5) ips (FAST) 

- Reproduce level 

- Azimuth alignment of reproducing head 

- Frequency response adjustment 
Tape speed 7,5 (3% ) ips (SLOW) 

- Reproduce level 

- Azimuth alignment of reproducing head 

- Frequency response adjustment 
Tape speed 1 5 (7.5) ips (MEDIUM) 

- Reproduce level 

- Azimuth alignment of reproducing head 
(final) 

- Frequency response adjustment 

Preparatory steps: 

Connect millivoltmeter to line output 1 . 
Switch recorder on. 

Selectfasttape speed (30 or 1 5 ips respec- 
tively) 

Mount NAB reference tape (200nWb/m) 
of the corresponding speed and wind tape 
forward to "Reference lewel" section, 



Compensation de la diaphonie 

(magnetophones 2 canaux et stereo seule- 
ment); 

Reglez le generateur BF a 1 kHz et au niveau 
de reference. Connectez-le a I'entree ligne 
du canal 1, 

Connectez le millivoltmetre au canal 2. 
Avec le potentiometre CROSS TALK du RE- 
PRODUCE AMPLIFIER 1, ajustez la com- 
pensation de diaphonie (mesuree a la sortie 
du canal 2) pour chaque vitesse de defile- 
ment a des valeurs approximativement 
semblables (50 a 60 dB). 

Connectez le generateur BF a I'entree ligne 
du canal 2. 

Connectez le millivoltmetre au canal 1. 

Avec le potentiometre CROSS TALK du RE- 
PRODUCE AMPLIFIER 2, ajustez la com- 
pensation de diaphonie (mesuree a la sortie 
du canal 1) pour chaque vitesse de defile- 
ment a des valeurs approximativement 
semblables (50 a 60 dB). 

Verifiez de nouveau la diaphonie a 10 kHz et 
au niveau de reference, a la vitesse de defi- 
lement rapide et corrigez si necessaire. 



6.8.4 

Regiages de lecture NAB 

OVU = Niveau d'operation 

Les regiages de lecture sont realises en sui- 
vant la sequence suivante; 

Vitesse de defilement 76 (38) cm/s (FAST) 

- Niveau de lecture 

- Azimutage de la tete de lecture 

- Ajustement de la reponse en frequence 

Vitesse de defilement 19 (9,5) cm/s 
(SLOW) 

- Niveau de lecture 

- Azimutage de la tete de lecture 

- Ajustement de la reponse en frequence 

Vitesse de defilement 38 (19) cm/s (ME- 
DIUM) 

- Niveau de lecture 

- Azimutage de la tete de lecture (final) 

“ Ajustement de la reponse en frequence 

Etapes p re pa rate ires: 

Connectez le millivoltmetre a la sortie ligne 1. 
Mettez le magnetophone sous tension. 
Selectionnez la vitesse de defilement rapi- 
de (76 ou 38 cm/s resp.). 

Placez une bande etalon NAB (200 nWb/ m) 
correspondant a cette vitesse et bobinez 
jusqu'a la section "niweau de reference". 
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Wiedergabepeiei-Einsteiluiii: 
Tonbandmaschine auf Wiedergabe schal- 
ten und mit dem Regler LEVEL FAST des 
REPRODUCE AMPLIFIER 1 denAusgangs^ 
pege! auf den gewOnschten Operationspe- 
gel einstellen. 

Operationspegel: 

0dBm=^0.775y 

4dBm^ A23¥=^0W (Standard) 
6dBm=^ L55V 
8dBm=^ 1,92V 

Bei Stereo-Geraten das Millivoltmeter auf 
den Leitungsausgang 2 schalten und mit 
dem Regler LEVEL FAST des REPRODUCE 
AMPLIFIER 2 den Ausgangspegel auf den 
gewOnschten Operationspegel einstellen. 

Azimuteinstellung: 

Messband bis zum Teil Spalteinstellung 
vorspulen und auf Wiedergabe schalten. 
Der Pegel dieses Teils liegt ca. 1 0 dB unter 
demjenigen des Pegeltonteils. 



Millivoltmeter auf Kanal 1 schalten. 
Wahrend dem Abspielen der lOkFIzWuA 
zeichnung wird durch Drehen der Azimut- 
Einstellschraube die Stellung des Wieder- 
gabekopfes solange geandert bis die 
grosste Ausgangsspannung und gleichzei- 
tig die kleinsten Pegelschwankungen er- 
reicht werden. 

Bei Stereo-Geraten wird nun mit Fiilfe des 
Oszilloskops und durch weiteres Drehen 
der AzimuUEinstellschraube des Wieder- 
gabekopfes auf minimale Phasendifferenz 
der Ausgangssignale von Kanal 1 und Ka- 
nal 2 abgeglichen. 

Wichtig: 

Immer zuerst auf maximalen Pegel und 
dann auf minimalen Phasenwinkel abglei- 
chen! 

Pegelkontroile: 

Messband bis zum Pegeltonteil zuruck- 
spulen und auf Wiedergabe schalten. 
Kontrolle des Ausgangspegels (Operation- 
speqel) und eventuell Korrektur mit LEVEL 
FAST des REPRODUCE AMPLIFIER 1 . 

Millivoltmeter auf Kanal 2 schalten JKontroL 
le des Ausgangspegels und eventuell Kor- 
rektur mit LEVEL FAST des REPRODUCE 
AMPLIFIER 2. 

Frequenzgangabgieich: 

Messband bis zum Frequenzgangteil 
18 kHz vorspulen und auf Wiedergabe 
schalten. 



Reproduce iewel adjustment: 

Switch recorder to play mode and with po- 
tentiometer LEVEL FAST of REPRODUCE 
AMPLIFIER 1 adjust output level to the de- 
sired operating level. 



Operating level: 

0dBm=^0.775V 

(standard) 

6dBm^ 1.55V 
8dBm^ 1.92V 

For stereo recorders connect millivoltmeter 
to line output 2 and with potentiometer LE- 
VEL FAST of REPRODUCE AMPLIFIER 2 
adjust output level to the desired operating 
level. 

Azimuth alignment: 

Wind reference tape forward to the section 
"Azimuth aiignnneiit" and start recorder 
in play mode. The level of this section is ap- 
proximately 10 dB lower than in the refer- 
ence level section. 

Connect millivoltmeter to channel 1 . 

While the 1 0 kFIz recording is being repro- 
duced, the position of the reproduce head 
can be adjusted with the azimuth alignment 
screw until the maximum output voltage 
and concurrently the lowest level fluc- 
tuations are obtained. 



For stereo recorders, the setting of the azi- 
muth alignment screw for the reproduce 
head can be further corrected with the aid 
of an oscilloscope until the phase differ- 
ence in the output signals of channel 1 and 
channel 2 reaches the minimum. 

importaiit: 

First adjust for maximum level before ad- 
justing for minimum phase angle! 



Output lewei check: 

Rewind reference tape to "Reference 
iewei" section and start recorder in play 
mode. Check output level (operating level) 
and if necessary correct with LEVEL FAST 
of REPRODUCE AMPLIFIER 1, 

Connect millivoltmeter to channel 2, check 
output level and if necessary correct with 
LEVELFAST of REPRODUCE AMPLIFIER 2. 



Frecfyencf response adjiistment: 

Wind reference tape forward to section 
"Freqyencf response 1 6 kHz" and start 
recorder in play mode. 



Riglage dy niweay de lecture: 

Placez I'appareil en lecture et ajustez le ni- 
veau de sortie au niveau d'operation desire 
a I'aide du potentiometre LEVEL FAST du 
REPRODUCE AMPLIFIER 1. 



Niveaux d'operation: 

0 dBm, ^ 0,775 V 

4 dBm = 123 ¥ = 0 W (standard) 
6dBm=^ 1,55V 
8dBm^ 1,92V 

Pour les appareils stereo, connectez le milli- 
voltmetre a la sortie ligne 2 et ajustez le ni- 
veau de sortie au niveau d'operation desire 
avec le potentiometre LEVEL FAST du RE- 
PRODUCE AMPLIFIER 2. 

Azimytage: 

Bobinez la band© etalon jusqu'a la section 
"azimutage" et placez I'appareil en lectu- 
re. Le niveau de cette section est environ 
10 dB en-dessous de la section "niveau de 
reference". 

Connectez le millivoltmetre au canal T 
Tandis que le signal a 10 khlz est reproduit, 
on peut ajuster la position de la tete de lec- 
ture avec la vis d'alignment jusqu'a I'obten- 
tion d'un maximum du niveau de sortie et 
d'un minimum de fluctuations. 



Pour les appareils stereo, I'azimutage de la 
tete de lecture peut etre affine a I'aide d'un 
oscilloscope en se reglant sur un dephasa- 
ge minimal entre les canaux 1 et 2. 



impoitant: 

Ajustez d'abord au niveau maximum avant 
de regler au minimum de dephasage. 



Verification du niweay de sortie: 
Rembobinez la bande etalon jusqu'a la sec- 
tion "niweau de reference" et lisez-la. Ve- 
rifiez le niveau de sortie (niveau d'opera- 
tion) et si necessaire, corriaez avec LEVEL 
FAST du REPRODUCE AMPLIFIER 1. 

Connectez le millivoltmetre au canal 2, veri- 
fiez le niveau de sortie et si necessaire, cor- 
rigez-le avec LEVEL FAST du REPRODUCE 
AMPLIFIER 2. 

AJystement de la reponse en 
frequence: 

Bobinez la bande etalon jusqu'a la seciion 
"reponse en frequence 16 kHz" et placez 
I'appareil en mode lecture. 
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Der Pegel dieses Teils liegt ca. 1 0 dB unter 
demjenigen des Pegeltonteils. 
Millivoltmeter auf Kanal 1 schalten. 

Mit dem ReglerTREBLE FAST des REPRO- 
DUCE AMPLIFIER 1 auf optimalen Fre- 
quenzgang (bezogen auf Operationspegel 
-10 dB) abgleichen. 



Bei Stereogeraten das Millivoltmeter auf 
Kanal 2 umschalten und mit dem Regler 
TREBLE FAST des REPRODUCE AMPLI- 
FIER 2 auf optimalen Frequenzgang (bezo- 
gen auf Operationspegel -lOdB) abglei- 
chen. 

Messband zum Frequerizgangtei! 60 Hz 
zuruckspulen und auf Wiedergabe schaL 
ten. 

Millivoltmeter auf Kanal 1 schalten und mit 
dem Regler BASS FAST des REPRODUCE 
AMPLIFIER 1 auf optimalen Frequenzgang 
(bezogen auf Bezugspegel - 1 0 dB) abglei- 
chen. 

Bei Stereogeraten das Millivoltmeter auf 
Kanal 2 schalten und mit dem Regler BASS 
FAST des REPRODUCE AMPLIFIER 2 auf 
optimalen Frequenzgang (bezogen auf 
Operationspegel - 1 0dB) abgleichen. 

¥orbereitung: 

Millivoltm.eter am Leitungsausgang 1 an- 
schliessen. 

Tonbandmaschine einschalten. 

Langsame Geschwindigkeit wahlen (19 
bzw. 9,5 cm/s). 

NAB-Messband der entsprechenden Ge- 
schwindigkeitauflegen und biszum Pegel- 
tonteil vorspulen. 

Wiedergabepegel-Einstellung: 
Tonbandmaschine auf Wiedergabe schal- 
ten und mit dem Regler LEVEL SLOW des 
REPRODUCE AMPLIFIER 1 denAusgangs- 
pegel auf den gewOnschten Operationspe- 
gel einstellen. 

Bei Stereo-Geraten das Millivoltmeter auf 
den Leitungsausgang 2 schalten und mit 
dem Regler LEVEL SLOW des REPRODU- 
CE AMPLIFIER 2 den Ausgangspegel auf 
den gewOnschten Operationspegel einstel- 
len. 

Azimyteinstellung: 

Messband bis zum Teil Spalteinstellung 
vorspulen und auf Wiedergabe schalten. 
Der Pegel dieses Teils liegt ca. 1 0 dB unter 
demjenigen des Pegeltonteils. 



The level of this section is approximately 1 0 
dB lower than in the reference level section. 
Connect millivoltmeter to channel 1 . 

With potentiometer TREBLE FAST of RE- 
PRODUCE AMPLIFIER 1 adjust for opti- 
mum frequency response (relative to 
operating level -10 dB). 



For stereo recorders connect millivoltmeter 
to channel 2 and with potentiometer TRE- 
BLE FAST of REPRODUCE AMPLIFIER 2 
adjust for optimum frequency response 
(relative to operating level -10 dB). 

Rewind reference tape to section "Fre- 
quency response 60 Hz" and start re- 
corder in play mode. 

Connect millivoltmeter to channel 1 and 
with potentiometer BASS FAST of REPRO- 
DUCE AMPLIFIER 1 adjustforoptimum fre- 
quency response (relative to operating 
level -10 dB). 

For stereo recorders connect millivotmeter 
to channel 2 and with potentiometer BASS 
FAST of REPRODUCE AMPLIFIER 2 adjust 
for optimum frequency response (relative 
to operating level -10 dB), 

Preparatory steps: 

Connect millivoltmeter to line output 1 . 
Switch recorder on. 

Select slow tape speed (7.5 or 3.75 ips re- 
spectively) 

Mount NAB reference tape of the corre- 
sponding speed and wind tape forward to 

"Reference lewel" section. 



Reprodyce lewel adjustment: 

Switch recorder to play mode and with po- 
tentiometer LEVEL SLOW of REPRODUCE 
AMPLIFIER 1 adjust output level to the de- 
sired operating level. 



For stereo recorders connect millivoltmeter 
to line output 2 and with potentiometer 
LEVEL SLOW of REPRODUCE AMPLIFIER 
2 adjust output level to the desired operat- 
ing level. 



Azimyth alignment: 

Wind reference tape forward to the section 
"Azimuth alignment" and start recorder 
in play mode. The level of this section is 
approximately 10 dB lower than in the refer- 
ence level section. 



Le niveau de cette section est inferieur 
d'environ 10 dB par rapport a la section 
"niveau de reference". ■ 

'Connectez le millivoltmetre au canal 1. 
Avec le potentiometre TREBLE FAST du 
REPRODUCE AMPLIFIER 1, ajustez la re- 
ponse en frequence a un optimum (a 
-10 dB du niveau d operation). 

Pour les appareils stereo, connectez le milli- 
voltmetre au canal 2 et ajustez la reponse 
en frequence a un optimum avec le poten- 
tiometre TREBLE FAST du REPRODUCE 
AMPLIFIER 2 (a MOdB du niveau d'opera- 
tion). 

Rembobinez jusqu'a la section "reponse 
en frequence SO Hz" et lisez la bande eta- 
lon. 

Connectez le millivoltmetre au canal 1 et 
ajustez la reponse en frequence a un opti- 
mum avec le potentiometre BASS FAST du 
REPRODUCE AMPLIFIER 1 (a -10 dB du ni- 
veau d'operation). 

Pour les appareils stereo, connectez le milli- 
voltmetre au canal 2 et ajustez la reponse 
en frequence a un optimum avec le poten- 
tiometre BASS FAST du REPRODUCE AM- 
PLIFIER 2 (a -10 dB du niveau d'operation). 

Etapes preparatoires: 

Connectez le millivoltmetre a I'entree ligne 1. 
Mettez le magnetophone sous tension. 
Selectionnez la vitesse de defilement lente 
(19 ou 9,5 cm/s resp.). 

Placez une bande etalon NAB correspon- 
dant a cette vitesse et bobinez-la jusqu'a la 
section "niweau de reference". 



Reglage du niweau de lecture: 

Placer I'appareil en lecture et ajustez le ni- 
veau de sortie au niveau d'operation desire 
avec le potentiometre LEVEL SLOW du RE- 
PRODUCE AMPLIFIER 1. 



Pour les appareils stereo, connectez le milli- 
voltmetre au canal 2 et ajustez le niveau de 
sortie au niveau d'operation desire avec le 
potentiometre LEVEL SLOW du REPRO- 
DUCE AMPLIFIER 2. 



Azimytage: 

Bobinez la bande etalon jusqu'a la section 
"azimytage" et placez I'appareil en mode 
lecture. Le niveau de cette section est envi- 
ron 10 dB en~dessous de la section "niweau 
de reference". 
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Millivoltmeter auf Kana! 1 schalten. 
Wahrend dem Abspielen der lOkHz-Auf- 
zeichnung wird durch Drehen der AzimuA 
Einstellschraube die Stellung des Wieder- 
gabekopfes solange geandert, bis die 
grosste Ausgangsspannung und gleichzei- 
tig die kleinsten Pegelschwankungen er- 
reicht werden. 

Bei Stereo-Geraten wird nun mit Hilfe des 
Oszilloskops und durch weiteres Drehen 
der AzimuDEinstellschraube des Wieder- 
gabekopfes auf minimale Phasendifferenz 
der Ausgangssignale von Kanal 1 und Ka~ 
nal 2 abgeglichen. 

Wichtig: 

Immer zuerst auf maximalen Pegel und 
dann auf minimalen Phasenwinkel abglei- 
chen! 

Peieikontrolle: 

Messband bis zum Pegeltonteil zurOck- 
spulen und auf Wiedergabe schalten. 
Kontrolle des Ausgangspegels (Opera- 
tionspegel) und eventuell Korrektur mit LE- 
VEL SLOW des REPRODUCE AMPLIFIER 1. 



Millivoltmeterauf Kanal 2 schalten, KontroL 
le des Ausgangspegels und eventuell Kor- 
rektur mit LEVEL SLOW des REPRODUCE 
AMPLIFIER 2. 

Freqyenzgangabgleicli: 

Messband bis zum Frequenzgangteil 
10 kHz vorspulen und auf Wiedergabe 
schalten. 

Der Pegel dieses Teils liegt ca. 10dB unter 
demjenigen des Pegeltonteils. 
Millivoltmeter auf Kanal 1 schalten. 

Mit dem Regler TREBLE SLOW des RE- 
PRODUCE AMPLIFIER 1 auf optimalen Fre- 
quenzgang (bezogen auf Operationspegel 
- 10dB) abgleichen. 



Bei Stereogeraten das Millivoltmeter auf 
Kanal 2 umschalten und mit dem Regler 
TREBLE SLOW des REPRODUCE AMPLI- 
FIER 2 auf optimalen Frequenzgang (bezo- 
gen auf Operationspegel -10dB) abglei- 
chen. 

Messband zum Frequenzgangteil 60 Hz 

zuruckspulen und auf Wiedergabe schal- 
ten. 

Millivoltmeter auf Kanal 1 schalten und mit 
dem Regler BASS SLOW des REPRODU- 
CE AMPLIFIER 1 auf optimalen Frequenz- 
gang (bezogen auf Operationspegel - 
lOdB) abgleichen. 



Connect millivoltmeter to channel 1 . 

While the 1 0 kHz recording is being repro- 
duced, the position of the reproduce head 
can be adjusted with the azimuth alignment 
screw until the maximum output voltage 
and concurrently the lowest level fluc- 
tuations are obtained. 



For stereo recorders, the setting of the azi- 
muth alignment screw for the reproduce 
head can be further corrected with the aid 
of an oscilloscope until the phase differ- 
rence in the output signals between chan- 
nel 1 and channel 2 reaches the minimum. 

Important: 

First adjust for maximum level before ad- 
justing for minimum phase angle! 



Output lewel check: 

Rewind reference tape to "Reference 
lewer section and start recorder in play 
mode. Check output level (operating level) 
and if necessary correct with LEVEL SLOW 
of REPRODUCE AMPLIFIER 1 . 



Connect millivoltmeter to channel 2, check 
output level and if necessary correct with 
LEVEL SLOW of REPRODUCE AMPLI- 
FIER 2. 

Frequency response adjustment: 

Wind reference tape forward to section 
"Frequency response 1 0 kHz" and start 
recorder in play mode. The level of this sec- 
tion is approximately 10 dB lower than in 
the reference level section. 

Connect millivoltmeter to channel 1 . 

With potentiometer TREBLE SLOW of RE- 
PRODUCE AMPLIFIER 1 adjust for opti- 
mum frequency response (relative to 
operating level -10 dB). 



For stereo recorders connect millivoltmeter 
to channel 2 and with potentiometer TRE- 
BLE SLOW of REPRODUCE AMPLIFIER 2 
adjust for optimum frequency response 
(relative to operating level -10 dB). 



Rewind reference tape to section "Fre- 
quency response 60 Hz" and start recor- 
der in play mode. 

Connect millivoltmeter to channel 1 and 
with potentiometer BASS SLOW of RE- 
PRODUCE AMPLIFIER 1 adjust for opti- 
mum frequency response (relative to 
operating level -10 dB). 



Connectez le millivoltmetre au canal 1. 
Pendant la lecture du signal a 10 kHz, on 
peut ajuster la position de la tete de lecture 
grace a la vis d'alignement jusqu'a ce que 
Ton obtienne un niveau maximal etun mini- 
mum de fluctuations. 



Pour les appareils stereo, I'azimutage peut 
etre affine a I'aide d'un oscilloscope en se 
reglant sur un dephasage minimal entre les 
canaux 1 et 2. 



important: 

Ajustez d'abord au niveau maximum avarit 
d'affiner le dephasage! 



Verification du niweau de sortie: 
Rembobinez la bandeetalon jusqu'a la sec- 
tion "niweau de reference" et lisez-la. Ve- 
rifiez le niveau de sortie (niveau d'opera- 
tion) et corrigez-le si necessaire avec LE- 
VEL SLOW du REPRODUCE AMPLIFIER 1 



Connectez le millivoltmetre au canal 2, veri- 
fiez le niveau de sortie et si besoin est corri- 
gez- le avec LEVEL SLOW du REPRODUCE 
AMPLIFIER 2. 

AJystement de la reponse en 
frequence: 

Bobinez la bande etalon jusqu'a la section 
"reponse en frequence 10 kHz" et placez 
Tappareil en mode lecture. Le niveau de 
cette section est environ 10 dB sous la sec- 
tion "niveau de reference". 

Connectez le millivoltmetre au canal 1. 
Ajustez la reponse en frequence a un opti- 
mum avec le potentiometreTREBLE SLOW 
du REPRODUCE AMPLIFIER 1 (a -10 dB du 
niveau d'operation). 

Pour les appareils stereo, connectez le milli- 
voltmetre au canal 2 et ajustez la reponse 
en frequence a un optimum avec le poten- 
tiometre TREBLE SLOW du REPRODUCE 
AMPLIFIER 2 (a -10 dB du niveau d'opera- 
tion). 

Rembobinez la bande etalon jusqu'a la sec- 
tion "reponse en frequence 60 Hz" et 
placez I'appareil en mode lecture. 
Connectez le millivoltmetre au canal 1 et 
ajustez la reponse en frequence a un opti- 
mum (a -10 dB du niveau d'operation) avec 
le potentiometre BASS SLOW du REPRO- 
DUCE AMPLIFIER 1. 
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Bei Stereogeraten das Millivoltmeter auf 
Kana! 2schaltenund mitdem ReglerBASS 
SLOW des REPRODUCE AMPLIFIER 2 auf 
optimalen Frequenzgang (bezogen auf 
Operationspegel - lOdB abgleichen. 

¥orbereityng: 

Millivoltmeter am Leitungsausgang 1 an- 
schliessen. 

Tonbandmaschine einschalten. 

Mittlere Geschwindigkeit wahlen (38 bzw. 
19 cm/s). 

NAB-Messband der entsprechenden Ge- 
schwindigkeitauflegen und biszum Pegel- 
tonteil vorspulen. 

Wiedergabepegel-Einsteilyng: 

Tonbandmiaschine auf Wiedergabe schaL 
.ten und mit dem Regler LEVEL MEDIUM 
des REPRODUCE AMPLIFIER 1 den Aus- 
gangspegel auf den gewOnschten Opera- 
tionspegel einstellen. 

Bei Stereo-Geraten das Millivoltmeter auf 
den Leitungsausgang 2 schalten und mit 
dem Regler LEVEL MEDIUM des REPRO- 
DUCE AMPLIFIER 2 den Ausgangspegel 
auf den gewOnschten Operationspegel ein- 
stellen. 

Azimyteinstellyng Idefinitiw}: 
Messband bis zum Teil Spaiteinsteliung 
vorspulen und auf Wiedergabe schalten. 
Der Pegel dieses Teils liegt ca. 1 0 dB unter 
demjenigen des Pegeltonteils. 



Millivoltmeter auf Kanal 1 schalten. 
Wahrend dem Abspielen der lOkHz-Auf- 
zeichnung wird durch Drehen der Azimut- 
Einstelischraube die Stellung des Wieder- 
gabekopfes solange geandert bis die 
grosste Ausgangsspannung und gleichzei- 
tig die kleinsten Pegelschwankungen er- 
reicht werden. 

Bei Stereo-Geraten wird nun mit Flilfe des 
Oszilloskops und durch weiteres Drehen 
der Azimut-Einstellschraube des Wieder- 
gabekopfes auf minimale Phasendifferenz 
der Ausgangssignale von Kanal 1 und Ka- 
nal 2 abgeglichen. 

Wichtig: 

Immer zuerst auf maximalen Pegel und 
dann auf minimalen Phasenwinkel abglei- 
chen! 

Pegelkontrolle: 

Messband bis zum Pegeltonteii zurOck- 
spulen und auf Wiedergabe schalten. 
Kontrolle des Ausgangspegels {Opera- 
tionspegel) und eventuell Korrektur mit LE- 
VEL MEDIUM des REPRODUCE AMPLI- 
FIER 1. 



For stereo recorders connect millivoltmeter 
to channel 2 and with potentiometer BASS 
SLOW of REPRODUCE AMPLIFIER 2 ad- 
just for optimum frequency response (rela- 
tive to operating level -10 dB), 

Preparatory steps: 

Connect millivoltmeter to line output 1 . 
Switch recorder on. 

Select medium tape speed (1 5or7.5 ips re- 
spectively). 

Mount NAB reference tape of the corre- 
sponding speed and wind tape forward to 

"Reference lewei" section. 



Reproduce lewei adjustment: 

Switch recorder to play miode and with po- 
tentiometer LEVEL MEDIUM of REPRO- 
DUCE AMPLIFIER 1 adjust output level to 
the desired operating level. 



For stereo recorders connect millivoltmeter 
to line output 2 and with potentiometer 
LEVEL MEDIUM of REPRODUCE AMPLI- 
FIER 2 adjust output level to the desired 
operating level. 



Azimuth alignment {final}: 

Wind reference tape forward to the section 
"Azimuth alignment" and start recorder 
in play mode. The level of this section is ap- 
proximately 1 0 dB lower than in the refer- 
ence level section. 

Connect millivoltmeter to channel 1 . 

While the 1 0 kFIz recording is being repro- 
duced, the position of the reproduce head 
can be adjusted with the azimuth alignment 
screw until the maximum output voltage 
and concurrently the lowest level fluc- 
tuations are obtained. 



For stereo recorders, the setting of the azi- 
muth alignment screw for the reproduce 
head can be further corrected with the aid 
of an oscilloscope until the phase differ- 
ence in the output signals between channel 
1 and channel 2 reaches the minimum, 

linportant: 

First adjust for maximum level before ad- 
justing for minimum phase angle! 

Output lewei check: 

Rewind reference tape to "Reference 
le¥ei"section and start recorder in play 
mode. Check output level (operating level) 
and if necessary correct with LEVEL ME- 
DIUM of REPRODUCE AMPLIFIER 1 , 



Pour les appareils stereo, connectez le milli- 
voltmetre au canal 2 et ajustez la reponse 
enfrequence a un optimum (a -10 dB du ni- 
veau d'operation) avec le potentiometre 
BASS SLOW du REPRODUCE AMPLIFIER 2. 

Etapes preparatoires: 

Connectez le millivoltmetre a la sortie ligne 1. 
Mettez le magnetophone sous tension. 
Selectionnez la vitesse de defilement mo- 
yenne (38 ou 19 cm/s resp,). 

Placez une bande etalon NAB correspon- 
dant a cette vitesse et bobinez-la jusqu'a la 
section "niweau de reference". 



Reglage du niweau de lecture: 

Placez I'appareil en lecture et ajustez le ni- 
veau de sortie au niveau d'operation desire 
avec le potentiometre LEVEL MEDIUM du 
REPRODUCE AMPLIFIER 1. 



Pour les appareils stereo, connectez le milli- 
voltmetre a la sortie ligne 2 et ajustez le ni- 
veau de sortie au niveau d'operation desire 
avec le potentiometre LEVEL MEDIUM du 
REPRODUCE AMPLIFIER 2. 



Azimutage {final}: 

Bobinez la bande etalon jusqu'a la section 
"azimutage" et lisez-la. Le niveau de cette 
section est environ 10 dB en-dessous du ni- 
veau de reference. 



Connectez le millivoltmetre au canal 1. 
Pendant la lecture du signal a 10 kFlz, ajustez 
la position de la tete de lecture avec la vis 
d'alignement jusqu'a I'obtention d'un ni- 
veau maximal et d'un minimum de fluctua- 
tions. 



Pour les enregistreurs stereo, ce reglage 
peut etre affine a I'aide d'un oscilloscope en 
se reglant sur un dephasage minimal entre 
les canaux 1 et 2. 



Important: 

Veuillez d'abord ajuster au maximum de ni- 
veau avant d'affiner le dephasage. 



Verification du niweay de sortie: 

Rembobinez la bande etalon jusqu'a la sec- 
tion "niweau de reference" et placez I'ap- 
pareil en mode lecture. Verifiez le niveau de 
sortie (niveau d'operation) et corrigez-le si 
necessaire avec le potentiometre LEVEL 
MEDIUM du REPRODUCE AMPLIFIER 1. 
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Millivoltmeterauf Kanal 2 schalten, Kontrol- 
le des Ausgangspegels und eventuell Kor- 
rektur mit LEVEL MEDIUM des REPRODU- 
CE AMPLIFIER 2. 

Frequenzgangabileich: 

Messband bis zum Freqyenzgangteil 
12 kHz vorspulen und auf Wiedergabe 
schalten, 

Der Pegel dieses Teils liegt ca. 1 0 dB unter 
demjenigen des Pegeltonteils. 
Millivoltmeter auf Kanal 1 schalten. 

Mit dem Regler TREBLE MEDIUM des RE- 
^PRODUCE AMPLIFIER 1 auf optimalen Fre- 
quenzgang (bezogen auf Operationspegel 
- lOdB) abgleichen. 



Bei Stereogeraten das Millivoltmeter auf 
Kanal 2 umschalten und mit dem Regler 
TREBLE MEDIUM des REPRODUCE AM- 
PLIFIER 2 auf optimalen Frequenzgang (be- 
zogen auf Operationspegel -10dB) ab- 
gleichen. 

Messband zum Frequenzgangteii 60 Hz 
zuruckspulen und auf Wiedergabe schaL 
ten. 

Millivoltmeter auf Kanal 1 schalten und mit 
dem Regler BASS MEDIUM des REPRO- 
DUCE AMPLIFIER 1 auf optimalen Fre- 
quenzgang (bezogen auf Bezugspegel - 
lOdB) abgleichen. 

Bei Stereogeraten das Millivoltmeter auf 
Kanal 2 schalten und mit dem ReglerBASS 
MEDIUM des REPRODUCE AMPLIFIER 2 
auf optimalen Frequenzgang (bezogen auf 
Operationspegel - lOdB) abgleichen. 



ACHTUNG: 

Einstellungen in der angegebenen Reihen- 
folge vornehmen. Bereits ausgefuhrte Ein- 
stellungen durfen spater nicht mehr veran- 
dert werden! 



e.8,5 

Aufnahme-Einsteliuiigeri NAB 

Neuwertiges unbespieltes Tonband aufle- 
gen. 

Bei Geraten mit VU-Meter~Panel die Ta- 
ste READY drOcken. 

¥orbereitungen: 

® Kontrolle der Oszillatorfrequenz: 

Gerat einschalten und mittlere Geschwin- 
digkeit (38 bzw, 1 9 cm/s) wahlen. 

Den Frequenzzahler an die Testpunkte TP 1 
und TP 2 des OSCILLATOR Print 6 an- 
schliessen und Aufnahme einschalten. 



Connect millivoltmeter to channel 2, check 
output level and if necessary correct with 
LEVEL MEDIUM of REPRODUCE AMPLI- 
FIER 2. 

Frequency response adjustment: 

Wind reference tape forward to section 
"Frequency response 12 kHz" and start 
recorder in play mode. The level of this sec- 
tion is approximately 10 dB lower than in 
the reference level section. 

Connect millivoltmeter to channel 1 . 

With potentiometer TREBLE MEDIUM of 
REPRODUCE AMPLIFIER 1 adjust for opti- 
mum frequency response (relative to 
operating level -10 dB). 



For stereo recorders connect millivoltmeter 
to channel 2 and with potentiometer TRE- 
BLE MEDIUM of REPRODUCE AMPLIFIER 
2 adjust for optimum frequency response 
(relative to operating level -1 0 dB). 



Rewind reference tape to section "Fre- 
quency response 60 Hz" and start re- 
corder in play mode. 

Connect millivoltmeter to channel 1 and 
with potentiometer BASS MEDIUM of RE- 
PRODUCE AMPLIFIER 1 adjust for opti- 
mum frequency response (relative to op- 
erational level -10 dB). 

For stereo recorders connect millivoltmeter 
to channel 2 and with potentiometer BASS 
MEDIUM of REPRODUCE AMPLIFIER Sad- 
just for optimum frequency response (rela- 
tive to operating level -10 dB), 



IMPORTANT: 

Always perform adjustments in the se- 
quence specified. Previously made adjust- 
ments must not be changed in a subse- 
quent step! 



6.8.5 

Record adjustments NAB 

Mount a new, unrecorded tape. 

On recorders equipped with VU-meter 
panel depress READY key. 



Preparatory steps: 

® Check oscillator frequency: 

Switch recorder on and select medium 
tape speed (1 5 or 7.5 ips respectively). 

Connect frequency counter to test points 
TP1 and TP2 of OSCILLATOR board 6 and 
switch to record mode. 



Connectez le millivoltmetre au canal 2, veri- 
fiez le niveau de sortie etajustez-le si neces- 
saire avec le potentiometre LEVEL ME- 
DIUM du REPRODUCE AMPLIFIER 2. 

Ajystement de la reponse en 
frequence: 

Bobinez la bande etalon jusqu'a la section 
"reponse en frequence 12 kHz” et lisez- 
la. Le niveau de cette section est environ 
10 dB en-dessous de la section "niveau de 
reference". 

Connectez le millivoltmetre au canal 1. 
Ajustez la reponse en frequence a un opti- 
mum avec le potentiometre TREBLE ME- 
DIUM du REPRODUCE AMPLIFIER 1 (a 
-10 dB du niveau d'operation). 

Pour les appareils stereo, connectez le milli- 
voltmetre au canal 2 et ajustez la reponse 
en frequence a un optimum (a -10 dB du ni- 
veau d'operation) avec le potentiometre 
TREBLE MEDIUM du REPRODUCE AMPLI- 
FIER 2. 

Rembobinezia bandeetalon jusqu'a la sec- 
tion "reponse en frequence 60 Hz" et 
placez I'appareil en mode lecture. 
Connectez le millivoltmetre au canal 1 et 
ajustez la reponse en frequence a un opti- 
mum (a -10 dB du niveau d'opereation) 
avec le potentiometre BASS MEDIUM du 
REPRODUCE AMPLIFIER 1. 

Pour les appareils stereo, connectez le milli- 
voltmetre au canal 2 et ajustez la reponse 
en frequence a un optimum (a -10 dB du ni- 
veau d'operation) avec le potentiometre 
BASS MEDIUM du REPRODUCE AMPLI- 
FIER 2. 

IMPORTANT: 

Effectueztoujours ces reglages dans I'ordre 
specifie. Les reglages ne doivent plus etre 
modifies apres avoir ete realises! 



6.8.5 

Reglages tfenregistrement NAB 

Placez une bande vierge neuve. 

Appuyez sur la touche READY si I'appareil 
est equipe d'un panneau VU. 



Etapes preparatoires: 

® Controle de la frequence de roscillateur: 
Mettez le magnetophone sous tension et 
selectionnez la vitesse de defilement mo- 
yenne (38 ou resp. 19 cm/s). 

Raccordez le frequencemetre aux points 
testTPI etTP2 du circuitOSCILLATOR 6 et 
placez I'appareil en mode enregistrement 
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Die Oszillatorfrequenz muss 150 kHz 
±3 kHz betragen (warmer ZustandderTon^^ 
bandmaschine). 



Wenn die gernssene Oszillatorfrequenz in- 
nerhalb des Tolerenzbereichs liegt; 



Falls die gemessene Oszillatorfrequenz 
ausserhalb des Toleranzbereichs liegt 
muss der Oszillator neu abgeglichen wer- 
den; 

Tonbandmaschine ausschalten, Oszillator- 
print herausziehen und, auf den Verlange- 
rungsprint gesteckt wieder einstecken. 



The oscillator frequency must measure 
150 kHz ±3 kHz (after the recorder has 
reached normal operating temperature). 



If the measured oscillator frequency is 
within the tolerance range, continue with 
step @ . 

lithe measured oscillator frequency is ouH 
side the tolerance range, the oscillator must 
be readjusted. 



Switch recorder off, pull out oscillator 
board, and reinsert itafter it has been moun- 
ted on the extension board. 



La frequence de I'oscillateur doit etre de 
150 kHz ±3 kHz (apres que le magnetopho- 
ne ait atteint sa temperature de foncionne- 
ment). 

Si la frequence de I'oscillateur est dans le 
domaine tolere, passez a I etape 



Si la frequence mesuree n'est pas dans les 
tolerances, il faut reajuster I'oscillateur. 



Deconnectez I'appareil du secteur, retirez la 
carte de I'oscillateur, inserez a sa place le 
circuit imprime de prolongation et raccor- 
dez-y la carte de roscillateur. 




Fig. 6.8.5 



Gerat auf Aufnahme schalten und mit dem 
Regelstift des Transformators T1 die Fre- 
quenz auf 1 50 kHz ±3 kHz abgleichen. 

Gerat ausschalten, Verlangerungsprint ent- 
fernen und Oszillatorprint wieder in den 
Verstarkerkorb einstecken. 

Gerat wieder einschalten und Oszillatorfre- 
quenz nochmals kontrollieren: 150 kHz 
±3 kHz. 

Falls die Frequenz wieder ausserhalb des 
Toleranzbereichs liegt, muss der Abgleich 
nochmals wiederholt werden. 



Start recorder in record mode and with re- 
gulating pin of transformer T1 adjust fre- 
quency to 1 50 kHz ±3 kHz. 

Switch recorder off, remove extension 
board and reinstall oscillator board in the 
amiplifier case. 

Switch recorder on and recheck oscillator 
frequency: 1 50 kHz ± 3 kHz. 

If the frequency is still outside the tolerance 
range, repeat the foregoing adjustment 
procedures. 



Remettez I'appareil en mode enregistre- 
ment, ajustez la frequence a 150 kHz 
±3 kHz en reglant le transformateur TT 

Deconnectez I'appareil du secteur, enlevez 
le circuit de prolongation et replacez la car- 
te de I'oscillateur dans son logement. 

Remettez le magnetophone sous tension et 
verifiez a nouveau la frequence de roscilla- 
teur; 150 kHz ± kHz. 

Si la frequence reste en dehors du domaine 
admis, repetez le processus de reglage pre- 
cedent 
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@ Grundeinstellung der Aufnahmeverstar- 
ker; 

WICHTIG: 

Bei beiden Prints RECORD AMPLIFIER 4 
und 5 mussen wahrend der folgenden 
Messung die BrOckenstecker fur die Ein- 
gangsempfindlichkeit auf Stellung NORM 
gesteckt sein! 

Cerate ohne VU-Meter-Panel; 
Potentiometer PREADJ. auf den Prints RE- 
CORD AMPLIFIER 4 und 5 an den Anschlag 
im Gegenuhrzeigersinn bringen. 



Cerate mit VU-Meter-Panel: 

Voreinstellung der Aufnahmeverstarker 
und der VU-Meter-Verstarker siehe Kapitel 
6 . 8 . 6 . 



@ Basic adjustments for record amplifiers: 



IMPORTANT: 

While the following measurements are per- 
formed, the jumpers for the input sensitivity 
on the pcb RECORD AMPLIFIER 4 and 5 
must be in the NORM position! 



Recorders without VU meter panels: 

Turn potentiometer PREADJ. on the pcb RE- 
CORD AMPLIFIER 4 and 5 fully counter- 
clockwise. 



Recorders equipped with VU meter panels: 
Basic adjustments of record amplifiers and 
VU meter amplifiers see section 6.8.6. 



® Reglage de base des amplificateurs d'en- 
registrement; 

IMORTANT: 

Lors des mesures suivantes, les straps de la 
sensibilite d'entree des circuits RECORD 
AMPLIFIER 4 et 5 doivent etre en position 

NORM! 



Appareils sans panneau VU-metres: 
Tournez les potentiometres PREADJ. des 
circuits RECORD AMPLIFIER 4 et 5 a leur 
butee en sens invers des aiguilles d'une 
montre. 

Appareils equipes d'un panneau VU-me- 
tres: 

Reglage de base des amplificateurs d enre- 
gistrement et des amplificateurs des VU- 
metres voir chapitre 6.8.6 
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Aufnahme-Einstellungen NAB 

Die Aufnahme-Einstellungen werden in der 
folgenden Reihenfolge durchgefOhrt: 



Bandgeschwindigkeit 38 (19) cm/s (ME- 
DIUM) 

- AufnahmepegeEVoreinstellung 

- Azimuteinstellung des Aufnahmekopfes 

- Vormagnetisierungs-Einstellung 

- Azimuteinstellung des Aufnahmekopfes 
(STEREO) 

- Aufnahmepegel-Einstellung 

- Frequenzgangabgleich 

Bandgeschwindigkeit 76 (38) cm/s (FAST) 

- AufnahmepegeFVoreinstellung 

- Vormagnetisierungs-Einstellung 

- Aufnahmepegel-Einstellung 

- Frequenzgangabgleich 

Bandgeschwindigkeit19 (9,5) cm/s (SLOW) 

- Aufnahmepegel-Voreinstellung 

- Vormagnetisierungs-Einstellung 

- Aufnahmepegel-Einstellung 

- Frequenzabgangabgleich 

¥orbereitung: 

Tonfrequenz-Generator mit 700 FIz und 
Operationspegel an Leitungseingang Kanal 
1 (bei Stereo-Geraten an Kanal 1 +2),Milli- 
voltmeteran Leitungsausgang Kanal 1 an- 
schliessen. 

Tonbandmaschine einschalten. Bei Gera- 
ten mit VU -Meter-Panel die Tasten READY 
und REPRO drOcken. 

Mittlere Geschwindigkeit wahlen (38 bzw, 
19 cm/s), 

Aufnahmepegel-¥oreinstellyrig: 

Tonbandmaschine auf Aufnahme schalten 
und mit dem Regler LEVEL MEDIUM des 
RECORD AMPLIFIER 4 den Ausgangspe- 
gel auf Operationspegel einstellen. 

Bei Stereo-Geraten das Millivoltmeter auf 
den Kanal 2 schalten und mit dem Regler 
LEVEL MEDIUM des RECORD AMPLIFIER 
5 den Ausgangspegel auf Operationspegel 
einstellen. 



Record adjustments NAB 

The record adjustments are made by fol- 
lowing the steps in the sequence specified 
below; 

Tape speed 1 5 (7,5) ips (MEDIUM) 

- Record level preadjustment 

- Azimuth alignment of recording head 

- Bias adjustment 

- Azimuth alignment of recording head 
(STEREO) 

- Record level adjustment 

- Frequency response adjustment 

Tape speed 30 (15) ips (FAST) 

- Record level preadjustment 

- Bias adjustment 

- Record level adjustment 

- Frequency response adjustment 

Tape speed 7.5 (3.75) ips (SLOW) 

- Record level preadjustment 

- Bias adjustment 

- Record level adjustment 

- Frequency response adjustment 

Preparatory steps: 

Connect audio-frequency generator with 
700 Flz and operating level to line input 
channel 1 (for stereo recorders to channels 
1+ 2), and connect millivoltmeter to line 
output channel 1. 

Switch recorder on. On recorders equip- 
ped with VU meter panel depress READY 
and REPRO keys. 

Select medium tape speed (15or7.5 ips re- 
spectively). 

Record lewel preadjustment: 

Start recorder in record mode and with po- 
tentiometer LEVEL MEDIUM of RECORD 
AMPLIFIER 4 adjust output level to opera- 
ting level. 

For stereo recorders connect millivoltmeter 
to channel 2 and with potentiometer LEVEL 
MEDIUM of RECORD AMPLIFIER 5 adjust 
output level to operating level. 



Reglages d'enregistrement NAB 

Ces reglages doivent etre effectues dans 
I ordre de la sequence suivante: 



Vitesse de defilement 38 (19) cm/s 
(MEDIUM) 

- Prereglage du niveau d'enregistrement 

- Azimutage de la tete d'enregistrement 

- Ajustement de la premagnetisation 

- Azimutage de la tete d'enregistrement 
(STEREO) 

- Reglage du niveau d'enregistrement 

- Ajustement de la reponse en frequence 

Vitesse de defilement 76 (38) cm/s (FAST) 
w Prereglage du niveau d'enregistrement 

- Reglage de la premagnetisation 

- Reglage du niveau d'enregistrement 

- Ajustement de la reponse en frequence 

Vitesse de defilement19 (9,5) cm/ (SLOW) 

- Prereglage du niveau d'enregistrement 

- Reglage de la premagnetisation 

- Reglage du niveau d'enregistrement 

-■ Ajustement de la reponse en frequence 

Etapes preparatoires: 

Raccordez le generateur BE, regie a 700 Flz 
etau niveau d'operation, a I'entree ligne du 
canal! (canauxi + 2 pour lesappareils ste- 
reo) etconnectez le millivoltmetre a la sortie 
ligne canal 1. 

Mettez le magnetophone en service, Appu- 
yez sur les touches READY et REPRO si I'ap- 
paretl posskie un panneau VU-metres. 

Selectionnez la vitesse moyenne (38 ou 
resp. 19 cm/s). 

Prereglage du niweay d'enregistre- 
ment: 

Placez le magnetophone en mode enregis- 
trement et ajustez le niveau de sortie au ni- 
veau d'operation avec le potentiometre LE- 
VEL MEDIUM du RECORD AMPLIFIER 4. 

Pour les appareils stereo, connectez le milli- 
voltmetre au canal 2 et ajustez le niveau de 
sortie au niveau d'operation avec le poten- 
tiometre LEVEL MEDIUM du RECORD AM- 
PLIFIER 5. 
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Azimyteinstellung: 

Tonfrequenz-Generatorauf 10 kHzschalten 
und den Pegel unn 20 dB reduzieren. 
Millivoltmeter auf Kanal 1 schalten. 

Durch Drehen der Azimut-Einstellschraube 
wird die Stellung des Aufnahmekopfes so 
lange geandert, bis die grosste Ausgangs- 
spannung und gleichzeitig die kleinsten Pe- 
gelschwankungen erreichl werden. 

Bei starken Korrekturen mit der Azimut- 
Einstellschraube ist die Aufnahmepegel- 
Voreinstellung zu wiederholen! 

Vormagnetisierungs-Einstellyng: 

(Generatorauf 1 0 kHzund 20 dB unterdem 
Operationspegei). 

Der Regler BIAS MEDIUM des RECORD 
AMPLIFIER 4 wird im Gegenuhrzeigersinn 
an den linken Anschlag gedreht Dann lang- 
sam im Uhrzeigersinn drehen, bisdasMaxi- 
mum erreicht ist. Diesen Wert notieren und 
im Uhrzeigersinn weiterdrehen bis der a us 
der BIASTabelle (am Ende dieses Kapitels) 
ersichtliche Wert AU[dB] erreicht ist. Die- 
ser Wert ist von der Bandsorte und der Ge- 
schwindigkeit abhangig! 



Azimuth alignment: 

Set audiortrequency generator to 10 kHz 
and reduce level by 20 dB. Connect milli- 
voltmeter to channel 1. 

The azimuth of the record head is to be 
aligned with the azimuth adjustment screw 
until the maximum outputvoltage and con- 
currently the lowest level fluctuations are 
obtained. 

If the setting of the azimuth alignmentscrew 
is changed considerably, the preadjust- 
ment of the record level must be repeated! 

Bias adjustment: 

(Generator at 10 kHz and 20 dB below 
operating level). 

Turn potentiometer BIAS MEDIUM of RE- 
CORD AMPLIFIER 4 counterclockwise to 
the stop position. Now turn potentiometer 
slowly clockwise until the maximum is 
reached. Note this value and continue to 
turn clockwise until the value AU [dB] spe- 
cified in the BIAS table (at the end of this 
section) is reached. This value depends on 
the type of tape and the tape speed ! 




Azimutage: 

Reglez le generateur audio-frequence sur 
10 kHz et reduisez le niveau de 20 dB. Con- 
nectez le millivoltmetre au canal 1. 

Lazimutage de la tete d'enregistrement doit 
etre ajuste avec la vis d'alignement jusqu'a 
ce que Ion obtienne un niveau maximal de 
sortie et des fluctuations minimales. 



Si I'azimutage doit etre considerablement 
modifie, il faudra a nouveau preregler le ni- 
veau d'enregistrement. 

AJustement de la premagnetisation: 

(Generateur a 10 kHz et 20 dB en dessous 
du niveau d'operation). 

Tournez le potentiometre BIAS MEDIUM du 
RECORD AMPLIFIER 4 dans le sens inverse 
des aiguilles d'une montre jusqu en butee, 
puis lentement en sens contraire jusqu'a 
I'obtention d'un maximum. Notez la valeur 
de ce niveau ettournez dans le sens des ai- 
guilles d'une montre jusqu'a ce que la va- 
leur AU [dB] specifiee dans la table BIAS (a 
la fin de ce chapitre) soit atteinte. Cette va- 
leur depend du type de bande et de la vites- 
se de defilement! 



Bei Stereo-Geraten das Millivoltmeter auf 
den Kanal 2 schalten und die Vormagneti- 
sierungs-Einstellung mit dem Regler BIAS 
MEDIUM des RECORD AMPLIFIER 5 wie 
bei Kanal 1 ausfuhren. 

Azimuteinstellyng STEREO: 

Bei Stereo-Geraten wird mitHilfedesOszil- 
loskops und durch vorsichtiges Drehen an 
der Azimut-Einstellschraube des Aufnah- 
mekopfes auf minimale Phasendifferenz 
der Ausgangssignale von Kanal 1 und Ka- 
nal 2 abgeglichen. 



Forstereo recorders connect millivoltmeter 
to channel 2 and repeat bias adjustment 
with potentiometer BIAS MEDIUM of RE- 
CORD AMPLIFIER 5 as described for chan- 
nel 1. 

Azimyth alignment STEREO: 

For stereo recorders,the setting of the azi- 
muth alignment screw for the record head 
can be further corrected with the aid of an 
oscilloscope until the phase difference in 
the output signals of channel 1 and chan- 
nel 2 reaches the minimum. 



Pour les enregistreurs stereo, connectez le 
millivoltmetre au canal 2 et repetez ce re- 
glage avec le potentiometre BIAS MEDIUM 
du RECORD AMPLIFIER 5, 



Azimutage STEREO: 

Pour les magnetophones stereo, le posi- 
tionnementde la vis d'alignement peut etre 
affine a I'aide d'un oscilloscope: la differen- 
ce de phase entre les canaux 1 et 2 doit at- 
teindre un minimum. 
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Ayfnahmepeiel-Einsteilung: 

Tongenerator auf 700 Hz und Operations- 
pege!. 

Millivoltmeter auf Kanal 1 schalten. 

Mit dem Regler LEVEL MEDIUM des RE- 
CORD AMPLIFIER 4 den Ausgangspegel 
auf Operationspegel einstellen. 

Bei Stereo-Geraten das Millivoltmeter auf 
Kanal 2 schalten und mitdem Regler LEVEL 
MEDIUM des RECORD AMPLIFIER 5 den 
Ausgangspegel auf Operationspegel ein- 
stellen. 

Frequenzgangabgleich: 

Generatorpegel auf Operationspegel 
-20 dB schalten. 

Millivoltmeter auf Kanal 1 schalten. 

Mit den Reglern TREBLE MEDIUM des RE- 
CORD AMPLIFIER 4 und BASS MEDIUM 
desREPRODUCEAMPLIFIER 1 aufoptima- 
len Frequenzgang abgleichen. 



Millivoltmeter auf Kanal 2 schalten. 

Mit den Reglern TREBLE MEDIUM des RE- 
CORD AMPLIFIER 5 und BASS MEDIUM 
desREPRODUCE AMPLIFIER 2aufoptima- 
len Frequenzgang abgleichen. 

Vorbereitung: 

Tonfrequenz-Generator mit 700 Hz und 
Operationspegel an Leitungseingang Kanal 
1 (bei Stereo-Geraten an Kanal 1 + 2), Milli- 
voltmeter an Leitungsausgang Kanal 1 an- 
schliessen. 

Tonbandmaschine einschalten. Bei Gera- 
ten mit VU-Meter~Panel dieTasten READY 
und REPRO drucken. 



Hohe Geschwindigkeit wahlen (76 bzw. 
38 cm/s). 

Ayfnahinepegel-¥oreinstellung: 

Tonbandmaschine auf Aufnahme schalten 
und mit dem Regler LEVEL FAST des RE- 
CORD AMPLIFIER 4 den Ausgangspegel 
auf Operationspegel einstellen. 

Bei Stereo-Geraten das Millivoltmeter auf 
den Kanal 2 schalten und mit dem Regler 
LEVEL FAST des RECORD AMPLIFIER 5 
den Ausgangspegel auf Operationspegel 
einstellen. 

¥orinainetisieryngs-Eiiistellufig: 

(Generator auf 1 0 kHz und 20 dB unter dem 
Operationspegel). 



Record iewei adjustment: 

Set audio-frequency generator to 700 Hz 
and operating level. 

Connect millivoltmeter to channel 1. 

Adjust for operating level with potentiome- 
ter LEVEL MEDIUM of RECORD AMPLI- 
FIER 4. 

For stereo recorders connect millivoltmeter 
to channel 2 and adjust output level to 
operating level with potentiometer LEVEL 
MEDIUM of RECORD AMPLIFIER 5. 



Frequency response adjustment: 

Set generator level to operating level 
-20 dB. 

Connect millivoltmeter to channel 1. 

Adjust for optimum frequency response 
with potentiometer TREBLE MEDIUM of 
RECORD AMPLIFIER 4 and potentiometer 
BASS MEDIUM of REPRODUCE AMPLI- 
FIER 1. 

Connect millivoltmeter to channel 2. 

Adjust for optimum frequency response 
with potentiometers TREBLE MEDIUM of 
RECORD AMPLIFIER 5 and BASS ME- 
DIUM of REPRODUCE AMPLIFIER 2. 

Preparatory steps: 

Connect audio-frequency generator with 
700 Hz and operating level to channel 1 (for 
stereo recorders to channels 1 + 2), and 
connect millivoltmeter to line output chan- 
nel 1. 

Switch recorder on. If your recorder fea- 
tures a VU-meter panel, depress READY 
and REPRO keys. 



Select fast tape speed (30 or 15 ips respec- 
tively). 

Record lewel preadjustment: 

Switch tape recorder to record mode and 
adjust output level to operating level 'with 
potentiometer LEVEL FAST of RECORD 
AMPLIFIER 4. 

Forstereorecordersconnectmillivoltmeter 
to channel 2 and with potentiometer LEVEL 
FAST of RECORD AMPLIFIER 5 adjust out- 
put level to operating level. 



Bias adjustment: 

(Generator at 10 kHz and 20 dB below 
operating level). 



Reglage du niweau tfenreiistrement: 
Reglez le generateur audio-frequence a 
700 Hz et au niveau d operation. 
Connectez le millivoltmetre au canal 1. 

Ajustez le niveau de sortie au niveau d'ope- 
ration avec le potentiometre LEVEL ME- 
DIUM du RECORD AMPLIFIER 4. 

Pour les enregistreurs stereo, connectez le 
millivoltmetre au canal 2 et ajustez le niveau 
de sortie au niveau de reference avec le po- 
tentiometre LEVEL MEDIUM du RECORD 
AMPLIFIER 5. 

Ajustement de la riponse en fre- 
quence: 

Reglez le generateur au niveau de referen- 
ce -20 dB. Connectez le millivoltmetre au 
canal 1. 

Ajustez la reponse en frequence a un opti- 
mum avec les potentiometres TREBLE ME- 
DIUM du RECORD AMPLIFIER 4 et BASS 
MEDIUM du REPRODUCE AMPLIFIER 1. 



Connectez le millivoltmetre au canal 2. 

Ajustez la reponse en frequence a un opti- 
mum avec les potentiometresTREBLE ME- 
DIUM du RECOR AMPLIFIER 5 et BASS 
MEDIUM du REPRODUCE AMPLIFIER 2. 

Etapes preparatoires: 

Connectez le generateur audio-frequence, 
regie a 700 Hz et au niveau d'operation, au 
canal 1 (pour les appareils stereo aux ca- 
naux 1 + 2) et connectez le millivoltmetre a 
la sortie ligne du canal 1 

Mettez le magnetophone sous tension, Ap- 
puyez sur les touches READY et REPRO si 
I'appareil est equipe d'un panneau VU-me- 
tres. 

Selectionnez la vitesse de defilement rapi- 
de (76 ou 38 cm/s resp.). 

Prereglage du niweay d'enregistre- 
ment: 

Placez I'appareil en mode enregistrement 
et ajustez le niveau de sortie au niveau 
d'operation avec le potentiometre LEVEL 
FAST du RECORD AMPLIFIER 4. 

Pour les appareils stereo, connectez le milli- 
voitmetre au canal 2 et ajustez le niveau de 
sortie au niveau de reference avec le poten- 
tiometre LEVEL FAST du RECORD AMPLI- 
FIER 5. 

Ajustement de la premagnitisation: 

(GenerateuralO kHzetCO dB sous leniveau 
d'operation). 
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Der Regler BIAS FAST des RECORD AMP- 
LIFIER 4 wird im Gegenuhrzeigersinn an 
den Anschlag gedreht Dann langsam im 
Uhrzeigersinn drehen, bis das Maximum 
erreicht ist Diesen Wert notieren und im 
Uhrzeigergsinn weiterdrehen bis der aus 
der BIAS-Tabelle (am Ende dieses Kapitels) 
ersichtlicheWerte AU [dB] erreicht ist Die- 
ser Wert ist von der Bandsorte und der 
Geschwindigkeit abhangig! 

Bei Stereo-Geraten das Millivoltmeter auf 
den Kanal 2 schalten und die Vormagneti- 
sierungs-Einstellung mit dem Regler BIAS 
FAST des RECORD AMPLIFIER 5 wie bei 
Kanal 1 ausfuhren. 

Aufnalimepegel-Einstellufig 
Tongenerator auf 700 Hz und Operations- 
pegel. 

Millivoltmeter auf Kanal 1 schalten. 

Mit dem Regler LEVEL FAST des RECORD 
AMPLIFIER 4denAusgangspegel auf Ope- 
rationspegel einstellen. 

Bei Stereo-Geraten das Millivoltmeter auf 
Kanal 2 schalten und mit dem Regler LEVEL 
FAST des RECORD AMPLIFIER 5 den Aus- 
gangspegel auf Operationspegel einstel- 
ien. 

Frequenzgangabgleich: 

Generatorpegel auf Operationspegel 
-20 dB schalten. 

Millivoltmeter auf Kanal 1 schalten. 

Mit den Reglern TREBLE FAST des RE- 
CORD AMPLIFIER 4 und BASS FAST des 
REPRODUCE AMPLIFIER 1 auf optimalen 
Frequenzgang abgleichen. 

Millivoltmeter auf Kanal 2 schalten. 

Mit den Reglern TREBLE FAST des RE- 
CORD AMPLIFIER 5 und BASS FAST des 
REPRODUCE AMPLIFIER 2 auf optimalen 
Frequenzgang abgleichen. 

¥orbereitung: 

Tonfrequenz-Generator mit 700 Hz und 
Operationspegel an Leitungseingang Kanal 
1 (bei Stereo-Geraten an Kanal 1 + 2), Milii- 
voltmeter an Leitungsausgang Kanal 1 an- 
schliessen. 

Tonbandmaschine einschalten. Bei Gera- 
ten mit VU-Meter-Panel die Tasten READY 
und REPRO drOcken. 

Langsame Geschwindigkeit wahlen (19 
bzw. 9,5 cm/s). 

Aufnahinepegel-¥oreinstellung: 

Tonbandmaschine auf Aufnahme schalten 
und mit dem Regler LEVEL SLOW des RE- 
CORD AMPLIFIER 4 den Ausgangspegel 
auf Operationspegel einstellen. 



Turn potentiometer BIAS FAST of RE- 
CORD AMPLIFIER 4 counterclockwise to 
the left-hand stop position. Nowturn poten- 
tiometer slowly clockwise until the maxi- 
mum is reached. Note this valueand contin- 
ue to turn clockwise until the value AU 
[dB] specified in the BIAS table (at the end 
of this section) is reached. This value de- 
pends on the type of tape and the tape 
speed! 

For stereo recorders connect millivoltmeter 
to channel 2 and repeat bias adjustment 
with potentiometer BIAS FAST of RECORD 
AMPLIFIER 5 as described for channel 1. 



Record lewel adjystment: 

Set audio-frequency generator to 700 Hz 
and operating level. Connect millivoltmeter 
to channel 1. 

Adjust output level to operating level with 
potentiometer LEVEL FAST of RECORD 
AMPLIFIER 4. 

Forstereo recorders connect millivoltmeter 
to channel 2 and adjust output level to 
operating level with potentiometer LEVEL 
FAST of RECORD AMPLIFIER 5. 



Frequency response adjustment: 

Set generator level to operating level 
-20 dB. Connect miillivoltmeter to chan- 
nel 1. 

Adjust for optimum frequency response 
with potentiometer TREBLE FAST of RE- 
CORD AMPLIFIER 4 and potentiometer 
BASS FAST of REPRODUCE AMPLIFIER 1. 
Connect millivoltmeter to channel 2. 

Adjust for optimum frequency response 
with potentiometer TREBLE FAST of REC- 
ORD AMPLIFIER 5 and potentiometer 
BASS FAST of REPRODUCE AMPLIFIER 2. 

Preparatory steps: 

Connect audio-frequency generator with 
700 Hz and operating level to line input 
channel 1 (for stereo recorders to channels 
1 + 2), and connect millivoltmeter to line 
output channel 1. 

Switch recorder on. If your recorder fea- 
tures a VU-meter panel, depress READY 
and REPRO keys. 

Select slow tape speed (7.5 or 3.75 ips re- 
spectively). 

Record lewel preadjustment: 

Switch tape recorder to record mode and 
adjust output level to operating level with 
potentiometer LEVEL SLOW of RECORD 
AMPLIFIER 4. 



Tournez le potentiometre BIAS FAST du RE- 
CORD AMPLIFIER 4 dans le sens inverse 
des aiguilles d'une montre jusqu'a sa butee. 
Tournez-le ensuite doucementen sens con- 
traire jusqu'a Tobtention d'un maximum de 
tension, notez cette valeur et continuez a 
tourner dans le sens des aiguilles d'une 
montre pour atteindre la valeur AU [dB] 
specifiee dans la table BIAS (a la fin de ce 
chapitre). Cette valeur depend du type de 
bande et de la vitesse de defilement! 

Pour les magnetophones stereo, connectez 
le millivoltmetre au canal 2 et repetez ce re- 
glage de facon simlaire avec le potentio- 
metre BIAS FAST du RECORD AMPLIFIER 5. 

Reglage du niweau tfenregistrement: 
Reglez le generateur audio-frequence a 
700 Hz au niveau d'operation. 

Connectez le millivoltmetre au canal 1. 

Ajustez le niveau de sortie au niveau d ope- 
ration avec le potentiometre LEVEL FAST 
du RECORD AMPLIFIER 4, 

Pour les appareils stereo, connectez le milli- 
voltmetre au canal 2 et ajustez le niveau de 
sortie au niveau d'operation avec le poten- 
tiometre LEVEL FAST du RECORD AMPLI- 
FIER 5. 

Ajustennent de la reponse en 
frequence: 

Reglez le generateur au niveau d'opera- 
tion -20 dB. 

Connectez le millivoltmMre au canal 1, 
Ajustez la reponse en frequence a un opti- 
mum avec les potentiometres TREBLE 
FAST du RECORD AMPLIFIER 4 et BASS 
FAST du REPRODUCE AMPLIFIER 1. 
Connectez le millivoltmetre au canal 2. 

Ajustez la reponse en frequence a un opti- 
mum avec les potentiometres TREBLE 
FAST du RECORD AMPLIFIER 5 et BASS 
FAST du REPRODUCE AMPLIFIER 2. 

Etapes preparatoires: 

Connectez le generateur audio-frequence, 
regie a 700 Hz et au niveau d'operation, a 
I'entree ligne du canal 1 (canaux 1 + 2 pour 
les appareils stereo) et raccordez le milli- 
voltmetre a la sortie ligne du canal 1. 

Mettez le magnetophone sous tension. Ap- 
puyez sur les touches READY et REPRO si 
i'appareil est equipe d'un panneau VU-me- 
tres. 

Selectionnez la vitesse de defilement lente 
(19 ou 9,5 cm/s resp.). 

Prereglage du niweay d'enregistre- 
ment: 

Placez le magnetophone en mode enregis- 
trement et ajustez le niveau de sortie au ni- 
veau d'operation avec le potentiometre LE- 
VEL SLOW du RECORD AMPLIFIER 4. 
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Bei Stereo-GerMen das Millivoltmeter auf 
den Kanal 2 schalten und mit dem Regler 
LEVEL SLOW des RECORD AMPLIFIER 5 
den Ausgangspegel auf Operationspegel 
einstellen. 

Vormagnetisierungs-Einstellung: 

(Generator auf 1 0 kHz und 20 dB unter dem 
Operationspegel). 

Der Regler BIAS SLOW des RECORD AM- 
PLIFIER 4 wird im Gegenuhrzeigersinn an 
den linken Anschlag gedreht. Dann lang^ 
sam im Uhrzeigersinn drehen, bis das Maxi- 
mum erreicht ist. Diesen Wert notieren und 
im Uhrzeigersinn weiterdrehen bis der aus 
derBIAS-Tabelle (am Ende dieses Kapitels) 
ersichtliche Werte AU [dB] erreicht ist Die- 
■ ser Wert ist von der Bandsorte und der 
Geschwindigkeit abhangig! 

Bei Stereo-Geraten das Millivoltmeter auf 
den Kanal 2 schalten und die Vormagneti- 
sierungs-Einstellung mit dem Regler BIAS 
SLOW des RECORD AMPLIFIER 5 wie bei 
Kanal 1 ausfOhren. 

Aufnatimepeiel-Einsteilung: 
Tongenerator auf 700 Hz und Operations- 
pegel. 

Millivoltmeter auf Kanal 1 schalten. 

MitdemReglerLEVELSLOWdesRECORD 
AMPLIFIER 4 den Ausgangspegel auf Ope- 
rationspegel einstellen. 

Bei Stereo-Geraten das Millivoltmeter auf 
Kanal 2 schalten und mit dem Regler LEVEL 
SLOW des RECORD AMPLIFIER 5 den 
Ausgangspegel auf Operationspegel ein- 
stellen. 

Fiogueiizgangabgieicli; 

Generatorpegel auf Operationspegel 
-20 dB schalten, 

Millivoltmeter auf Kanal 1 schalten, 

Mit den Reglern TREBLE SLOW des RE- 
CORD AMPLIFIER 4 und BASS SLOW des 
REPRODUCE AMPLIFIER 1 auf optimalen 
Ficqucnzgang abgleichen. 

Millivoltmeter auf Kanal 2 schalten. 

Mit den Reglern TREBLE SLOW des RE- 
CORD AMPLIFIER 5 und BASS SLOW des 
REPRODUCE AMPLIFIER 2 auf optimalen 
Frequenzgang abgleichen. 

Eiiistelleri der iJberspreGh-iCompeiisa- 
tioii (nur Stereo- und 2 Kanal-Gerate): 
Tonfrequenz-Generator auf 1 kHz und Ope- 
rationspegel einslellen und auf Leitungsein- 
gang Kanal 1 schalten, 

Millivoltmeter auf Kanal 2 schalten 



For stereo recorders connect millivoltmeter 
to channel 2 and adjust to operating level 
with potentiometer LEVEL SLOW of RE- 
CORD AMPLIFIER 5. 



Bias adjustment: 

(Generator at 10 kHz and 20 dB below 
operating level). 

Turn potentiometer BIAS SLOW of RE- 
CORD AMPLIFIER 4 counterclockwise to 
the left-hand stop position. Now turn poten- 
tiometer slowly clockwise until the maxi- 
mum is reached. Note this value and con- 
tinue to turn clockwise until the value AU 
[dB] specified in the BIAS table (at the end 
of this section) is reached. This value de- 
pends on the type of tape and the tape 
speed! 

For stereo recorders connect millivoltmeter 
to channel 2 and repeat bias adjustment 
with potentiometer to BIAS SLOW of RE- 
CORD AMPLIFIER 5 as described for chan- 
nel 1. 

Record lewel adjustment: 

Set audio-frequency generator to 700 Hz 
and operating level. Connect millivoltmeter 
to channel 1. 

Adjust to operating level with potentiome- 
ter LEVEL SLOW of RECORD AMPLIFIER 4. 
For stereo recorders connect millivoltmeter 
to channel 2 and adjust output level to 
operating level with potentiometer LEVEL 
SLOW of RECORD AMPLIFIER 5. 



Frequency response ad|tistmeiit: 

Set generator level to operating level 
^20 dB. 

Connect millivoltmeter to channel 1. 

Adjust for optimum frequency response 
with potentiometer TREBLE SLOW of RE- 
CORD AMPLIFIER 4 and potentiometer 
BASS SLOW of REPRODUCE AMPLIFIERT 

Connect millivoltmeter to channel 2. 

Adjust for optimum, frequency response 
with potentiometer TREBLE SLOW of RE- 
CORD AMPLIFIER 5 and potentiometer 
BASS SLOW of RECORD AMPLIFIER 2. 

Adjustinent of crosstalk compensa- 
tion (stereo and 2-channel recorders only): 
Set audio-frequency generator to 1 kHz and 
operating level and connect it to line input 
channel 1. 

Connect millivoltmeter to channel 2. 



Pour les appareils stereo, connectez le milli- 
voltmetre au canal 2 et ajustez le niveau de 
sortie au niveau de reference avec le poten- 
tiometre LEVEL SLOW du RECORD AM- 
PLIFIER 5. 

Ajustement de la premagnetisation: 
(Generateur a 10 kHz et 20 dB en-dessous 
du niveau d'operation). 

Tournez le potentiometre BIAS SLOW du 
RECORD AMPLIFIER 4 dans le sens inverse 
des aiguilles d'une montre jusqu en butee. 
Tournez-le ensuite lentement en sens inver- 
se jusqu'au maximum de tension. Notez 
cette valeur et continuez a tourner dans le 
sens des aiguilles d'une montre pour attein- 
dreiavaleurdeAU [dB] specifiee dans la ta- 
ble BIAS (a la fin de ce chapitre). Cette va- 
leur depend du type de bande et de la vites- 
se de defilement! 

Pour les appareils stereo, connectez le milli- 
voltmetre au canal 2 et repetez ce reglage 
de facon similaire avec le potentiometre 
BIAS SLOW du RECORD AMPLIFIER 5, 

Reglage du niweau d'enregistrement: 

Reglez le generateur audio-frequence a 
700 Hzetau niveau d'operation. Connectez 
le millivoltmetre au canal 1. 

Ajustez le niveau de sortie au niveau d'ope- 
ration avec le potentiometre LEVEL SLOW 
du RECORD AMPLIFIER 4. 

Pour les appareils stereo, connectez le milli- 
voltmetre au canal 2 et ajustez le niveau de 
sortie au niveau d'operation avec le poten- 
tiometre LEVEL SLOW du RECORD AM- 
PLIFIER 5. 

AJystement de la reponse en fre^ 
quence: 

Reglez le generateur au niveau d'operation 
-20dB. 

Connectez le millivoltmetre au canal 1. 
Ajustez la reponse en frequence a un opti- 
mum avec les potentiometres TREBLE 
SLOW du RECORD AMPLIFIER 4 et BASS 
SLOW du REPRODUCE AMPLIFIER 1. 

Connectez le millivoltmetre au canal 2. 

Ajustez la reponse en frequence a un opti- 
mum avec les potentiometres TREBLE 
SLOW du RECORD AMPLIFIER 5 et BASS 
SLOW du REPRODUCE AMPLIFIER 2. 

Compensation de ia diaptionie 
(appareils 2 canaux et stereo seulement): 
Reglez le generateur audio-frequence a 
1 kHz et au niveau d'operation. 
Connectez-ie a I'entree ligne du canal 1. 
Raccordez le millivoltmetre a la sortie du 
canal 2. 
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Mit dem Regler CROSS TALK des REPRO- 
DUCE AMPLIFIER 1 die Qbersprechkom- 
pensation (gemessen am Ausgang Kanal 
2) fur jede Geschwindigkeit auf ungefahr 

gleiche Werte einstellen (50 ... 60 dB). 



Tonfrequenz-Generator auf Leitungsein- 
gang Kanal 2 schalten. 

Millivoltmeter auf Kanal 1 schalten. 

Mit dem Regler CROSS TALK des REPRO- 
DUCE AMPLIFIER 2 die Ubersprechkom- 
pensation (gemessen am Ausgang Kanal 
1 ) fur jede Geschwindigkeit auf ungefahr 
gleiche Werte einstellen (50 ... 60 dB). 
Nachkontrolle des Obersprechens mit 
lOkFlz und Operationspegel schnelle Band- 
geschwindigkeit; eventuell korrigieren. 



Fig. 6.8.7 

- Den Bruckenstecker JS3 auf Position A 
stellen 

- Am Leitungseingang CFI1 1000 FIz, Be- 
zugspegel (Operationspegel) einspeisen 

- Den Bruckenstecker JS2 auf den ge- 
wunschten Bezugspegel (Operationspe- 
gel) stellen 

- Den Bruckenstecker JS1 auf Unendlich 
(cx)) stellen, wenn eine externe Last ver- 
wendet wird (600 Ohm) 

- Den Ausgangswahlschalter auf INPUT 
stellen 

- Drucktaste UNCAL drucken 

- Potentiometer RECORD LEVEL auf 6,6 
(TsdesBereichs) stellen. Mit Potentiome- 
ter PREADJ. (auf RECORD AMPLIFIER) 
am Leistungsausgang den gewunschten 
Bezugspegel (Operationspegel) einstel- 
len 



With CROSS TALK potentiometer of RE- 
PRODUCE AMPLIFIER 1 adjust crosstalk 
compensation (measured at output chan- 
nel 2) foreach tape speed to approximately 
identical values (50 to 60 dB). 



Connect audio-frequency generator to line 
input channel 2. 

Connect millivoltmeter to channel 1. 

With CROSS TALK potentiometer of RE- 
PRODUCE AMPLIFIER 2 adjust crosstalk 

compensation (measured at output chan- 
nel 1) for each tape speed to approximately 
identical values (50 to 60 dB). 

Recheck crosstalk with lOkFIz and opera- 
ting level, fasttape speed, and correctas re- 
quired. 



- Set jumper JS3 to position A 

- Apply 1000 FIz at desired operating level 
to the line input CFI1 

- Set jumper JS2 to the desired operating 
level 

- SetjumperJSI to infinite position («^) if an 
external impedance (600 ohms) is used 

- Switch the mode selector to INPUT 

- Press push button UNCAL 

- Set potentiometer RECORD LEVELto6.6 
(2/3 of range). Adjust with potentiometer 

PREADJ. (onRECORDAMPLIFIER)to the 

desired operating level at line output 



Ajustez la compensation de la diaphonie 
avec le potentiometre CROSS TALK du RE- 
PRODUCE AMPLIFIER 1 (mesuree a la sor- 
tie du canal 2) a desvaleurs approximative- 
ment semblables a toutes les vitesses de 
defilement (50 a 60 dB). 

Connectez le generateur audio-frequence a 
I'entree ligne du canal 2. 

Raccordez le millivoltmetre au canal 1. 

Ajustez la compensation de la diaphonie 
(mesuree a la sortie du canal 1) avec le po- 
tentiometre CROSS TALK du REPRODUCE 
AMPLIFIER 2 a des valeurs approximative- 
ment semblables a toutes les vitesses (50 a 
60 dB). 

Verifiez la diaphonie a 10 kFIz et au niveau 
d'operation, grande vitesse de defilement 
et corrigez si necessaire. 

e.s.6 

Begiage du panneau des ¥U-metres 



- Placez le strap J S3 en position A. 

- Appliquez un signal de 1 kFIz au niveau 
d'operation desire sur I'entree ligne CHI, 

- Placez le strap JS2 sur le niveau d'opera- 
tion desire. 

- Placez le strap JS1 en position <infini> (“) 
si une impedance externe (600 Ohm) est 
utilisee. 

- Commutezlesecteurde mode sur INPUT. 

- Appuyez sur le buton UNCAL. 

- Reglez le potentiometre RECORD LEVEL 
sur 6,6 (2/3 de la domaine). Reglez le po- 
tentiometre PREADJ. (sur le RECORD 
AMPLIFIER) de facon que le niveau 
d'operation desire soit mesure sur la sor- 
tie ligne. 



6.8.6 6.8.6 

Einstellen des ¥ij-|V1eTer Panels Adjustment of the ¥U-meter panel 



R18 JS2 




ATTEf\m/TOF PCB 1 167.749-81 
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- Den Markierungsring auf die gleiche Po- 
sition stellen 

- Drucktaste UNCAL losen 

- Mit Trimmpotentiometer R12 am Lei- 
tungs-Ausgang den Bezugspegel (Ope- 
rationspegel) einstellen 

- Mit Trimmpotentiometer R18 das VU- 
Meter auf OVU einstellen 

- Das Potentiometer REPRODUCE LEVEL 
und den Markierungsring auf die gleiche 
Position stellen wie den Regler RECORD 
LEVEL (6,6) 

- Den Ausgangswahlschalterauf REPROD 
stellen 

- Drucktaste UNCAL drucken 

- Testband (kleine Geschwindigkeit) im 
Abschnitt (Pegeltonteil, 1000 Hz> auf 
Wiedergabe starten und mit Potentiome- 
ter LEVEL SLOW (REPRODUCE AMPLI- 
FIER) am Leitungsausgang den Bezugs- 
pegel (Operationspegel) einstellen 

- Drucktaste UNCAL losen, mit Trimmpo- 
tentiometer R13 am Leitungsausgang 
den Bezugspegel (Operationspegel) ein- 
stellen 

- Die gleichen Einstellungen mOssen bei 
schneller und mittlerer Geschwindigkeit 
mit dem entsprechenden Testband 
durchgefuhrt werden. Die entsprechen- 
den Potentiometer sind LEVEL FAST bzw. 
LEVEL MEDIUM (REPRODUCE AMPLI- 
FIER). 

- Kanal 2 in der gleichen Weise einstellen, 

NUR CCIR-AUSFOHRUNGEN 
Den BrOckenstecker JS2 auf 6dB unter 
den Bezugspegel stellen 
Beispiel: Bezugspegel ist + 6dBm, BrOk- 
kenstecker JS2 auf OdB, bei Bezugspe- 
gel zeigt das VU-Meter + 6 dB an 

Spitzenanzeige-LED 

(Nur Gerate, die mit dem OVERLOAD DE- 
TECTOR 1.067.721 /722 ausgerOstet sind) 

Eingangspegel desTonfrequenzgenerators 
um 6dB erhohen (-E6VU) 

Einstellregler CHI (CH2) des OVERLOAD 
DETECTOR 3 so einstellen, dass die LED 
knapp aufleuchtet. 



- Set marking ring to the same position 

- Release push button UNCAL 

- Adjust trimmer potentiometer R12 to de- 
sired operating level at line output 

- Adjust VU-meter to a reading of OVU with 
R18 

- Set the control REPRODUCE LEVEL and 
its marking ring to same position as the 
control RECORD LEVEL (6,6) 

- Switch the mode selector to REPROD 

- Press push button UNCAL 

- Start test tape (slow tape speed) in sec- 
tion (Reference Level, 1000 Hz> on repro- 
duce mode and adjust potentiometer LE- 
VELSLOW(REPRODUCE AMPLIFIER) to 
operating level at line output 

- Release pushbutton UNCAL and adjust 
trimmer potentiometer R13 to operating 
level at line output 

- The same adjustments must be perfor- 
med at fast and medium tape speeds 
with the corresponding test tape. The po- 
tentiometers for this adjustments are LE- 
VEL FAST and LEVEL MEDIUM, resp, 
(REPRODUCE AMPLIFIER) 

- Adjust channel 2 in the same manner. 

FOR CCIR-VERSIONS ONLY 
Set jumper JS2 to position 6dB below 
the reference level. 

Example: reference level is + 6 dBm, jump- 
er setting at 0 dB, the VU-meter indicates 
+ 6 dB at reference level. 

Peak level indicator LED 

(Recorders which are equipped with the 
OVERLOAD DETECTOR 1.067.721/722 
only) 

Increase the input level of the AF generator 
by 6dBto+6VU. 

Adjust setting control CHI (CH2) of the 
OVERLOAD DETECTOR 3 so that the peak 
level indicator LED just lights up. 



- Placez la baque de reperage dans la me- 
me position. 

- Relachez le bouton UNCAL. 

- Ajustez le trimmer R12 pour obtenir le ni- 
veau d'operation desire sur la sortie ligne 

- Ajustez le VU -metre avec R18 pour qu'il 
indique OVU 

- Placez le potentiometre REPRODUCE 
LEVEL et sa baque de reperage dans la 
meme position que le potentiometre RE- 
CORD LEVEL (6,6) 

- Commutez le selecteur de mode sur RE- 
PROD. 

- Appuyez sur le bouton UNCAL 

- Lisez la bande test (basse vitesse), sec- 
tion (niveau de reference, 1000 Hz>, et 
ajustez le potentiometre LEVEL SLOW 

(REPRODUCE AMPLIFIER) au niveau 

d'operation sur la sortie ligne 

- Relachez le bouton UNCAL et ajustez le 
trimmer R13 pourobtenir le niveau d'ope- 
ration desire sur la sortie ligne 

- Les memes reglages doivent etre effec- 
tues aux vitesses de defilement rapide et 
moyenne avec les bandes test corres- 
pondantes. Les potentiometres de regla- 
ge sont alors LEVEL FAST et resp. LEVEL 
MEDIUM (REPRODUCE AMPLIFIER) 

- Ajustez le canal 2 de la meme facon 

POUR VERSIONS CCIR SEULEMENT 

Placer lestrapJS2 sur la position 6 dBen- 
dessous du niveau de reference. 
Exemple: niveau de reference a +6 dBm, 
strap surOdB, leVU-metre indique+6 dB 
au niveau de reference, 

LED incficatrice de syrmodyfatiori 
(seulement pour les magnetophones equi- 
pes de rOVERLOAD “ DETECTOR 
1.067.721/721/722) 

Augmentez le niveau du generateur pour 
qu'il delivre +6dB a I'entree ligne (+6VU). 
Ajustez le potentiometre CHI (CH2) de 
rOVERLOAD DETECTOR 3 de telle facon 
que la diode LED indicatrice de surmodula- 
tion s'illumine a peine. 
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6.9 

PILOTTON-EINSTELLUNGEN 



6.9.1 

Pilottonsignal-System 

1. Nullpunkt des Pilottonpegel-lnstrumen- 
tes [3] auf -22 dB einstellen (ca. eine 
Zeigerbreite links der -20 dB Marke). 

2. <SAFE/READY> Schalter [4] auf READY 
stellen. 

Referenzsignalwahler [1] auf EXTERN 
stellen. 

1V, 50 Hz an Pilotton-Eingang (Verstar- 
kerkorb, Magnettongerat) einspeisen. 
Eingangspegel-Kontrollampe LEVEL [2] 
muss aufleuchten. 

3. PilottonpegeLlnstrument [3] mit R61 
(Print 1.167.721) auf OdB einstellen. 

4. Eingangswahlschalter [1] auf MAINS 
stellen. 

Die interne 50 Hz Speisung mit R24 
(Print 1.167.721) auf OdB (:^1V) einstel- 
len. 

Das Filter der internen Netzreferenz mit 
R35 auf maximale Spannung abglei- 
chen. 

50 Hz Speisung kontrollieren und ggf. 
die OdB mit R24 nochmals einstellen. 




6 9 

PILOT TONE ADJUSTMENTS 



6.9.1 

Pilot signal system 

1 . Set zero point of pilot level meter [3] to 
-22dB (by approx the width of the 
needle to left of the -20dB marker). 

2. Set SAFE/READY switch [4] to READY. 
Set reference signal selector [1] to EX- 
TERN. 

Input 1 V 50 Hz at pilot signal input 
(amplifier rack, tape recorder). 

Input level control lamp LEVEL [2] must 
light up. 

3. Ser pilot level meter [3] with R61 (PCB 
1.167.721) to OdB. 

4. Set input selector [1] to MAINS. 

Adjust internal 50 Hz supply with R24 
(PCB 1.167.721) to OdB (=^1V). 

Adjust internal mains reference filter at 
R35 to maximum voltage. 

Check 50 Hz supply and readjustto 0 dB 
at R24 if necessary. 



ii 

AJUSTEMENTS DU SIGNAL PILOTE 



6.9.1 

System© de signal pilote 

1 . AjustezlepointzerodeHndicateurde ni- 
veau du signal pilote [3] a -22 dB (soita 
env. une epaisser d'aiguille a gauche de 
la marque -20 dB). 

2. Placez le commutateur SAFE/READY 
[4] sur READY. Placez le selecteur de si- 
gnal de reference [1] sur EXTERN. 
Appliquez 1 V, 50 Hz a I'entree signal pilo- 
te (logement des amplificateurs, magne- 
tophone). 

La lampe de controle du niveau d'entree 
LEVEL [2] doit sallumer, 

3. Ajustez Hndicateur de niveau du signal 
pilote [3] a OdB avec R61 (circuit 
1.167.721). 

4. Placez le selecteur de entrees [1] sur 
MAINS. 

Ajustez I'alimentation interne 50 Hz avec 
R24 (circuit 1.167.721) a 0 dB (^ 1 V). 
Ajustez lefiltre de reference interne au ni- 
veau maximum avec R35. Verifiez I'ali- 
mentation 50 Hz et reajustez a 0 dB avec 
R24 si necessaire. 



Fig. 6.9.1 
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6.3.2 

Nachsteuerung 

1 . Bruckenstecker gemass Fig. 6.9.2 posi~ 
tionieren. 

2. Band eirilegen 

3. SAFE/READY Schalter [4] auf READY 
stellen. 

Eingangswahlschalter [1] auf MAINS 
stellen. 

4. GerM in Aufnahme starten und ca. 
10 ...20s aufzeichnen. Band an den 
Anfang zurOckspulen. 



5. GeratinPLAY starten und 50 Hz-Filtermit 
R23 Print 1.167.721) auf maximalen Pe- 
gel einstellen (Messpunkt IC 4 Pin 7). 

6. Die Reaktionszeit der Nachsteuerung 
kann mit R58 (Print 1.167.721) variiert 
werden. 

7. Schalter [6] auf MANUAL stellen. 

Mit Handregler [5] den ganzen Bereich 
uberstreichen. 

Durch Verandern der Widerstande R51 und 
R37 kann die Symmetrie bzw. der Endaus- 
schlag der Anzeige SPEED DEVIATION [1 2] 
verandert werden. Sie sind von der Ge- 
nauigkeit der +5V und +12V Speisung 
abhangig. 




6.9.2 

Foilow-yp system 

1 . Position jumpers according to fig. 6.9.2 



2. Thread tape 

3. Set SAFE/READY switch [4] to READY 
Set input selector [1] to MAINS. 

4. Start tape recorder in RECORD mode 
and record for a duration of approx. 10 
to 20 seconds. 

Rewind tape to start position. 

5. Start recorder in play mode and adjust 
50 Hz filter at R23 (PCB 1.167,721) to 
maximum level (measuring location 
IC4, pin 7). 

6. The response time of the follow-up 
system can be varied at R58 (PCB 
1.167.721/1.081.942). 

7. Set switch [6] to MANUAL. 

Regulate through the entire range with 
manual control [5]. 

The symmetry and the maximum deflec- 
tion of the SPEED DEVIATION meter [12] 
can be changed by replacing resistors R51 
and R37, respectively. 

They depend on the accuracy of the + 5 V 
and +12V supply. 



R37[ka] 



100 kQ 
8 V ^ 
Uavtv] 



R51[kfl] 



Ul2v[V]-Uref*[V] 

Uref*[V] 



4J kO 



*Uref[V] = 4V ^ 



R37[kft] 



6.9.2 

Assei^fissement 

1 . Placez les straps selon la figure 6.9.2 



2. Placez une bande. 

3. Commutez le selecteur SAFE/READY 
[4] sur READY. Placez le selecteur d'en- 
trees [1] sur MAINS. 

4. Placez le magnetophone en mode RE- 
CORD etenregistrez pendant 10 a 20 se- 
condes. 

Rembobinez jusqu'a la position de de- 
part. 

5. Lisez la bande et ajustez le filtre 50 Hz par 
R23 (circuit 1.167.721) au niveau maxi- 
mum (mesure sur la broche 7 de IC 4). 

6. Le temps de reponse de I'asservisse- 
ment peut etre modifie par R58 (circuit 
1.167.721). 

7. Placez lecommutateur [6] surMANUAL. 
Explorez tout le domaine avec le contrde 
manuel [5]. 

La symetrie et la valeur maximale de Hndi- 
cateur SPEED DEVIATION [12] peut etre 
modifiee en remplacant les resistances R51 
et resp. R37. Elies dependent de la preci- 
sion des alimentations +5 V et +12 V. 



Fig. 6.9.2 



100 kO 
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6.9.3 

Mechanische Einstellung 

Bevor an derTonbandmaschine die elektri- 
schen Einstellungen erfolgen, mussen die 
nachstehenden mechanischen Kontrollen 
ausgefOhrt werden. 

Kontrolle ¥on Hihe ynd Senkrecht- 
stellung des Pilottonkopfes 

Mit der Lehre die Hohe und Senkrechtstel- 
lung des Pilotkopfes kontrollieren. Mit den 
Schrauben [1] kann die notige Korrektur 
vorgenommen werden. Die Schraube [2] 
ermoglicht die Spalteinstellung des Pilot- 
kopfes. 

Kontrolle des Kopfspiegels 

Kopfspiegel mit einem Fettstift waagrecht 
markieren und anschliessend kurz ein Band 
laufen lassen. Der Spalt muss in der Mitte 
der durch das Band polierten Stelle liegen. 



Kontrolle des Bandlayfs 



Bandlauf optisch kontrollieren. Das Ton- 
band muss auf alien Tonkopfen sauber auf- 
liegen. 




6.9.3 

Mechanical adjustinents 

The following mechanical check must be 
carried out before making electrical adjust- 
ments to the tape machine. 



Check height and werticality of pilot 
head 

Using the gauge, check the height and ver- 
ticality of the pilot head. Corrections can be 
made with screws [1]. Screw [2] is for ad- 
justing the azimuth of the pilot head. 



Check face of head 

Using a wax pencil, mark a horizontal line 
on the face of the head and then briefly run a 
tape. The gap must be in the middle of the 
place wiped clean by the tape. 



Check tape motion 

Inspect tape motion visually. The tape must 
be neatly positioned on all the heads. 



6.9.3 

R^glages mecaniques 

Les reglages mecaniques qui suivent doi- 
vent etre controles avant de realiser les re- 
glages electriques du magnetophone. 



Controle de la hauteyr et de la werti- 
calite de la tite pilote 

En utilisant le gabarit, controlez la hauteur et 
la verticalite de la tete pilote. Des correc- 
tions peuvent etre apportees a I'aide des vis 
[1], La vis [2] serta I'azimutage de la tete pi- 
lote. 



¥erification de la face de la tite 

Faites une marque horizontale avec un cra- 
yon gras sur la face de la tete et faites brie- 
vement passer une bande magnetique. La 
fente doit se trouver au milieu de la surface 
polie par la bande. 

Control© du defilement de la bande 

Controlez visuellement le defilement La 
bande doit reposer parfaitement sur toutes 
les tetes. 



Fig. 6.9.3 
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6.S.4 

Eiektrische Einstellungen 



¥oreinstellung und Kontrollen 



1 . Bruckenstecker auf Pi lotto nverstarker 
gemass Fig. 6.9.4 einstecken. 

2. Alle Regler (R69...R78) auf dem Veo 
starker-Einschub auf Mittenposition dre^ 
hen. 

3. Maschine ans Netz anschliessen und 
auf Aufnahme starten. Auf der Oszilla- 
tor~Steckkarte 1.067.712 an den beiden 
Lotfahnen (Bezeichnung auf der Steck- 
karte beachten) die Frequenz mit und 
ohne eingestecktem Pilottonverstarker 
kontrollieren. 

Frequenz: 150kFlz±3kHz 
Wenn erforderlich mit Regelstiftvon FIF- 
TrafoT! auf derOszillator^Steckkarte die 
Frequenz nachstellen. 

4. Durch die Voreinstellungen ohne Mess- 
banct kann die Funktionsfahigkeit des 
Pilottonverstarkers gepruft werden. Ein 
irrtOmliches Loschen des Messbandes 
kann dadurch verhindert werden. 

5. Maschine ausgeschaltet. Pilotton- 
verstarker auf Verlangerungsprint auf- 
stecken und die Bruckenstecker gemass 
Fig. 6.9.5 positionieren. 

6. Maschine einschalten. Am Pilottonver- 
starker-Eingang lV/50Flz einspeisen 
(Fig. 6.9.6). NF-Voltmeter am Audio- 
kanal-Ausgang anschliessen. 

7. Maschine auf Aufnahme (FAST) starten. 
Regler BIAS SETTING (R69) vom linken 
Anschlag in Uhrzeigerrichtung drehen 
bis zur Maximal-Anzeige am Audio- 
kanal-Ausgang, in gleicher Richtung 
weiterdrehen bis ca. 0,5 dB Absenkung 
der Ausgangsspannung erreicht ist. 

Mit Oszilloskop 50 Hz Sinusverlauf kon- 
trollieren. 
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Fig. 6.9.4 Fig. 6.9.5 



6.9.4 

Electrical adjustments 



Preliminary adjustment and checks 



1. Position jumpers on pilot tone amplifier 
as shown in fig. 6.9.4 

2. Centralize all controls (R69 to R78) on 
the amplifier module. 

3. Connect machine to mains and start on 
Record. At the two solder tags on the 
oscillator card 1.067.712 (note identifi- 
cation on the circuit card), check the fre- 
quency with and without the pilot tone 
amplifier plugged in. 

Frequency: 150 kHz ±3 kHz. 

If necessary, adjust the frequency with 
the regulating pin of RF transformer T1 
on the oscillator card. 

4. The operational status of the pilot tone 
amplifier can be checked by preliminary 
adjustments without test tape. This 
avoids erasing the test tape by mistake. 

5. Machine switched off. Plug the pilottone 
amplifier to the extender board and posi- 
tion the jumpers as shown in fig. 6.9.5. 

6. Switch on machine. Apply 1 V/50 Hz to 
input of pilot tone amplifier (fig. 6.9.6). 
Connect AF voltmeter to audio channel 
output. 

7. Start machine on Record (FAST). Turn 
BIAS SETTING control (R69) clockwise 
from extreme left until maximum rea- 
ding at audio channel output is reached, 
then continue turning until the output 
Voltage has dropped about 0.5 dB. 
Check 50 Hz sine-wave shape with oscil- 
loscope. 




6.9.4 

Reglages electriques 



AJystements preliminaires et contro- 

les 

1 . Placezles straps surramplificateurde si- 
gnal pilote selon la fig. 6.9.4. 

2. Positionnez tous les contrdles (R69 a 
R78) du module amplificateur en posi- 
tion centrale. 

3. Raccordez Tappareil au secteur et com- 
mencez a enregistrer. Controlez la fre- 
quence de I'oscillateur 1.067.712 aux 
deux points test (voir identification sur la 
carte), I'amplificateur de signal pilote 
etant ou non connecte. 

Frequence: 150 kHz ±3 kHz. 

Ajustez si necessaire la frequence avec 
la vis de regiage du transformateur HFT1 
de la carte de I'oscillateur. 

4. Le bon fonctionnement de I'amplifica- 
teur de signal pilote peut etre controle 
par les reglages preliminaires sans ban- 
de test Ceci evite I'effacement de la ban- 
de par inadvertance. 

5. Deconnectez I'appareil du secteur. Pla- 
cez I'amplificateur de signal pilote sur le 
circuit prolongateur et positionnez les 
straps comme indique fig. 6.9.5. 

6. Mettez I'appareil sous tension. Appli- 
quez 1 V/50 Hz a I'entree de I'amplifica- 
teur de signal pilote (fig. 6.9.6). Connec- 
tez un voltmetre BF a la sortie du canal 
audio. 

7. Commencez a enregistrer (FAST). Tour- 
nez le contrdle BIAS SETTING (R69) 
dans le sens des aiguilles d'une montre 
jusqu'a niveau maximum a la sortie du 
canal audio, puis continuez a tourner jus- 
qu'a ceque la tension aitdiminued'envi- 
ron 0,5 dB. Controlez la forme d'onde 
50 Hz a I'aide d'un oscilloscope. 
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Aufnahme-Einsteliyngen 

1. Am Pilottonverstarker-Eingang IV/ 
50 Hz einspeisen. NF~Voltmeter am 
Audiokanal-Ausgang anschliessen (Fig. 
6.9.6). 

2. Band auflegen und die Maschine bei ho- 
her Bandgeschwindigkeit (FAST) auf 
Aufnahme starten. 

3. Mit Regler RECORD LEVEL FAST (R73) 
auf den in Tabelle 6.9.8 aufgefiihrten 
Pilotpegel am AudiokanaLAusgang ein- 
stellen. 

4. Einstellung fur mittlere (MEDIUM) und 
niedrige (SLOW) Bandgeschwindigkeit 
vornehmen. Zum Abgleich sind folgen- 
de Regler zu benOtzen: 

RECORD LEVEL MEDIUM (R72) 
RECORD LEVEL SLOW (R71) 




Record adjystments 

1. Apply 1 V/50Hz to pilot tone amplifier 
input. Connect AF voltmeter to audio 
channel output fig. 6.9.6 

2. Thread tape and start machine on 
Record at high tape speed (FAST). 

3. Using potentiometer RECORD LEVEL 
FAST (R73), adjust pilot level atthe audio 
channel output to the value shown in ta~ 
ble 6.9.8. 

4. Carry out adjustments for medium (ME- 
DIUM) and (SLOW) tape speed. Use fol- 
lowing controls: 



RECORD LEVEL MEDIUM (R72) 
RECORD LEVEL SLOW (R71) 



Geschw. 




CCIR 


Tape Speed 


T 


Bandfluss 
Tape Flux 


Pilot 


(cm/s) 


(ms) 


(nWb/m) 


(dB) 


76 


35 


320 


-23 


38 


35 


320 


-23 


19 


70 


320 


-23 


9,5 


90/3180 


250 

1 


-23,9 


Geschw. 




MAB 


Tape Speed 


T 


Bandfluss 
Tape Flux 


Pilot 


(cm/s) 


(ms) 


(nWb/m) 


(dB) 


76 


17,5/- 


200 


-18,8 


38 


50/3180 


200 


-21,8 


19 


50/3180 


200 


-21,8 


9,5 


90/3180 


125 


-17,9 



Reglages a renregistrement 

1 . Appliquez! V/50Hza I'entreede I'ampli- 
ficateur du signal pilote. Connectez le 
voltmetre BE a la sortie du canal audio 
(fig. 6.9.6), 

2. Placez une bande magnetique et com- 
mencez a enregistrer (FAST). 

3. Avec le potentiometre RECORD LEVEL 
FAST (R73), ajustez le niveau du signal 
pilote sur le canal audio a la valeur indi- 
quee dans la table 6.9.8. 

4. Effectuez les reglages pour les vitesses 
moyenne (MEDIUM) et lente (SLOW). 
Utilisez les controles suivants: 

RECORD LEVEL MEDIUM (R72) 
RECORD LEVEL SLOW (R71) 



Fig. 6.9.7 



Fig. 6.9.8 
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Wiedergabe-Einsteilunien 

1 . Maschine ausgeschaltet 
BrOckenstecker auf Pi lotto nverstarker 
gemass Fig. 6.9.4 einstecken. 

2. Maschine einschalten. Am Pilottonver^ 
starker-Eingang 1 V/50Hz einspeisen, 
NF“Voltmeter am Pilottonverstarker 
Ausgang anschliessen (Fig, 6.9.6), 

3. Maschine bei hoher Bandgeschwindig- 
keit (FAST) auf Aufnahme starten und 
eine Aufzeichnung vornehmen. Band an 
Anfang der Aufzeichnung zuruckspulen. 

4. Maschine auf Wiedergabe starten. Mit 
Regler REPRODUCE LEVEL FAST (R78) 
auf eine Anzeige von 1 V/50 FIz am Pilot- 
Ausgang einstellen, 

5. Analoge Einstellungen fur mittlere (ME- 
DIUM) und niedrige (SLOW) Band-- 
geschwindigkeit vornehmen. Zum Ab- 
gleich sind folgende Regler zu benut- 

zen: 

REPRODUCE LEVEL MEDIUM (R77) 
REPRODUCE LEVEL SLOW (R76) 

Jystieren der Piiotspyr auf Band 



1 . Pegel am Pilottonverstarker-Eingang urn 
ca. lOTiB erhohen (ca. 3,2 V). Frequenz 
auf 700 Hz einstellen. 

2. Band auflegen und die Maschine bei 
mittlerer Bandgeschwindigiceit (ME- 
DIUM) auf Aufnahme starten. 

3. Mach kurzer Aufzeichnung die Piiotspu^ 
ren auf dem Band mit Eisensuspension 
sichtbar machen. Mit der Messlupe die 
Symmetrie der Spuren ausmessen. Bei 
Abweichungen von grosser ±0,05 mm 
ist die Kopfhohe nachzustellen. 



Reproduce adjustments 

1 . Machine switched off. Plug in jumpers to 
pilottoneamplifieras shown infig. 6.9,4. 

2. Switch on machine. Apply 1 V/50 Hz to 
input of pilot tone amplifier. Connect AF 
voltmeter to output of pilot tone ampli- 
fier (fig. 6.9.6) 

3. Start machine on Record at high tape 
speed (FAST) and make a recording. 
Rewind tape to beginning of recording. 

4. Start machine on Play. With potentio- 
meter REPRODUCE LEVEL FAST (R78), 
adjust to give a pilot output reading of 
1V750HZ. 

5. Make corresponding adjustments for 
medium (MEDIUM) and slow (SLOW) 
tape speed. Use the following controls; 



REPRODUCE LEVEL MEDIUM (R77) 
REPRODUCE LEVEL SLOW (R76) 

Adjustmeiit of pilot track on tape 



1. Raise level at pilot tone amplifier input 
by approx. 10 dB (about 3.2 V). Set fre- 
quency to 700 Hz. 

2. Thread tape and start machine on Re- 
cord at medium tape speed (MEDIUM). 

3. Aftera short recording, visualize the pilot 
tracks on the tape with iron suspension. 
Measure the track symmetry with the ca- 
librated magnifier. In the event of devia- 
tions greater than ±0.05 mm, readjust 
the head height. 



Riglages a la lecture 

1 . Appareil deconnecte du secteur. Posi- 
tionnez les straps de I'amplificateur de si- 
gnal pilote selon la figure 6.9.4. 

2. Mettez I’appareil sous tension. Appli- 
quez 1 V/50 Hz a I'entree de Tamplifica- 
teur de signal pilote. Raccordez le volt- 
metre BE a la sortie de ramplificateur de 
signal pilote (fig. 6.9.6). 

3. Commencez a enregistrer a la vitesse ra- 
pide (FAST) pour quelque temps puis 
positionnez-vous au debut de I'enregis- 
trement 

4. Placez I'appareil en mode lecture etajus- 
tez le niveau de sortie du signal pilote a 
1 V/50 Hz avec le potentiometre REPRO- 
DUCE LEVEL FAST (R78). 

5. Effectuez les reglages similaires pour les 
vitesses moyenne (MEDIUM) et lente 
(SLOW) avec les potentiometres sui- 
vants; 

REPRODUCE LEVEL MEDIUM (R77) 
REPRODUCE LEVEL SLOW (R76) 

AJusternent de la piste pilote sur la 

bande 

1 . Augmentez le niveau a I'entree de ram- 
plificateur de signal pilote de 10 dB (env. 
3,2 V). Ajustez la frequence a 700 Hz. 

2. Placez une bande et enregistrez a vitesse 
moyenne (MEDIUM). 

3. Apres un court enregistrement visuali- 
sez la piste pilote avec une suspension 
de poudre ferreuse. Mesurez la symetrie 
des pistes avec la loupe de mesure. Si les 
ecarts sont superieurs a ±0,05 mm, rea- 
justez la hauteur de la tete. 
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Wiedergabe-Einsteiiunien mit Mess- 

band 

1. Maschine ausgeschaltet. 
Bruckenstecker auf Pi lotto nverstarker 
gemass Fig. 6.9.9 einstecken. 

2. Maschine einschalten. Am Pilot-Aus- 
gang NF-Voltmeter anschliessen. PiloA 
pegelband (38 cm/s) auflegen und 
Maschine mit hoher Bandgeschwindig- 
keit (FAST) auf Wiedergabe starten. 

3. Mit Regler REPRODUCE LEVEL FAST 
(R78) auf eine Spannung von 1 V/50 FIz 
am Pilot-Ausgang einstellen. Mit Oszil- 
loskop 50 Hz Sinusverlauf kontrollieren. 

4. Einstellungen fur mittlere und niedrige 
Bandgeschwindigkeit analog vorneh- 
men, falls ein Messband fur diese Band- 
geschwindigkeiten vorhanden ist. Zum 
Abgleich sind folgende Reglerzu benut- 
zen: 

REPRODUCE LEVEL MEDIUM (R7/) 
REPRODUCE LEVEL SLOW (R76) 

Aufnahme-Einsteilungen 

1. Maschine ausgeschaltet. 
Pilottonverstarker-Print auf Verlange- 
rungsprint aufstecken und die Brucken- 
stecker gemass Fig. 6.9.9 positionieren. 
NF-Voltmeter an NutzkanaLAusgang 
anschliessen. 

2. Maschine einschalten. Am Pilottonver- 
starker-Einqanq 1 V/50 Hz einspeisen 
(Fig. 6.9.6I) 

3. Maschine auf Aufnahme (FAST) starten. 
Regler BIAS SETTING (R69) vom linken 
Anschlag in Uhrzeigerrichtung drehen 
bis zur Maximal-Anzeige am NutzkanaL 
Ausgang, in gleicher Richtung weiter- 
drehen bis ca. 0,5 dB Absenkung der 
Ausgangsspannung erreicht ist Mit 
Oszilloskop 50 Hz Sinusverlauf kontroL 
lieren. 



pH] 

ll \ •H 



Reproduce adjustments with test 

tape 

1 . Machine switched off. Plug in jumpers to 
pilottoneamplifieras shown infig. 6.9.9. 

2. Switch on machine. Connect AF volt- 
meter to pilot output. Thread pilot level 
tape (38 cm/s, 15 ips) and start machine 
on Reproduce at high tape speed 
(FAST). 

3. Using potentiometer REPRODUCE LE- 
VEL FAST (R78), adjust voltage at pilot 
output to 1 V/50 Hz. Check 50 Hz sine- 
wave shape with oscilloscope. 

4. Make similar adjustments for medium 
and slow tape speed if a test tape is 
abailableforthese speeds. Use the follo- 
wing controls: 



REPRODUCE LEVEL MEDIUM (R77) 
REPRODUCE LEVEL SLOW (R76) 

Record adjustments 

1. Machine switched off. Plug pilot tone 
amplifier card to extender board and 
position the jumpers as shown in fig. 
6.9.9, Connect AF voltmeter to audio 
channel output. 

2. Switch on machine. Apply 1 V/50 Hz to 
pilot tone amplifier input (fig. 6.9.6). 

3. Start machine on Record (FAST). Turn 
BIAS SETTING control (R69) clockwise 
from extreme left until maximum rea- 
ding at audio channel output is reached, 
then continue turning until the output 
voltage has dropped about 0.5 dB. 
Check 50 Hz sine-wave shape with oscil- 
loscope. 




Reglages de lecture awec la band© 

test 

1 . Deconnectez Tappareil du secteur. Pla- 
cez les straps de I'amplificateur de signal 
pilote selon la fig. 6.9.9. 

2. Enclenchez I'appareil. Connectez le milli- 
voltmetre BE a la sortie pilote. Placez la 
bande de niveau pilote (38 cm/s) et en- 
clenchez la lecture a vitesse rapide 
(FAST). 

3. Ajustez le niveau de sortie pilote avec 
le potentiometre REPRODUCE LEVEL 
(R78) a 1 V/50 Hz. Controlez la forme de 
I'onde 50 Hz a I'aide d'un oscilloscope. 

4. Effectuez les ajustements similaires pour 
les vitesses de defilement moyenne et 
iente avec les controles suivants: 



REPRODUCE LEVEL MEDIUM (R77) 
REPRODUCE LEVEL SLOW (R76) 

Reglages a renregistrement 

1. Deconnectez Tappareil du secteur. Pla- 
cez I'amplificateur de signal pilote sur le 
circuit prolongateur et positionnez les 
straps selon la fig. 6.9.9. Connectez le 
millivoltmetre BE a la sortie du canal au- 
dio. 

2. Mettez I'appareil sous tension. Appli- 
quez 1 V/50 Hz a I'entree de I'amplifica- 
teur de signal pilote (fig. 6.9.6). 

3. Placez I'appareil en mode enregistre- 
ment (FAST). Tournez le potentiometre 
BIAS SETTING (R69) danslesensdesai- 
guilles d'une montre a partir de sa butee 
gauche jusqu'a I'obtention d'un niveau 
maximum a la sortie du canal audio. 
Continuez a tourner dans le meme sens 
jusqu'a ce que le niveau se soit inflechi 
d'environ 0,5 dB. Controlez la forme de 
I'onde 50 Hz a I'aide d'un oscilloscope. 



Fig. 6.9.9 



Fig. 6.9.10 



Fig. 6.9.11 
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4 Maschine ausschalten. Bruckenstecker 
auf Pi lotto nverstarker gemass Fig. 6.9.11 
umstecken. 

5. Maschine wieder einschalten und auf 
Aufnahme starten. Wechselweise mit 
den Reglern RECORD CROSSTALK 
(R74) und BIAS SYMMETRY (R70) das 
Obersprechen auf den Nutzkanal auf 
minimalen Wert einstellen. 

38 cm/s: 58 dB unter Nutzkanalpegel 
19 cm/s: 55 dB unter Nutzkanalpegel 
Falls diese Werte nicht erreicht werden, 
ist durch Taumein des Pilotkopfes ein 
Optimum zu suchen. 



6. Einstellen der PegelOberwachungslam- 
pe. 

GewOnschten Ansprechpegel am Pilot- 
tonverstarker-Eingang einspeisen. Ein- 
stellung ab Werk auf -lOdB (316 mV/ 
50Flz) eingestellt Mit Potentiometer 
R40 auf Pilottonverstarker-Print die 
Schwelle der PegelOberwachungS” 
lampe so einstellen, dass die Lampe 
gerade aufleuchtet 

Maschine ausschalten. Verlangerungs- 
print entfernen und Pilottonverstarker- 
Print einstecken. 

7. Maschine einschalten. NF-Voltmeter an 
Pilot-Ausgang anschliessen. Am Pilot- 
tonverstarker-Eingang 1V/50Hz ein- 
speisen. Maschine bei hoher Bandge- 
schwindigkeit (FAST) auf Aufnahme 
starten und eine Aufzeichnung vorneh- 
men. Band an Anfang der Aufzeichnung 
zurOckspulen. 

8. Maschine auf Wiedergabe starten. Aus- 
gangspegel am Pilotton-Ausgang kon- 
trollieren (1 V/50 Hz). Falls der Wert von 
1 V 50 Hz nicht erreicht wird, den Mess- 
vorgang wiederholen und mitdem Reg- 
ler RECORD LEVEL FAST (R73) den 
Aufnahmepegel nachstellen bis sich bei 
Wiedergabe der erforderliche Aus- 
gangspegel einstellt 

9. Ist bei den anderen Bandgeschwindig- 
keiten der Wiedergabepegel mit Mess- 
band eingemessen worden (Kap. 4.5), 
so ist nach obigem Einstellvorgang die 
Aufnahmeseite einzumessen. Die ent- 
sprechenden Regler sind: 

RECORD LEVEL MEDIUM (R72) 
RECORD LEVEL SLOW (R71) 



4. Switch offmachine. Plug jumpers to pilot 
tone amplifier as shown in fig. 6.9.11. 

5. Switch on machine again and start on 
REC. Using controls RECORD CROSS- 
TALK (R74) and BIAS SYMMETRY 
(R70) alternately, adjust to minimum 
crosstalk on the audio channel. 

15 ips (38 cm/s): 58 dB below audio 
channel level 

7.5 ips (19 cm/s): 55 dB below audio 
channel level 

If these values are not obtained, find an 
optimum by varying the position of the 
pilot head. 

6. Adjusting the level monitor lamp. 

Apply the desired response level to the 
pilot tone amplifier input It has been set 
in the factory to -lOdB (316 mV/50 Hz). 
Using potentiometer R40 on the pilot 
amplifier pcb, adjust the threshold of the 
monitor lamp so that the lamp just lights 
up. Switch off machine. Remove exten- 
der board and connect pilot tone ampli- 
fier card. 



7, Switch on machine. Connect AF volt- 
meter to pilot output. Apply 1 V/50 Hz to 
input of pilot tone amplifier. Start ma- 
chine on Record at high tape speed 
(FAST) and make a recording. Rewind 
tape to beginning of recording. 



8. Start machine on Reproduce. Check 
output level at pilot tone output (IV/ 
50 Hz). If the value of 1 V/50 Hz is not 
obtained, repeat the measuring proce- 
dure and, using control RECORD LEVEL 
FAST (R73), adjust the recording level 
until the required output level is obtai- 
ned on Reproduce. 

9. If the reproduce level at the other 
speeds has been set with a test tape 
(section 4.5), use the above procedure 
to adjust the Record side. The controls 
for this are: 

RECORD LEVEL MEDIUM (R72) 
RECORD LEVEL SLOW (R71) 



mpuj 1 
IV 50/60Hzi 
2 




5 OUTPUT 
|1V 50/ 60HZ 
4 



3 



4. Deconnectez I'appareil du secteur. Pla- 
cez les straps de I'amplificateurde signal 
pilote selon la fig. 6.9.11. 

5. Remettez I'appareil sous tension etcom- 
mencez a enregistrer. Ajustez la diapho- 
nie surle canal audio a un minimum avec 
les controles RECORD CROSS TALK 
(R74) et BIAS SYMMETRY (R70) alter- 
nativement 

38 cm/s: 58 dB en-dessous du niveau du 
canal audio 

1 9 cm/s: 55 dB en-dessous du niveau du 
canal audio 

Si ces valeurs ne peuvent etre obtenues, 
trouvez un optimum variant la position 
de la tete pilote. 

6. Reglage de la lampe indicatrice de ni- 
veau. 

Appliquez le niveau de reponse desire a 
I'entree de I'amplificateur de signal pilo- 
te. I! a ete etabli en usine a -10 dB 
(316 mV/50 Hz). Utilisez le potentiome- 
tre R40 pour que la lampe commence a 
s'eclairer. Deconnectez I'appareil du 
secteur. Retirez le circuit de prolongation 
et replacez la carte de I'amplificateur de 
signal pilote. 



7, Remettez I'appareil sous tension. Con- 
nectez le voltmetre BF a la sortie pilote. 
Avec 1 V/50 Hz a /entree de I'amplifica- 
teur de signal pilote, commencez a enre- 
gistrer a grande vitesse (FAST) etfaites 
un enregistrement puis revenez a la posi- 
tion de depart. 

8, Placez I'appareil en mode lecture. Con- 
trolez le niveau a la sortie du signal pilote 
(1 V/50 Hz). Si cette valeur n'etait pas at- 
teinte, il faudrait repeter le processus 
de mesure. A /aide du potentiometre 
RECORD LEVEL FAST (R73), ajustez le 
niveau d'enregistrement jusqu'a I'obten- 
tion du niveau requis a la lecture. 

9, Si le niveau de lecture auxautresvitesses 
a ete etabli avec une bande test (section 
4.5), utilisez le processus precedent pour 
controlerrenregistrement Les controles 
adequants sont: 

RECORD LEVEL MEDIUM (R72) 
RECORD LEVEL SLOW (R71) 



Fig. 6.9.12 
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Ubersprechen Wiedergabe 

1. Maschine ausgeschaltet. 
Pilottonverstarker-Einschub herauszie- 
hen. NF-Voltmeter am Pilottonverstar- 
ker-Ausgang anschliessen. 

Am Audiokanal-Eingang 1V/50Hz ein- 
speisen. 

2. Maschine einschalten, auf Aufnahme 
starten und Aufzeichnung vornehmen. 
Band an Anfang der Aufzeichnung zu- 
ruckspulen. Maschine ausschalten, Pi- 
le ttonverstarker wieder einstellen, Ma- 
schine einschalten. 

3. Maschine auf Wiedergabe starten. Mit 
Regler REPRODUCE CROSSALK (R75) 
das Ubersprechen bei alien Bandge- 
schwindigkeiten am Pilot-Ausgang auf 
Minimum einstellen (14 dB unter Pilot- 
ton-Bezugspegel =200 mV). 

4. Falls dieserWertnichterreichtwird, den 
Pilottonkopf nochmals geringfOgig tau- 
meln. Nach erfoigter Korrektur des Pilot- 
tonkopfes muss das Aufnahme-Ober- 
sprechen nochmals Oberpruft werden. 

Kontrollfnessungen 

1. Bei alien drei Bandgeschwindigkeiten 
im Pilotkanal mit lV/50Hz eine Auf- 
zeichnung ausfuhren. 

2. Band an Anfang der entsprechenden 
AufzeichRung zuruckspulen. Maschine 
auf Wiedergabe starten. Der Pilot-Aus- 
gangspegel muss bei alien Bandge- 
schwindigkeiten 1V±0,1V betragen. 

3. Audiopegel nachkontrollieren und evti. 
aufnahmeseitig nachstellen. 

4. Mit Oszilloskop 50 Hz Sinusverlauf kon- 
Irollieren. 



Crosstalk, reproduce 

1. Machine switched off. Take out pilot 
tone amplifier module. Connect AF volt- 
meter to pilot tone amplifier output 
Apply 1 V/50 Hz to audio channel input 



2. Switch on machine, start on Record and 
make a recording. Rewind tape to begin- 
ning of recording. Switch recorder off, 
plug in pilottone amplifier, switch recor- 
der on. 

3. Start machine on Reproduce. Using 
control REPRODUCE CROSSTALK 
(R75), adjust crosstalk at the pilot out- 
put to a minimum at all tape speeds 
(14 dB below pilot tone reference level 
= 200 mV). 

4. If this value is not obtained, again move 
the pilot head slightly. After adjusting the 
pilot head, the Record crosstalk must be 
checked again. 



Countercheck measurements 

1 . At all three tape speeds, make a record- 
ing on the pilot channel with 1 V/50 Hz. 

2. Rewind tape to beginning of recording. 
Start m.achine on Reproduce. At all tape 
speeds the pilot output level must be 
1V±0,1V 

3. Recheck audio level and adjust on 
Record side if necessary. 

4. Check 50 Hz sine-wave shape with oscil- 
loscope. 



Diaphonie a la lecture 

1 . Deconnectez I'appareil du secteur. Reti- 
rez le module amplificateur de signal pi- 
lote. Connectez le voltmetre BF a la sortie 
de I'amplificateur de signal pilote. Appli- 
quez 1 V/50 Hz a I'entree du canal audio. 

2. Enclenchez I'appareil et faites un enre- 
gistrement puis rembobinez jusqu'a la 
position de depart. Deconnectez I'appa- 
reil du secteur, replacez I'amplificateur 
de signal pilote dans son logement en- 
clenchez I'appareil. 

3. Placez I'appareil en lecture. Ajustez la 
diaphonie a la sortie pilote a un minimum 
a toutes les vitesses de defilement (14 dB 
sous le niveau de reference du signal pi- 
lote = 200 mV) avec le potentiometre 
REPRODUCE CROSSTALK (R75). 

4. Si cette valeurne peutetre obtenue, cor- 
rigez de nouveau legerement la position 
de la tete pilote. Apres I'avoir ajustee, il y 
a lieu de reverifier la diaphonie a I'enre- 
gistrement 

Mesures de contrdle 

1. A toutes les vitesses de defilement ef- 
fectuez un enregistrement sur le canal pi- 
lote avec 1 V/50 Hz. 

2. Ramenez la bande au debut de I'enregis- 
trement et commencez la lecture. A tou- 
tes les vitesses, le niveau de sortie pilote 
doit etre 1 V +0,1 V 

3. Controlez a nouveau le niveau audio et 
corrigez-le eventuellement a I'enregis- 
trement 

4. Verifiez la forme d'onde a 50 Hz a I'aide 
d'un oscilloscope. 
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BIAS-TABELLE 



BIAS TABLE 
TABLE BIAS 



Bandsorte 


AU [dB] 


AU [dB] 


AU [dB] 


AU [dB] 


Type of tape 


9,5 cm/s 


19cm/s 


38 cm/s 


76 cm/s 


Type de bande 


(33/4 ips) 


(7V2 ips) 


(15 ips) 


(30 ips) 


Agfa PEM 468 


6 


6 


3.5 


1.5 


Agfa PER 52E 


5.5 


5.5 


4 


1.5 


Agfa PER 52£ 


6 


6 


3.5 


1.5 


Ampex 406 


6 


5 


3 


1.5 


Ampex 456 GRAND MASTER 


5 


6.5 


3.5 


1.5 


BASF LGR SOP 


.5 


5.5 


4 


1.5 


BASF LGR 50P 


6 


6 


4 


1.5 


BASFSPR 50LH/50LHL 


6 


5.5 


.5 


5 


EMI 816/ 


6 


6.5 


4 


1.5 


SCOTCH (3M) 206 


6 


5 


4 




SCOTCH (3M) 226 


6 


6 


3.5 




SCOTCH (3M) 250 


5 


6 


3.5 




SCOTCH (3M) 25 


6 


6.5 


3.5 




SCOTCH (3M) 263 


6 


6 


3 
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1.167.746-81 


GR5 


7/6 


INTERCONNECTION PCB 




1.167.750 


GR22 


7/8 


TAPE TRANSPORT CONTROL PCB (LAYOUT -1 1 ) 




1.167.790-00 


GR21 


7/9 


- TAPE TENSION CONTROL PCB 




1.167.792 


GR21 


7/12 


- TAPE TENSION ADJUST PCB 




1.167.791 


GR36 


' 7/12 


TAPE TRANSPORT CONTROL PCB (LAYOUT -12 AND 


-120) 


1.167.790-81 


GR21 


7/13 


- TAPE TENSION CONTROL PCB 




1.167.792 


GR21 


7/12 


- TAPE TENSION ADJUST PCB 




1.167.791 


GR36 


7/12 


SENSOR BOARD LEFT 




1.167.769-81 


GR6 


7/17 


SENSOR BOARD RIGHT 




1.167.767-82 


GR7 


7/19 


SPOOLING MOTOR CONTROL PCB/SUPPLY Ml 




1.167.764 


GR8 


7/20 


SPOOLING MOTOR CONTROL PCB/TAKE UP M2 




1.167.768 


GR10 


7/21 


CAPSTAN SPEED CONTROL PCB 3.75/7.5/15 ips 




1.167.770 


GR15 


7/22 


CAPSTAN SPEED CONTROL PCB 7.5/15/30 ips 




1.167.771 


GR15 


7/24 


VARIABLE SPEED CONTROL PCB 




1.167.780 


GR32 


7/26 


- SPEED CONTROL KIT 




1.167.781 




7/26 


CAPSTAN MOTOR CONTROL PCB 3.75/7.5/1 5 ips 




1.167.775 


GR16 


7/28 


CAPSTAN MOTOR CONTROL PCB 7.5/15/30 ips 




1.167.776 


GR16 


7/29 


COUNTER PCB 




A 1-1 67.765 


GR18 


7/30 


DISPLAY PCB 




1.167.766 


GR19 


7/30 


PREDIVIDER 7.5/15/30 ips 




1.167.763 




7/32 


WIRE HARNESS/TAPE TRANSPORT 




1.167.691 




7/34 


CIS CONNECTOR HOUSINGS 








7/35 


AUDIO 








8 


PANEL VERSIONS 








8/3 


HEAD BLOCK ASSEMBLY 




1.020.840-81 


GR24 


8/4 


BASIS BOARD 2CH 




1.167.705 


GR34 


8/5 


VOLTAGE DIVIDER PCB 




1.067.740 




8/5 


REPRODUCE AMPLIFIER PCB 3.75/7.5/15 ips 




1.167.710-81 


GR34 ELI/2 


8/6 


REPRODUCE AMPLIFIER PCB 7.5/15/30 ips 




1.167.715-81 


GR34 ELI/2 


8/10 


MONO-STEREO SWITCH PCB 




1.067.720 


GR34 EL3 


8/14 


MONO-STEREO SWITCH PCB 




1.167.720 


GR34 EL3 


8/16 


OVERLOAD DETECTOR PCB MONO 




1.067.721 


GR34 EL3 


8/18 


OVERLOAD DETECTOR PCB 2CH 




1.067.722 


GR34 EL3 


8/20 


RECORD AMPLIFIER PCB 3.75/7.5/1 5 ips 




1.167.711 


GR34 EL4/5 


8/22 


RECORD AMPLIFIER PCB 7.5/15/30 ips 




1.167.716 


GR34 EL4/5 


8/26 


OSCILLATOR PCB 




1.067.712 


GR34 EL6 


8/30 


OSCILLATOR PCB 




1.167.712 


GR34 EL6 


8/32 


STABILIZER PCB/AUDIO 




1.167.713 


GR34 EL7 


8/34 


PILOTTONE AMPLIFIER PCB 




1.167.719 


GR34 EL8 


8/36 


MONITOR AMPLIFIER PCB 




1.081.908 


GR31 


8/38 


MONITOR AMPLIFIER PCB/BBC 




1.167.627 


GR31 


8/39 


COVER WITH MONITOR AND ATTENUATOR 




1.167.622 


GR 30/31 


8/40 


- MONITOR ATTENUATOR PCB 




1.167.752-81 


GR30 EL4 


8/40 



DESCRIPTION 


SCHEMATIC NO. 




SECTION/PAGE 


COVER WITH MONITOR/BBC 


1.167.626 


GR 39/31 


8/40 


MONITOR PANEL 


1.081.900-81 


GR3C) 


8/41 


FRONT COVER WITH CHANNEL SWITCH 


1.167.607 


GR37 


8/42 


- CHANNEL SELECTOR PCB 


1.167.744 


GR37 


8/42 


FRONT COVER WITH MONO-STEREO SWITCH 


1.167.608 


GR38 


8/43 


- SWITCH BOARD/MONO-STEREO 


1.167.755 


GR38 


8/43 


VU-METER PANEL MONO 


1.167.611-81 


GR25 


8/44 


- ATTENUATOR PCB 


1.167.749-81 


GR25 


8/44 


- PUSH BUTTON PCB 


1.167.743 


GR25 


8/44 


- ILLUMINATION 


1.067.741 


GR25 


8/44 


VU-METER PANEL 2CH 


1.167.612-81 


GR25 


8/46 


- ATTENUATOR PCB 


1.167.749-81 


GR25 


8/46 


- PUSH BUTTON PCB 


1.167.743 


GR25 


8/46 


- ILLUMINATION PCB 


1.067.741 


GR25 


8/46 


VU-METER PANEL 2CH STEREO 


1.167.617-81 


GR25 


8/48 


- ATTENUATOR PCB 


1.167.749-81 


GR25 


8/48 


- PUSH BUTTON PCB 


1.167.743 


GR25 


8/48 


- ILLUMINATION PCB 


1 .067.741 


GR25 


8/48 


- STEREO INDICATION PCB 


1.167.753 


GR2E3 


8/48 


PILOTTONE PANEL 


1.167.618-81 


GR35 


8/50 


BLOCK DIAGRAM/FOLLOW-UP SYSTEM 






8/52 


BLOCK Dl AG RAM/PI LOTTONE SYNCHRONIZER 


1.167.721 


GR33 


8/53 


PILOTTONE SYNCHRONIZER PCB 


A 1.167.721 


GR33 


8/54 


WIRE HARNESS: 








- TO COVER WITH MONITOR AND ATTENUATOR 


1.167.680 




8/58 


- TO COVER WITH MONITOR/BBC 


1.167.681 




8/58 


- TO FRONT COVER WITH CHANNEL SWITCH 


1.167.678 




8/59 


- TO FRONT COVER WITH MONO-STEREO SWITCH 


1.167.679 




8/59 


- TO PHONES MONITOR RETROFIT SET 


1.167.739 




8/60 


- TO VU-METER PANEL MONO 


1.167.673 




8/61 


- TO VU-METER PANEL 2CH 


1.167.674 




8/62 


- TO VU-METER PANEL 2CH STEREO 


1.167.675 




8/63 


- TO VU-METER PANEL CONNECTOR 


1.167.676 




8/64 


- TO VU-METER PANEL MONO (EXTERNAL) 


1.167.631 




8/65 


- TO VU-METER PANEL 2CH (EXTERNAL) 


1.167.633 




8/66 


- TO VU-METER PANEL 2CH STEREO (EXTERNAL) 


1.167.663 




8/67 


- VU-METER PANEL MONO TO MONITOR PANEL 


1.081.926 




8/68 


- VU-METER PANEL 2CH TO MONITOR PANEL 


1.081.927 




8/68 


- TO MONITOR PANEL 


1.167.638 




8/69 


- TO PILOTTONE CONNECTOR FIELD 


1.167.672 




8/69 


- TO PILOTTONE PANEL CONNECTOR 


1.167.677 




8/70 


- TO PILOTTONE PANEL 


1.167.666 




8/71 


CIS CONNECTOR HOUSINGS 






8/72 



ALL PCBs MARKED WITH THIS SIGN A 
CONTAIN COMPONENTS SENSITIVE TO 
STATIC CHARGES. 

PLEASE, REFER TO PREFACE BEFORE 
YOU REMOVE THESE BOARDS, 





04.81 






B67 MK2 



SECTION 7/2 



)Ty[D)^[R] 



BOARDS LOCATION 



PREDIVIDER 7.5/15/30 ips 
1.167.763 



COUNTER 
1.167.765 GR 18 



CAPSTAN SPEED CONTROL 
1.167.770/771 GR 15 




POWER SUPPLY PCB 
1.167.746.81 GR 05 



INTERCONNECTION BOARD 
1.167.750 GR 22 



TAPE TENSION CONTROL PCB 
1.167.792 GR 21 

TAPE TRANSPORT CONTROL 
1.167.790 GR 21 



SENSOR BOARD LEFT 
1.167.769.81 GR 06 



TAPE TENSION 
ADJUST PCB - 






s¥yiD)[i[^ 



B67 MK2 



SECTION 7/3 



BLOCK DIAGRAM 




04.81 








B67 MK2 



SECTION 7/8 



INTERCONNECTION PCB 1.167.750 GR22 




ELI FROM POWER SUPPLY AND 
TAPE TRANSPORT CONTROL 

1 S-MUTE 

2 S-FAST 

3 S-MED 

4 S-SLOW 

5 KEY 

6 Y-REC 

7 QP-END 

8 RESERVE 

9 RESERVE 

10 RESERVE 

11 + 20 V 

12 - 20 V 

13 + 5 V 

14 + 12 V 

15 -12V 

16 +24V 

17 + 0,0 V + 0.0 V 

18 + 0,0 V + 0.0 V 

EL2 FROM BASIS BOARD 

1 S-READY 1 

2 S-READY 2 

3 S-READY 3 

4 S-READY 4 

5 B-REC 1 

6 B-REC 2 

7 B-PINLEV 

8 B-REC 4 

9 KEY 

ELS TO BASIS BOARD 

1 S-MONO 

2 B-MONO 

3 S-MUTE 

4 S-FAST 

5 S-MED 

6 S-SLOW 

7 KEY 

8 Y-REC 

9 QP-END 

10 RES 

11 RES 

12 RES 

13 +20V 

14 -20 V 

15 + 5 V 

16 + 12 V 

17 - 12 V 

18 +24V 

19 +0.0V 

20 + 0.0 V 



EL4 


TO SPECIAL CONNECTOR 


ELS 


(FROM TAPE TRANSPORT CONTROL) 


1 


S-READY 1 


1 


B-FORW 


2 


S-READY 2 


2 


B-REPR 


3 


S-READY 3 


3 


B-STOP 


4 


S-READY 4 


4 


B-REC 


5 


B-REC 1 


5 


B-FADRED 


6 


B-REC 2 


6 


FAD 2 


7 


B-REC 3 


7 


FAD 1 


8 


B-REC 4 


8 


B-AUTO 


9 


+ 5 V 


9 


B-REW 


10 


KEY 


10 


!P 


11 


+ 24 V 


! 




12 


+ 0.0 V 


10 


S-PAUSE 






11 


S-AUTO 


EL5 


(REMOTE CONTROL) 


12 


S-STOP 


1 


FAD 2 


13 


KEY 


2 


FAD 1 


14 


S-FORW 


3 


B-AUTO 


15 


S-REPR 


4 


B-REW 


16 


S-REW 


5 


KEY 


17 


S-REC 


6 


S-PAUSE 


18 


+ 24 V 


7 


S-AUTO 


19 


+ 0.0 V 


8 


S-STOP 


20 


CMD. ENB 2 


9 


S-FORW 






10 


S-REPR 


ELS 


(CAPSTAN SPEED CONTROL) 


11 


S-REW 


COMPATIBLE WITH A67 


12 


S-REC 


1 


S-REFEXT 


13 


+ 24 V 


2 


Y-REFEXT 


14 


+ 24 V 


3 


B-SYNC 


15 


LOC ENB 


4 


KEY 


16 


+ 0.0 V 


5 


+ 24 V 


17 


+ 0.0 V 


6 


+ 0.0 V 


18 


CMD-ENB 2 


7 


Y-TACHD 






8 


+ 5 V 


EL6 


(REMOTE CONTROL) 


9 


- 12 V 


1 


Y-CLK 


10 


+ 12 V 


2 


S-RESET 






3 


Y-REVRS 


7 


Y-TACHD 


4 


KEY 






5 


B-MONO 


ELIO/1 1 (CAPSTAN SPEED CONTROL) 


6 


S-MONO 


1 


+ 0.0 V 


7 


+ 5 V 


2 


+ 24 V 


8 


+ 12 V 


3 


KEY 


9 


+ 0.0 V 


4 


S-REFEXT 


10 


RES 


5 


Y-REFEXT 


11 


RES 


6 


B-SYNC 


12 


RES 






13 


RES 






14 


B-FORW 






15 


B-REPR 






16 


B-STOP 






17 


B-REC 






18 


B-FADRED 







EL7 FROM COUNTER 

1 Y-CLK 

2 S-RESET 

3 Y-REVRS 

4 KEY 

5 S-FAST 

6 S-SLOW 

7 + 5 V 

8 + 12 V 

9 + 0.0 V 



04.81 





B67 MK2 



SECTION 7/9 




17.01.83 









B67 MK2 



SECTION 7/12 



OTPE)11[R] 



TAPE TRANSPORT CONTROL PCB 1.167.790-00 GR21 



TAPE TENSION CONTROL PCB 1.167.792 GR21 




' EQUIVALENT 



SPECIFICATIONS / EQUIVALENT 













Schottky 
Sc hottk y 



BC212B, BC25iBtBC257B ITTtS 
BC182B, BC171E»BC5ii7D 








I TT= Interineta t W Mct = Motorol Ph=Phil,ipsj 






S T U C E R 80/12/15 PB TAPE TENSION CONTROL 



80/12/15 PB TAPE TENSION CONTROL BOARD 1.167.792.00 PAOE 2 



17.01.83 



TAPE TENSION ADJUST PCB 1.167.791 GR36 




TO J201 FROM TAPE 
TENSION CONTROL 
PCB 1.167.792 





B67 MK2 



SECTION 7/14 



OTiyj[D)[i[^ 



TAPE TRANSPORT CONTROL PCB 1.167.790-81 GR21 




U D E R 03/01/12 PHM TAPE TRANSPORT CONTROL MK2 1.167*790.81 PAGE 1 











12.01.83 








B67 MK2 



SECTION 7/16 



TAPE TRANSPORT CONTROL PCB 1.167.790-81 GR21 



LAYOUT -12 (T) 



« 



» 



cr 




blu Pos . 4 
blu Pos. 2 



S-STOP y timer (MOTOR OFF MODE) 

R=RUN / 



S=STOP 

R=PLAY 



> 



AFTER REWIND (AUTO MODE) 



12.01.83 





iT[Loi:Q)iii:3 



B67 MKII 



SECTION 7/35* 



CIS CONNECTOR HOUSINGS 



Anzahl Pins 


Best. -Nr. 


Numberof pins 


Orderno 


Nombredebroches 


Numerod'ordre 


3 


54.01.0260 


4 


54.01.0280 


5 


54.01.0264 


6 


54.01.0230 


7 


54.01.0233 


8 


54.01.0265 


9 


54.01.0232 


10 


54.01.0266 


11 


54.01.0229 


12 


54.01.0231 


13 


54.01.0281 


14 


54.01.0282 


15 


54.01.0234 


16 


54.01.0283 


18 


54.01.0267 


20 


54.01.0286 



Steckerstift 

Connector pin 54.01.0401 

Broche de connection 



05.83 





^TtyPIEIE] 


B67 MK2 




SECTION 8/1 


CONTENTS 


DESCRIPTION 


SCHEMATIC NO. 




SECTION/PAGE 


GENERAL AND TAPE TRANSPORT CONTROL 






/ 


BOARDS LOCATION 






7/2 


BLOCK DIAGRAM 






7/3 


MAINS SECTION 




GR1...4 


7/4 


- MAINS PANEL 


1.167.827 


GR1 


7/4 


- MAINS FILTER 


89.01.0384 


GR2 


7/4 


- POWER SUPPLY 


1.167.813 


GR3 


7/4 


- DISTRIBUTION PCB 


1.167.747 


GR4 


7/4 


POWER SUPPLY/STABILIZER PCB 


1.167.746-81 


GR5 


7/6 


INTERCONNECTION PCB 


1.167.750 


GR22 


7/8 


TAPE TRANSPORT CONTROL PCB 


1.167.790 


GR21 


7/9 


- TAPE TENSION CONTROL PCB 


1.167.792 


GR21 


7/9 


- TAPE TENSION ADJUST PCB 


1.167.791 


GR36 


7/9 


SENSOR BOARD LEFT 


1.167.769-81 


GR6 


7/14 


SENSOR BOARD RIGHT 


1.167.767-82 


GR7 


7/15 


SPOOLING MOTOR CONTROL PCB/SUPPLY Ml 


1.167.764 


GR8 


7/16 


SPOOLING MOTOR CONTROL PCB/TAKE UP M2 


1.167.768 


GR10 


7/17 


CAPSTAN SPEED CONTROL PCB 3.75/7.5/1 5 ips 


1.167.770 


GR15 


7/18 


CAPSTAN SPEED CONTROL PCB 7.5/15/30 ips 


1.167.771 


GR15 


7/20 


VARIABLE SPEED CONTROL PCB 


1.167.780 


GR32 


7/22 


- SPEED CONTROL KIT 


1.167.781 




7/22 


CAPSTAN MOTOR CONTROL PCB 3.75/7.5/15 ips 


1.167.775 


GR16 


7/24 


CAPSTAN MOTOR CONTROL PCB 7.5/1 5/30 ips 


1.167.776 


GR16 


7/25 


COUNTER PCB 


A 1.1 67.765 


GR18 


7/26 


DISPLAY PCB 


1.167.766 


GR19 


7/26 


PREDIVIDER 7.5/15/30 ips 


1.167.763 




7/28 


WIRE HARNESS/TAPE TRANSPORT 


1.167.691 




7/30 


AUDIO , 






8 


PANEL VERSIONS 






8/3 


HEAD BLOCK ASSEMBLY 


1.020.840-81 


GR24 


8/4 


BASIS BOARD 2CH 


1.167.705 


GR34 


8/5 


VOLTAGE DIVIDER PCB 


1.067.740 




8/5 


REPRODUCE AMPLIFIER PCB 3.75/7.5/15 ips 


1.167.710-81 


GR34 ELI/2 


8/6 


REPRODUCE AMPLIFIER PCB 7.5/15/30 ips 


1.167.715-81 


GR34 ELI/2 


8/10 


MONO-STEREO SWITCH PCB 


1.067.720 


GR34 EL3 


8/14 


MONO-STEREO SWITCH PCB 


1.167.720 


GR34 EL3 


8/16 


OVERLOAD DETECTOR PCB MONO 


1.067.721 


GR34 ELS 


8/18 


OVERLOAD DETECTOR PCB 2CH 


1 .067.722 


GR34 ELS 


8/20 


RECORD AMPLIFIER PCB 3.75/7.5/15 ips 


1.167.711 


GR3/1 ELAlb 


8/22 


RECORD AMPLIFIER PCB 7.5/15/30 ips 


1.167.716 


GR34 EL4/5 


8/26 


OSCILLATOR PCB 


1.067.712 


GR34 EL6 


8/30 


OSCILLATOR PCB 


1.167.712 


GR34 EL6 


8/32 


STABILIZER PCB/AUDIO 


1.167.713 


GR34 EL7 


8/34 


PILOTTONE AMPLIFIER PCB 


1.167.719 


GR34 ELS 


8/36 


MONITOR AMPLIFIER PCB 


1.081.908 


GR31 


8/38 


MONITOR AMPLIFi ER PCB/BBC 


1.167.627 


GR31 


8/39 


COVER WITH MONITOR AND ATTENUATOR 


1.167.622 


GR 30/31 


8/40 


- MONITOR ATTENUATOR PCB 


1.167.752-81 


GR30 EL4 


8/40 


COVER WITH MONITOR/BBC 


1.167.626 


GR 39/31 


8/40 


MONITOR PANEL 


1.081.900-81 


GR30 


8/41 



04.81 





iTT[LD©[l[M3 



B67 MK2 



SECTION 8/2 



CONTENTS 



DESCRIPTION 



ppQKj-r cOv^ER VVITR CHANf'JEL SWfTC! ! 

- CHANNEL SELECTOR PCB 

FRONT COVER WITH MONO-STEREO SWITCH 

- SWITCH BOARD/MONO-STEREO 
VU-METER PANEL MONO 

- ATTENUATOR PCB 
~ PUSH BUTTON PCB 

- ILLUMINATION 
VU-METER PANEL 2CH 

- ATTENUATOR PCB 
~ PUSH BUTTON PCB 
~ ILLUMINATION PCB 
VU-METER PANEL 2CH STEREO 

- ATTENUATOR PCB 
~ PUSH BUTTON PCB 
~ ILLUMINATION PCB 

- STEREO INDICATION PCB 
PILOTTONE PANEL 

BLOCK DIAGRAM/FOLLOW-UP SYSTEM 
BLOCK DIAGRAM/PI LOTTONE SYNCHRONIZER 
PILOTTONE SYNCHRONIZER PCB 
WIRE HARNESS: 

- TO COVER WITH MONITOR AND ATTENUATOR 

- TO COVER WITH MONITOR/BBC 

- TO FRONT COVER WITH CHANNEL SWITCH 

- TO FRONT COVER WITH MONO-STEREO SWITCH 

- TO PHONES MONITOR RETROFIT SET 

- TO VU-METER PANEL MONO 

- TO VU-METER PANEL 2CH 

- TO VU-METER PANEL 2CH STEREO 

- TO VU-METER PANEL CONNECTOR 

- TO VU-METER PANEL MONO (EXTERNAL) 

- TO VU-METER PANEL 2CH (EXTERNAL) 

- TO VU-METER PANEL 2CH STEREO (EXTERNAL) 

- VU-METER PANEL MONO TO MONITOR PANEL 

- VU-METER PANEL 2CH TO MONITOR PANEL 

- TO MONITOR PANEL 

- TO PILOTTONE CONNECTOR FIELD 

- TO PILOTTONE PANEL CONNECTOR 

- TO PILOTTONE PANEL 



SCHEMATIC NO. SECTION/PAGE 



1 i 0Q"7 


VJ i \\J i 


u/ 42 


1.167.744 


GR37 


8/42 


1J 67.608 


GR38 


8/43 


1.167.755 


GR38 


8/43 


1.167,611-81 


GR25 


8/44 


1.167.749-81 


GR25 


8/44 


1.167,743 


GR25 


8/44 


1.067.741 


GR25 


8/44 


1.167.612-81 


GR25 


8/46 


1.167.749-81 


GR25 ■ 


8/46 


1.167.743 


GR25 


8/46 


1.067.741 


GR25 


8/46 


1.167.617-81 


GR25 


8/48 


1.167.749-81 


GR25 


8/48 


1.167.743 


GR25 


8/48 


1.067.741 


GR25 


8/48 


1.167.753 


GR25 


8/48 


1.167.618-81 


GR35 


8/50 






8/52 


1.167.721 


GR33 


8/53 


A 1.167.721 


G'R33 


8/54 


1.167.680 




8/58 


1.167.681 




8/58 


1.167.678 




8/59 


1.167.679 




8/59 


1.167.739 




8/60 


1.167.673 




8/61 


1.167.674 




8/62 


1.167.675 




8/63 


1.167.676 




8/64 


1.167.631 




8/65 


1.167.633 




8/66 


1.167.663 




8/67 


1.081.926 




8/68 


1.081.927 




8/68 


1.167.638 




8/69 


1.167.672 




8/69 


1.167.677 




8/70 


1.167.666 




8/71 




ALL PCBs MARKED WITH THIS SIGN A 
CONTAIN COMPONENTS SENSITIVE TO 
STATIC CHARGES. 

PLEASE, REFER TO PREFACE BEFORE 
YOU REMOVE THESE BOARDS. 




04.81 





B67-K-0,75-VU MK2 




B67-0,75-VU MK2 B67-0,75-S-VU IVIK2 B67-0,75-S IV1K2 B67-2-2,00 IVIK2 







GR 34“ BASIS BOARD 

EXTENDED CONNECTIONS 

EL 20 "PILOT IN /OUT 
EL 21 "TAPE DECK 
EL 22 -PILOT FOL. 

EL 23 -PILOT FOL. 

EL 24 "MONITOR 

EL 25 "VU" PANEL 

EL 26-VU-P.CH2MS 
EL27-VU-RCH2 
EL28-VU-RCH1 MS 
EL 29 -VU-P.CH 1 

EL 12 "JUMPER POS-: 
VU=with I 0= without 

Ready /Safe Switch 







DTry[D)[E[E] 



B67 MK2 



SECTION 8/7 



REPRODUCE AMPLIFIER PCB 3.75/7.5/15 ips 1.167.710-81 GR34 ELI/2 



IND 


POS NO 


PART NO 


VALUE 


SPECI FICATIONS/EQUI VALENT 


MFR 




^ 01 


S9 . 2S . s 1 OZ 


lOOo /u F 


16 y 






C 01 


59 . 1 i ‘ ‘^11 2 


1,1 nF 


Y6 y 






002 


59 ■ 01.6561 


S60 pF 


s% 


63 V 








S3 .20. 1211 


71o pF 


s% 


C3 y 






COS 


S3 . 29^ . 1 ■/ 0 -f 


100 p F 


sy. 


63 K 






0 06 


53.11, 66 2 / 


82opf 


sy. 


63 V 






col 


S3 . 2 S . 3 1 02 


'fooo f.xF 


46 y 






008 


S3 .22 ■3121 


120 /otF 


10 y 






C03 


S3 . 22 ■ 3 22 1 


210 IpF 


10 y 






C10 


59 ,30 .2099 


ItlpF 


1 s% 


63V 






Oil 


SS . 26 .2160 


10 /lxF 


16 V 






on 


59 .16.1300 


10/^8 


uv 






CIS 


ia . ZS ■ 3 1 0 z 


lOOO /.^F 


46 K 






oil 


S9 , 13 ■ 2 i 0 Z 


30 nF 


5% 


HV 






CIS 


S3 . 1 1 , 3 1 oZ 


10 nF 




16 K 






C16 


S3 . 11 . 2 1 03 


10 nF 


sy,? 


u y 






on 


S3 . 2 6 . 0l 03 


1/^F 


\ uv 1 






as 


S 3 . 1 1 , 6 S 6 1 


SCOpF 


s% 


Q3V 






C13 


S3 , 1 1 ■ C 3 3 t 


3,3 r>F 


sy. 


lev 






0.0 


S3 ■ 3 Z ■ 03 


30 of 


i-% 


UV 






021 


S3 .36 . 00 lo. 


OF piF 


3 / 






Cll 


S9 , 2 Z . SI o 1 


loo p<F 


icy 






023 


Sf. 3 9 , o SoS 


63 >iF 








Cllf 


S3 .11 . S 1 01 


100 pF 


JY 






CIS 


S3 , 21 , S 1 cl 


loopF 


3V 






CZG 


S9 . 2 6 . 0 llo 


01 pF 


3V 






on 


S3 . 3 0 ■ 1 33 1 


33opF 


S% 


6jy 






CIS 


S3 . 3 2 . 300 Z 


40 mF 


10% 


16V 






C13 


S3 , zz . 3 103 


40 cF 


1p7o 


UV 






C30 


S3 , 0 2 , Z1S0 


ISO nf 


s% 


lev 





© 






( 3 ) 






(D 






© 


23. If, fO 




O 


26. 2 . 80 


J.n.EsF 


STUDER 


/^Opro <Su c 



INO 


POS NO 


PART NO 


VALUE 


SPECIFICATIONS/EQUIVALENT 


MFR 




ICDi 


50 ■ OS. 026 3 


PBSS31P 


A/£ SS36 Oy 


TI.S( 




IF02 


So . OS' . 02fy 


PES531 A P 


//£ SS 26 AS 


71,3/ 




K02 


So ■ OS .0233 


A/FSSll F 


WE 55 36 A/ 


Tl.d 


























loi 


/. . Ill . 00 


?mH 




SI 




602 






Spl used A/('re P>x/oyp>e 






103 


1 . oil. 111.00 






ST 




























Oo1 


so . 02 oysF 


SO SCO C 


B0 175 S 


S, P 




o?in 


so .03. 0691 


SO £SO O 


Be 103 o: 


P,M 




003 


So ■ 03. 


go £60 0 


B01J9B 


0, P 




0 01 


so , oS . 03 IS 


80160-16 


F6C 160- 


3, F 




0 05 


So . 03 . 0216 


go IP - 16 


FgO 160 -4£S 


S, F 




0 06 


f. 040 . 031 -SO 


30227 E 


gofflg 


P,M 




0 01 


1 , 01 0 .0 11 ' So 


20231 SoeO 


Be 311 gsP 


sel. /riy. M^SeSgc-imy) 


o, M 




0 OF 


1 ■ 0 1 0 ■ 0 2 O' 50 


3023? &se( 


80211 8J0( 


"VCE < Of fx^y , tt ^ 0 mV 


P, fi 




Q Of 


1 , 01 0 ■ 0 Zl .50 


302272, Sol 


60 217 3 Sr. [ 


VcE < 25 C y , Si == 


FM_ 




Q 10 


1.0 10- 0 3k ' FO 


BO 737 3 


SO 317-3 


P,M 




0 11 


1 • 0 f 0 • 03 6 . So . 


SO ms 


go 2113 


P,M 




Q 11 


50 . 03 . 0 3 29 


P12Z2 


SPS 316 


rw,p 




F? 13 


SO . Of r 0 329 


31223 


SPF 316 


\y,/i 




0 10 


SO . 03 . 0 313 


Pirn 


SPF216 


\7S,F1 




























































- 













IND 


DATE 


NAME 


® 






© 






@ 






© 






o 


P. 2 , So 


J. M. EcS 



/. 161. 110-81 


PAGE 1 Of 1 




STUDER 


.Sepr educe a jy, p, ( / 8 Tex 


1 .107. 710.81 



7Z= /exQ j- 
£i' - S/o^e{/'cs 
XT' ~ S'ic^c/cr 
P z: Philips 

M = /lo/oro/^ 



INDj 


POS NO 


PART NO 


VALUE 


SPECIFICATIONS/EQUIVALENT 


MFR 




031 


S9. 3 0. 0 Z 23 


2,lx’F 


S7o 6SV 






031 


S3 . 2Z . Si 0 i 


40C ptf 


A6Y 






C3Z 


S3 . P ■ 623 2 


2,2 x^F 


5% A6Y 






031 


S9 , 32 . 3103 


10 hF 


5% icy 






OSS 


S3 , 4 1 , 09 IZ 


6,1 nF 


2,S% i6V 






C36 


S3 . 11 . 31 0 3 


lOnF 


£°fo U V 






C21 






not used 






033 


SJ, P ■ 62 Z 2 


7,2oF 


Hv 






CP 


S3 . 21 . 31 03 


40nF 


S7o 86 1/ 






epo 


S3 . 11 . 00 11 


6. loF 


Z,S7o 36 V 






ai 


S3. 11. 3103 


40 hF 


5% ICY 






on 






net used 






062 






hx>t used 






CP 


S3 . 3 2 , 3 1 oj 


10 nF 


syo 86 V 






as 


S3 , 1i . ypit 


1,1 nF 


2 ,s% 16 y 






OH 


59 . 11 .3 103 


1o hF 


"> y 






on 






not use <2 






on 


S9 . 3 6 , 0119 


1,2 pF 


lo°U> 16 V 






as 


S3 . 26 , Oils 


1, 1 fhP 


Zo% 16 V 






CSo 


5 5,36. Ills 


1,2 pF 


Zo% iCV 




















































D01 


So. 0 0 . 01 2S 


PS 57 Of 




P,Tn 




DOZ 


SO .01 ■ 01 2 S 


iWlHP 




PgTr^ 




DOZ 


So ■ e>i . 0 1 25 






P,Tn 







































IND 


DATE 


NAME 




© 






P= AFi//fr 

7r= PhOLnS' PnOfi 


© 






© 






© 


//. fh 




o 


20.1.80 


s.n.EsS 


STUDER 


Pepnoduice ampPP/em 


i .1 a ■ 71 Op 81 


PAGE 2 Of 1 



INDj 


POS NO 




PART 


NO 


VALUE 


SPECIFICATIONS/EQUIVALENT 


MFR 




Po4 


fl. 


if , 


yyis 


klkj^ 








pel 


SI, 


81 . 


YJ9 3 


39 m 








Pof 


SI. 


81 . 


133 1 


390 








Pei 


S3- 


80 , 


110 1 


8 k jx 








PhS 


SI 


1-1. 


11 01 


400 S- 








P0)iE 


SI, 


11 


lull 


1,7- kx. 








Po7 


SI . 


11 . 


1116 


1,1 X 








2o2 


57- 


11. 


Ills 


1,1 Jt- 








PoS 


51. 


81 . 


k 1o2 


8oks- 








Pie 


SI 


84 , 


Ipll 


pzm 








P11 






PoB sued 






Pfl 


SI 


23 


8 SOI 


8okx- 


4% 






I 12 


S3- 


If 


k 8o>2 


8 ksc 








K ly 


r 1 


81 


6 ill 


llo jTL 








FIS 


5} 


4 1 


1 in 


8fm 








pic 


5 1 


© 


1 ifio 


01 s- 








F11 


SI 


If 


1 103 


Ssflcx. 








Rip 


SI 


1 


1 m 


8,f kSL 






— 


Rf? 


51 


1 1 


1 4P1 


42 kx 








P2o 


Si 


1 1 


U4o1 


4oo -rt. 








A 21 


SI 


1 1 


Ulft 


2,1 








A 22 


51 


11 


u 33 7 


330 kx. 








A 23 


rl 


1 1 


0 450 


450 Ux- 








R21 


51 


1 1 


0 2 2k 


Flo m 








R 25 


5 1 


1 1 


133 k 


33^ U 








A2c 


5 7 


11 


1 6 21 


CFokx 








A 11 


S 7 


1 1 


cJJk 


f2o Ux 








K 22 


51 


• a 


1119 


1,1 jTL 








A 23 


51 




mis 


1,7 ru . 








R '30 


51 ■ 


1 1 ■ 


1211 


2,2 kx- 







IND 


DATE 


NAME 




© 








© 






© 






© 


ze. //, so 




o 


2U. 2. io 


J. M. Fg; 


STUDER 


‘dc e am p^i 


8. ia . 7 8d-pg 


PAGE 4^ OF ? 



28.11.80 





RECORD AMPLIFIER PCB 3.75/7.5/15 ips 1.167.711 GR34 EL4/5 



POS NO 


PART NO 


VALUE 


SPECIFICATIONS 


EQUIVALENT 


MFR 


C 01 


59.11.4472 


4,7 


N 


2,5% 


160V 


PC 








59.11.6102 


1,0 


N 


5% 


400V 


PC 






C 03 


59.32.3103 


10 


N 


80% 


40V 


KER 






C 04 


59.30.5470 


47 


U 


20% 


20V 


TA 








59.11 .4472 


4.7 


N 


2 . 5% 


160V 


PC 






r n6 


59.32.1102 


1.0 


N 


10% 


500V 


KER 










3 .3 


U 


20%_ 


35V 


TA 


















C 09 


59.30.5470 


47 


U 


20% 


20V 


TA 






C 10 


59.32.2471 


470 


P 


10% 


50V 


KER 






C 11 


59.30.1470 


47 


U 


20% 


3V 


TA 






C 12 


59.30.5470 


47 


U 


20% 


20V 


TA 






C 13 


59.31.1104 


.1 


u 


20% 


lOOV 


MPETP 






C 14 


nicht bestiickt 










C 15 


59.11.6222 


2,2 


N 


5%^ 


400V 


PV 






C 16 


59.30.1470 


47 


u 


20% 


3V 


TA 






C 17 


59.30.1470 


47 


u 








C 18 


59.11.6151 


150 


p 


5% 


400V 


PC 






C 19 


59.11.4472 


4,7 


N 


2 , 5% 


160V 


PC 






C 20 


59.32.3103 


10 


N 


80% 


40V 


KER 






C 21 


nicht bestiickt 










C 22 


59.32.3103 


10 


N 


80% 


40V 


KER 






C 23 


59.32.3103 


10 


N 









C 24 


59.11.4472 


4,7 


N 


2 , 5% 


160V 


PC 






C 25 


nicht bestiickt 











C 26 


59.32.3103 


10 ___ 


N 


80% 


40V 


KER 






C 27 


nicht bestiickt 










C 28 


59.11.6222 


2,2 


N 


D7° 


400V 


PC 






C 29 


nicht bestiickt 










C 30 


59.11.4472 


4,7 


N 


2,5% 


160V 


PC 






C 31 


59.31.8152 


1,5 




10% 


400V 


PETP 






C 32 


nicht bestiickt 










C 33 


nicht bestiickt 










C 34 


59.11.4472 


4,7 


N 


2 , 5% 


160V 


PC 






C 35 


59.11.6222 


2,2 N 




400V 


PC 






C 36 


59.11.3562 


5,6 


N 


5% 


160V 


PC 






C 37 


59.32.3103 


10 


N 


80% 


40V 


KER 






C 38 


nicht bestiickt 










C 39 


5^ 34.4221 


220 


P 


5% 


N7 50 


KER 






C 40 


59.32.3103 


10 


N 


80% 


40V 


KER 






C 41 


59.32.3103 


10 


N 








C 42 


59.30.5470 


47 


U 


20% 


20V 


TA 






C 43 


59.32.3103 


10 


N 


80% 


40V 


KER 






C 44 


59.11.3103 


10 


N 


5% 


160V 


PC 






C 45 


'A. 11. 6151 


150 


P 


5% 


400V 


PC 






C 46 


59. 11.3id3 


10 


N 


5% 


160V 


PC 













(3) 




HgT-^^ 










^3T1T78 








C2) 


To. 8 . 77 


Buchegg. 








- $ 


13.10.76 


Pa 










13. 8 . 7 6. 


Buchq./gv.^ 








IND 


DATE 


NAME 


STUDER 


Record Amplifier 


1.167.711 


PAGE 
1 of 5 



POS NO 


PART NO 


VALUE 


SPECIFICATIONS EQUIVALENT MFR 


C 47 
C 48 


59.12.2224 
59.11.3103^ 


. 22 U 
'' 10 N 


5% lOOV MPETP . 




5% 160V PC 






C 49 
C“50 


59.11.3103 


10 N 








59.12.2224 


.22 U 


5% lOOV MPETP 






C 51 
C 52 
C__53 
C 54 


59.11.3103 


10 N 


5% 160V PC 






59.11.3103 


10 N 








59.12.2224 


.22 U 


5% lOOV MPETP 






59.30.1470 


47 U 


- 20% 3V TA 






























D 01 


50.04.0125 


1 N 4448 


„ _ ^ 






D 02 


50.04.0125 


1 N 4448 


SI 






D 03 


50.04.0125 


1 N 4448 


SI 






D 04 
D 05 


50.04.0125 


1 N 4448 


SI 






50.04.0125 


1 N 4448 


SI 






D 06 


50.04.0125 


1 N 4448 


SI 






D 07 


50.04.0125 


1 N 4448 


SI 






D 08 


50.04.0125 


1 N 4448 


SI 






D 09 


50.04.0125 


1 N 4448 


SI 






D 10 


50.04.0125 


1 N 4448 


SI 






D 11 


50.04.0125 


1 N 4448 


SI 






D 12 


50.04.0125 


.. i: •:.;48 


SI 






D 13 


nicht bestiickt 










D 14 


nicht bestiickt 














































IC 01 


50.05.0135 


SN 7402 N 


TTL 






IC 02 

IcAi3 


50.05.0243 


TDA 1034B 








50.05.0243 


TDA 103 4B 








IC 04 


50.05.0243 


TDA 103 4B 












































L 01 


62.02.1822 


8 ,2 M 


5% 








































01 


50.03.0409 


BC 108 B 


NPN 






AAA 
Q 03 


50.03.0306 


BC 178 B 


PNP 






50.03.0434 


BFR 18 


NPN 






Q 04 


50.03.0306 


BC 178 B 


PNP 






Q 05 


50.03.0434 


BFR 18 


NPN 






AAA 
Q 07 


50.03.0409 


BC 108 B 


NPN 






50.03.0409 


BC 108 B 


NPN 






Q 08 


50.03.0409 


BC 108 B 


NPN 













(?) 












(3) 


23.1.78 












-10 .8,12 


Buclicf 










13.10 76 


?a 








13.8. 76 


Buchg./gv 








IND 


DATE 


NAME 


STUDER 


Record Amplifier 


1.167.711 




PAGE 
2 of 5 



SPECIFICATIONS 



EQUIVALENT I 



Q 15 
Q 16 



R 04 
R 05 
R 06 

A 

r”08 

R 09 
R 10 
R 11 
R 12 
R 13 ~ 
R 14 
R 15 



R_20^ 
^R 21 



R 27 
R 28 
R 29^ 
A 30 
R 31 
R 32 
R 33 
__R_34_ 
^R 

R 36 



50.03.0434 
50.03.032 9 
50.03.0329 
50.03.0434 
50.03.0329 ' 

Ao. 03 . 04 34 
50.03.0434 



. 4103 
5 7". 41^4220 
57.4 1 .4 330 
57.41.44A 
57.4 1. 4 103 
57.4'i.~4472 
A7. 41. 4104 
57 . 4 1 . 4105 
57.41.410 2 
5 7. 41.447 2 



57.41 . 4103__^ 
57.41.41 03 
57.41.4472 
_ 57 .4 1. £10_3___ 
' "57.41 .A A 
57.41.4103 
57.41.4391 
57.41.4330 
~57 . 41.4391 

57.41.4102 
57.41. 4391_ 

57. 41.41 03 
.41.4330 

41. 4391_ 
57 .41.447 2 
57. 41 .4472 

57.41.4104 



57.41.4105 



BFR 18 
BFR 18 









© 












0) 


23.1,78 


Hal 












TO. 8.17 


Riir’lnij 










13. lO.Tfe 


ba 








_Q_ 


13.8.7T 


Buchg./gv 








IND 


DATE 


NAME 


STUDER 


Record Amplifier 


1.167.711 


PAGE 
3 of 5 



POS NO 


PART NO 


VALUE 


SPECIFICATIONS 


EQUIVALENT 


MFR 


R 37 


57.41.4470 


47 


5% .25W CSCH 






R 38 


57.41.4152 


1,5 k 








R 40 


57.41. 442-3 


47 k 








57.41.4473 


47 k 








R 41 


57.41.4102 


1,0 k 








R 42 


57.41.4103 


10 k 








R 43 


57.41.4122 


1,2 k 








R 44 


57.41.4682 


6,8 k 








R 45 
" R 46 


57.41.4 

57 A 1 A 


105 


1 ,0 M 








391 


390 








R 47 
R 48 


57.41.4105 


1 ,0 M 








57.41.4105 


1 ,0 M 








R 49 


57.41.4104 


100 k 








R 50 


57.41.4105 


1,0 M 








R 51 


57.41.4103 


10 k 








R 52 


57.41.4103 


10 k 








R 53 


57.41.4153 


15 k 








R 54 


57.41.4101 


100 








R 55 
R 


57.41.4103 


10 k 








57.41.4822 


8,2 k 








R 57 


57.41.4332 


3,3 k 








R 58 


nicht bestiickt 










R 59 


57.41.4221 


220 


5% .2B'W CSCH 






R 60 


57.41.4471 


470 








R 61 


57.41.4152 


1,5 k 








R 62 


57.41.4472 


4,7 k 








R 63 


57.41.4123 


12 k 








R 64 
R 65 


57.41.4 
5 7 741.4 


222 


2,2 k 




105 


1,0 M 








R 66 


57.41.4152 


1,5 k 








R 67 " 


57.41.4472 


4,7 k 








AL^6.8_ 












R 69 


57.41.4682 


6,8 k 


5% .25W CSCH 






R 70 


57.41.4272 


2,7 k 








R 71 


57.41.4123 


12 k 








R 72 


57.41.4562 


5,6 k 








r' 7 3 


57.41.4822 


8,2 k 








R" /4 


57.41.4220 


22 








_ R 7 5 
_ R 76 
R T'’ 


57.41.4153 


15 k 








^ 57.41.4 
57.41.4 


224 


220 k 








102 


1,0 k ^ 








R 7 8 
__ R 79 


57.41.4182 


1,8 k 








57.41.4105 


1 ,0 M 








R 80 


57.41.4223 


22 k 








^ R 81 
R 82 


57.41.4 

'^57T4TT4 


272 


2,7 k' 








105 


T,0 M 














© 














23.1.78 


HglTAS' 








© 


10.8.77 
13 .10.76 


Buchg . 
















0 


13.8.76 


Buchg . / gv 














STUDER 




Record Amplifier 


1. 


167.711 


PAGE 
4 of 5 



23.01.78 





^Ty[Q)[E[^ 



B67 MK2 



SECTION 8/24 



RECORD AMPLIFIER PCB 3.75/7.5/15 ips 1.167.711 GR34 EL4/5 



POS NO PART NO 

R 83 57.41.4223 
R 84 57.41.4471 
R 85 57.41.4153 
R 86 57.41.4153 
R 87 57.41.4104 
P. S9 57.^.1.4331 
R 89 57.41.4471 
R 90 57.41.4102 
R 91 57.41.4471 
R 92 57.41.4102 
R 93 57.41.4151 
R 94 57.41.4181 
R 95 58.01.6502 
R 96 58.01.6502 
R 97 58.01.6502 
R 98 58.01.6502 
R 99 58.01.6502 
R 100 58.01.6502 
R 101 58.01.6502 
R 102 58.01.6502 
R 103 58.01.6502 
R 104 58.01.6502 



T 02 1.022.302. 



STUDER 





23 , 01.78 





B67 MK2 



SECTION 8/30 



^T[U[d)[1[r] 



OSCILLATOR PCB 1.067.712 GR34 EL6 




20.05.75 






aiil 














TP1 
+ 0.0V 

9 












B67 MK2 



SECTION 8/35 






STABILIZER PCB/AUDIO 1.167.713 GR34 EL7 




14.10.77 




H67.713 







B 




rinftisi 






e¥y[S[l[M] 



B67 MK2 



PILOTTONE PANEL 1.167.618-81 GR35 



SECTION 8/50 




MONITOR PANEL 
SEE SECTION 8/41 











^¥y[D)[E[M] 



B67 MK2 



SECTION 8/51 






mm^\E\P2 


B67 MK2 


SECTION 8/53 


BLOCK DIAGRAM / PILOTTONE SYNCHRONIZER 


1.167.721 GR33 






04.81 





iTy©[ii^ 



B67 MK2 



SECTION 8/55 



PILOTTONE SYNCHRONIZER PCB 1.167.721 GR33 "ESE' 















IND 


POS NO 


PART NO 


VALUE 


SPECIFICATIONS/EQUIVALENT 


MFR 




INC 


POS NO 


PART NO 


VALUE 


SPECIFICATIONS/EQUIVALENT 


MFR 






C 01 


59.02.5683 


0,068uF 


5% MPC 






IC 0 


50.05.0245 


RC 4558 




TI,R 




C 02 


59.02.2154 


0,15 nF 


5% MPC 






IC 0 


50.07.0526 


MC14526B 


CMOS 4526B 


M,F,N£ 




C 03 


59.99.0205 


0, 068iiF 


KER 






IC 0. 


50.06.0002 


74 LS 02 




any 




C 04 
C 05 


59.02.2154 

59.02.2154 


O O 


5% MPC 

5% MPC 






IC 0^ 


50.05.0245 


RC 4558 




TI,R 




IC 0. 


50.07. 0526 


MC14526B 


CMOS 4526B 


M,F,N£ 




C 06 


59.99.0205 


0, 068|iF 


KER 






IC Oi 


50. 06. 0002 


74 LS 02 




any 




C 07 


59.02.0474 


0,47 pF 


5% -MPC 






IC O" 


50.05.0245 


RC 4558 




TI,R 




C 08 


59.02.0474 


0,47 pF 


5% MPC 






IC 0£ 


50.07.0046 


MC14046B 


CMOS 4046B 


M,F,NS 




C 09 


59.99.0205 


0,068pF 


KER 






IC OS 


50.09.0101 


TL 072 


BI-FET Op. Amp. LF 353 


TI,NS 




O 

o 


. 59.02.2154 


0,15 pF 


5% MPC 






IC 1C 


50.06.0163 


74 LS 163 




any 




C 11 


59.36.2479. 


4,7 pF 


20% lOV TA 






1C 11 


50. 06. 0008 


74 LS 08 








C 12 


59.31.6104 


0,1 pF 


10% MPETP 






IC 12 


50.05.0227 


75462 


NAND Driver 






C 13 


59.36.2479 


4,7 pF 


20% lOV TA 






IC 13 


50.06.0123 


74 LS 123 








C 14 


59.36.2479 


4,7 pF 


20% lOV TA 






IC 14 


50. 06.0004 


74 LS 04 








C 15 


59.36.2479 


4,7 pF 


20% lOV TA 






IC 15 


50. 05. 0227 


75462 


NAND Driver 




1 


C 16 


59.34.4331 


330 pF 


10% KER 






IC 16 


50.06.0193 


74 LS 193 








C 17 


59.32.3103 


0,01 pF 


KER 






IC 17 


50. 06.0010 


74 LS 10 








C 18 


59.05.1685 


6,8 pF 


10% MPC 






IC 18 


50.05.0204 


75464 


NOR Driver 






C 19 


59.36.4109 


1,0 pF 


20% 3 5V TA 






IC 19 


O 

o 

CD 

o 


N82S123N 


PROM 32 X 8 only 


Stucter 




C 20 


59.36.4109 


1,0 pF 


20% 3 5V TA 






IC 2C 


50.06.0074 


74 LS 74 




any 


1 


C 21 


59.34.4331 


330 pF 


10% KER 






IC 21 


50.05.0227 


75462 


NAND Driver 






C 22 


59.32.3103 


0,01 pF 


KER 






IC 2 2 


1.025.017.90 


N82S123N 


PROM 32 X 8 only . 


Studer 




C 23 


' 59.32.3103 


0,01 pF 


KER 


















C 24 


59.32.3103 


O 

O 


KER 


















C 25 


59.32.3103 


0,01 pF 


KER 






K 01 











1 


C 26 


59.32.4102 .. 


lOOO pF 


20% 50V KER 






K 02 


56.04.0130 




2A + 2B, AgAu, 24V 


Nat. 




C 27 


59.99.0205 


0,068pF 


KER 






K 03 


56.04.0130 










C 28 


59.22.3101 


100 pF 


50% lOV EL - 






K 04 


56.04.0130 








1 


C 29 


59.32.4102 


1000 pF 


20% 50V KER 






K 05 


56.02.1001 




lU, Au, 24V 




3 


C 30 


59.06.0103 


10 nF 


10% 63V MPETP 
















ND 


DATE 


NAME 




IND 


DATE 


NAME 




© 






MPC = Metalized Polycarb. 
KER = Ceramic 
TA = Tantalum 

MPETP= Met . Polyester Film 
EL = Electrolytic 


© 






TI = Texas Nat. = National 

R = Raytheon 

M = Motorola 

P = Fairchild 

NS = National Sem. 


@ 


13.8.82 




© 


13.8.82 


A# 






18,7,80 


Skal ,/gv 


@ 


18.7.80 


Skal ,/qv 




6.2.80 






6.2.80 




o 


a.79 


Brodbeck/ g\ 




0.79 


Erodbeck/gv 


STUDER 


PILOT SYNCHRONIZER MK II 


1.167.721 
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STUDER 


PILOT SYNCHRONIZER MK II 


1.167.721 


PAGE 3 OF 7 




















IND 


POS NO 


PART NO 


1 VALUE 1 SPECIFICATIONS/EQUIVALENT 


MFR 




IND 


POS NO 


PART NO 


VALUE 


SPECIFICATIONS/EQUIVALENT 


MFR 






D 01 














P 01 












D 02 


50.04.0125 


1N4448 




any 






P 02 












D 03 


50.04.0125 


1N4448 










P 03 


3x 54.01.0020 




PIN 0,63 D 


PH,B 




D 04 


50.04.0125 


1N4448 








P 04 


3x 54.01.0020 




PIN 0, 63 D 


PH,B 




D 05 


50.04.0125 


1N4448 




















D 06 


— 






















D 07 


50.04.0125 


1N4448 








Q 01 


50.03.0329 


P 1228 E 


PD-FET 


Td 




D 08 


50.04.0125 


1N4448 








Q 02 


50.03.0329 


P 1228 E 








D 09 


50.04.0125 


1N4448 








O 

o 


50. 03.0329 


P 1228 E 








D 10 


50.04.0125 


1N4448 








o 

a 


50.03.0329 


P 1228 E 








D 11 


50.04.0125 


1N4448 








Q 05 












D 12 


50.04.0125 


1N4448 




















D 13 


50.04. 0125 


1N4448 




















D 14 


50.04.0125 


1N4448 








R 01 


57 . 11 . 4473 


47 k 


5% .25W CF 






D 15 


50.04.0125 


1N4448 








R 02 


57.11.4823 


82 k 








D 16 


50.04.0125 


1N4448 








R 03 


57.11.4102 


1 k 








D 17 


50.04.0125 


1N4448 








R 04 


57.11.4223 


22 k 








D 18 


50.04.0125 


1N4448 








R 05 


57.11.4223 


22 k 








D 19 


— 










R 06 


57.11.4102 


1 k 








D 20 


50.04.0954 


AAZ 18 


Ge 


s 




R 07 


57.11.4823 


82 k 








D 21 


50.04.0954 


AAZ 18 








R 08 


57.11.4103 


10 k 








D 22 


50.04.0954 


AAZ 18 








R 09 


57.11.4102 


1 k 








D 23 


50.04.0954 


AAZ 18 








R 10 


57.11.4223 


22 k 








D 24 


50.04.0954 


AAZ 18 










R 11 


57.11.4102 


1 k 








D 25 


50.04.0125 


1N4448 










R 12 


57.11.4102 


1 k 






















R 13 


57.11.4105 


1 M 






















R 14 


57.39.2553 


255 k 


1% .25W MF 




















R 15 


57.11.4103 


10 k 


5% .25W CP 




















R 16 


57.11.4121 


120 E 






















R 17 


57.11.4472 


4,7 k 






ND 


DATE 


NAME 






ND 


DATE 


NAME 




© 






S = Siemens 




© 






PH = Philips 
B = Berg 
Td = Tele dyne 


© 


13.8.82 






© 


3.8.82 


Asf 


@ 


18,7,80 


Skal ,/gv 




© 


18.7.80 


Skal ,/gv 




® 


6.2.80 






© 


6.2.80 




o 


079 


Brodbeck/^v 




o 


0.79 


Brodbeck/^v 


STUDER 


PILOT SYNCHRONIZER MK II 


1.167.721 
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STUDER 


PILOT SYNCHRONIZER MK II 


1.167.721 
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13.08.82 





0 |©|©|©|©| 



)¥P©[1[^ 



B67 MK2 



SECTION 8/56 



PILOTTONE SYNCHRONIZER PCB 1.167.721 GR33 "ESE" 



INC 


POS NO 


PART NO 


VALUE 


SPECIFICATIONS/EQUIVALENT 


MFR 


2 


R 18 


57.11 .4473 


47 k 


5% .25W CF 






R 19 


57.11.4820 


82 E 


5% .25W CF 






R 20 


57.11.4820 


82 E 








R 21 


57.11.4820 


82 E 








R 22 


57.11.4183 


18 k 








R 23 


58.11.6102 


1 k 


30% LIN, Cermet 


S,H 




R 24 


58.11.6103 


10 k 








R 25 


57.39.1503 


150 k 


1% .25W MF 






R 26 


57.11.4102 


1 k 


5% .25W CF 






R 27 


57.11.4102 


1 k 








R 28 


57.11.4823 


82 k 








R 29 


57.11.4103 


10 k 








R 30 


57.11.4223 


22 k 








R 31 


57.11.4103 


10 k 








R 32 


57.11.4153 


15 k 








R 33 


57.11.4823 


82 k 








R 34 


57.11.4181 


180 E 








R 35 


58.11.6102 


1 k 


30% LIN, Cermet, 


S,H 




R 36 


57.39. 1003 


loo k 


i% .25W MF 






R 37 


57.39.1823 


182 k 








R 38 


57.11.4102 


1 k 


5% .25W CF 






R 39 


57.11.4473 


47 k 








R 40 


57.11.4103 


10 k 








R 41 


57.11.4183 


18 k 








R 42 


57.11.4472 


4,7 k 








R 43 


57.11.4153 


15 k 








R 44 


57.11.4153 


15, k 








R 45 


57.11.4224 


220 k 








R 46 


57.11.4183 


18 k 








R 47 


57.11.4223 


22 k 


. — 



|IND| 







13.8.82 


AH- 


18.7.80 


Skal.,/gy 


6.2.80 




a?9 


Brodbeck/gv 



STUDER 



CF = Carbon Film 
MF = Metal Film 



PILOT SYNCHRONIZER MK II 



S = Spectrol 
H = Helitrim 



PAGE 5 OF 7 



IND 


POS NO 


PART NO 


VALUE 


SPECIFICATIONS/EQUIVALENT 


MFR 




R 78 


57.11.4472 


4,7 k 


5% .25W CP 






R 79 


57.11.4472 


4,7 k 








R 80 


57.11.4472 


4,7 k 








R 81 


57.11.4121 


120 E 






2 


R 8.2 


57.11 .4473 


47 k 








R 83 


57.11.4822 


8,2 k 








R 84 


57.11.4822 


8.2 k 
































RZ 01 


57.88.3472 


8 X 4,7 k 


2% DIL 16 


AB,B 




























T 01 


1.022.405.00 




1 : 1 


Studer 




T 02 


1.022.405.00 




1 : 1 






























TP 03 


54.01.0020 
































_L_ 


XIC 


53.03.016 6 


8 -Pin 


IC-Socket DIL 






XIC 


53.03.0167 


14-Pin 


IC-Socket DIL 






XIC 


53.03.0168 


16-Pin 


IC-Socket DIL 





































































































IND 


DATE 


NAME 




© 






CF = Carbon Film AB = Allan Bradley 

B = Beckman 


© 


13.8.82 


Aft 




CO 

CO 

CD 


Skal ./gv 


© 


6.2.80 




o 


t379 


Brodbeck/^vj 


STUDER 


PILOT SYNCHRONIZER MK II 
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1 3.08.82 





B67 MK2 



SECTION 8/58 



iT[yp[i[M3 



WIRE HARNESS TO COVER WITH MONITOR AND ATTENUATOR 1.167.680 




6r. 34 EL 24 



WIRE HARNESS TO COVER WITH MONITOR/BBC 1.167.681 






B67 MK2 



SECTION 8/62 



ITQJOLiLM] 



WIRE HARNESS TO VU-METER PANEL 2CH 1.167.674 








B67 MKIi 



SECTION 8/72* 



CIS CONNECTOR HOUSINGS 



Anzahl Pins 


Best.-Nr. 


Numberof pins 


Order no 


Nombredebroches 


Nunnerod'ordre 


3 


54.01.0260 


4 


54.01.0280 


5 


54.01.0264 


6 


54.01.0230 


7 


54.01.0233 


8 


54.01.0265 


9 


54.01.0232 


10 


54.01.0266 


11 


54.01.0229 


12 


54.01.0231 


13 


54.01.0281 


14 


54.01.0282 


15 


54.01.0234 


16 


54.01.0283 


18 


54.01.0267 


20 


54.01.0286 



Steckerstift 

Connector pin 54.01.0401 

Broche de connection 



05.83 








««««««« ♦***♦* 



* * 

* * 

* » 

♦ * * 



* * * 
■f! * ♦ * 



* ♦ * * 

♦ <e * * 

i(c :«ci)c4i4;!«c4: 4: 

♦ 4: * ♦ 

4 4=** 

♦ 4* 4t 4e 4t>ic4 



4c 4: 4c4c4*4 

♦ ♦ * * * 

* * * ♦ 

<c 4 4 4 4*4 

4 4 4 4 4 

4 44-4 4 

4 4 44444 



SECTION 9/1 














PAGE 


1 OF 39 


TITLE : 


TAPE TRANSPORT £ AUDIO CIRCUITS * STUDER B67 -2CH-MK2 * 

44444444444444444444444444444444444444444444444444444444444 


1.167.559.00 

444444444444 


index: 1 

44444444 


DATE OF 
DATE OF 


ORIGIN: 80/12/03 
PROC.: 81/02/06 



OPTIONS IN EFFECT: 


LOCUS, SIGLIS, ALLCOL 


TOTAL GROUPS: 


37 






TOTAL ELEMEf TS: 


127 






TOTAL PINS: 


1561 






TOTAL UNUSED PINS: 


258 






MULTIPLE pins: 


0 



SIGNALS: TOTAL: 280 

used: 262 

UNUSED: 18 

DIAGNOSTICS GENERATED: NONE 



GROUP NODE = 4 
INTER GROUP NODE = » 
DIRECT WIRE TO # = < 
WIRING NOT CO'I^UTED = 3 



444 4444 444 4444 444444444444444444444444444444444444444444444444 44444*4444444444 44444444444444 4 4 444 4 44 4444 4 44444 444 44 444 4 4444 444 4444 4 4 
* STUDER 4 LOCATION PIN LIST * 81/02/06 * 08:31 4 P A G E 2 * 

44444444444444444444444444444444444444 444444444 44444 444444444 4 4444444444444444444 4444 4 44 4444 4 44444444444 444444 44 4 44 444 4 4444 444 4444 44 

TAPE TRANSPORT £ AUDIO CIRCUITS =5= STUDER 867 -2CH-MK2 * 1.167.559.00 80/12/03 



GR: 01 1.167.827.00 

MAINS S GROUND PANEL 

4444444444444444444444444444444444444444 



GR: 02 89.01.0384 

MAINS FILTER 

4444444444444444444444444444444444444444 



GR: 03 1.167. 813.00 

POWER SUPPLY 

4444444444444444444444444444444444444444 



EL: 01 POWER INPUT CONNECTOR , MAINS 



TYPE 


PT 


LV 


SIG.NAME 


COLOR F X 


Y 


L 


01 


0 


LINE-1 


1 




L 


02 


0 


LINE-2 


6 




L 


03 


0 


GND MAIN 


5 




EL: 


02 


GROUND-CHASSIS CONNECTION 




TYPE 


PT 


LV 


S IG.NAME 


COLOR F X 


Y 


L 


01 


0 


GND 


4 





EL: 


01 


MAINS FILTER 








EL: 


01 


CONN. TO MAIMS 


; SWITCH CABLE 




TYPE 


PT 


LV 


SIG.NAME 


COLOR F 


X 


Y 


TYPE 


PT 


LV SIG.NAME 


COLOR F X 


Y 


L 


01 


0 


LINE-1 


1 






MM 


01 


0 S-LINE 1 


1 




L 


02 


0 


LINE-2 


6 






NM 


02 


0 S-LINE 2 


6 




L 


03 


0 


GND MAIN 


5 






FF 


04 


0 FL-LINEl 


1 




L 


04 


0 


FL-LINEl 


1 






FF 


05 


0 FL-LINE2 


6 




L 


05 


0 


FL-LINE2 


6 
















L 


06 


0 


GND 


4 






EL: 


02 


MAIN FUSE 







TYPE 


PT 


LV 


SIG.NAME COLOR 


F 


X 


Y 


L 


01 


0 


S-LINE 1 1 








L 


02 


0 


F-LINE 1 1 








el: 


03 


VOLTAGE SELECTOR 








TYPE 


PT 


LV 


SIG.NAME COLOR 


F 


X 


Y 


L 


01 


0 


S-LINE 2 1,6 








L 


02 


0 


T- 3 2 








L 


03 


0 


T- 2 3 








L 


04 


0 


T- 4 4 








L 


05 


0 


T~ 6 5 








L 


06 


0 


T- 5 6 








L 


07 


0 


F-LINE 1 1,7 








EL: 


04 


POWER TRANSFORMER 








TYPE 


PT 


LV 


SIG.NAME COLOR 


F 


X 


Y 



L 


01 


0 


S-LIME 


2 1 


L 


02 


0 


T- 2 


3 


L 


03 


0 


T- 3 


2 


L 


04 


0 


T- 4 


4 


L 


05 


0 


T- 5 


6 


L 


06 


0 


T- 6 


5 


L 


07 


0 


F-LINE 


1 7 


L 


08 


0 


SCREEN 


0 


L 


09 


0 


T- 9 


4 


L 


10 


0 


T-10 


9 


L 


11 


0 


T-ll 


a 


L 


12 


0 


T-12 


0 


L 


13 


0 


T-13 


5 


L 


14 


0 


T-14 


1 


L 


15 


0 


T-15 


0 


L 


16 


0 


T-16 


0 


L 


17 


0 


T-17 


7 


L 


18 


0 


T-18 


7 


L 


19 


0 


T-19 


6 


L 


20 


0 


T-20 


6 


L 


21 


0 


T-21 


3 


L 


22 


0 


T-22 


3 


L 


23 


0 


T-23 


2 




SECTION 9/2 



*^[ ********************* ##<c* **#****####♦#** "S' *!»:««:***^t>>;*«#«**********<'t«!!t^**'('4'«:*<=*i«'*«^!t' 

# STUDER =« LOCATION PIN LIST * 81/02/06 * 08:31 * P A G E 3 * 

****:«:*♦*#* *****#«***#««***!«<#«**««##*##*«*****<'*«****#**********«***********«=«'*=«'’>=«:***********<'*'«:=*'*** *****"^*** 

TAPE TRANSPORT & AUDIO CIRCUITS * STUDER B67 -2CH-MK2 =«= 1.167.559 .00 80/12/03 



GR: 03 (CONTINUATION) 
POWER SUPPLY 




TYPE PT LV SIG.NAME COLOR F X Y 



L 2A 0 T-24 2 

L 25 0 T-25 3 

L 26 0 T-26 3 



GR: 04 1.167. 747.00 

DISTRIBUTION BOARD 



EL: 


01 D 


1ST] 


R . BOARD / 


MOTORS 


IN; 


Jl; J2 


TYPE 


PT 


LV 


SIG.NAME 


COLOR 


F 


X Y 1 


L 


01 


0 


T-25 


3 






L 


02 


0 


T-26 


3 






L 


03 


0 


T-15 


0 






L 


04 


0 


T-16 


0 






L 


05 


0 


T- 9 


4 






L 


06 


0 


T-11 


8 






L 


07 


0 


T-10 


9 






L 


08 


0 


T-12 


0 






L 


09 


0 


T-14 


1 






L 


10 


0 


T-13 


5 






EL: 


02 DISTR. BOARD, 


MOTORS 


OUT; 


: J3 


TYPE 


PT 


LV 


SIG.NAME 


COLOR 


F 


X Y 


N 


OIC 


0 


T-REF-M 








N 


02C 


0 


F-REF-M 


7 






N 


03C 


0 


F-M2 


9 






N 


04C 


0 


T-M2 


9 






H 


05C 


0 


F-Ml 


8 






N 


06C 


0 


T-Ml 


8 






N 


07C 


0 


F-M3 


0 






N 


0 8C 


0 


T-M3 


0 






N 


09C 


0 


F-ACl 


5 






N 


IOC 


0 


T-ACl 


5 






EL: 


03 DISTR. BOARD, 


DC IN; 


J5, 


J4 


TYPE 


PT 


LV 


SIG. NAME 


COLOR 


F 


X Y 


L 


01 


0 


T-17 


7 






L 


02 


0 


T-18 


7 






L 


03 


0 


T-19 


6 






L 


04 


0 


T-20 


6 






L 


05 


0 


T-21 


3 






L 


06 


0 


T-22 


3 






L 


07 


0 


T-23 


2 






L 


08 


0 


T-24 


2 






EL: 1 


34 DISTR. BOARD, 


DC OUT; 


; PI 




TYPE 


PT 


LV 


SIG.NAME 


COLOR 


F 


X Y 


P 


OID 


0 


T-24 








P 


02D 


0 


F-24 








P 


03D 


0 


T-12N 








P 


04D 


0 


F-12N 








P 


05D 


0 


T- 5 








P 


06D 


0 


F- 5 








P 


07D 


0 


T-12P 








P 


0 8D 


0 


F-12P 









GR: 05 1.167.746.81 

POWER SUPPLY STABILIZER 



EL: 01 POWER SUPPLY; DC IN 



TYPE 


PT 


LV 


SIG.NAME 


COLOR F 


X 


Y 


J 


01 


0 


T-24 








J 


02 


0 


F-24 








J 


03 


0 


T-12N 








J 


04 


0 


F-12N 








J 


05 


0 


T- 5 








J 


06 


0 


F- 5 








J 


07 


0 


T-12P 








J 


08 


0 


F-12P 








EL: 


02 


POWER SUPPLY, 


1 DC OUT 


TAP-TR 




TYPE 


PT 


LV 


SIG. NAME 


COLOR F 


X 


Y 


D 


01 


0 


+20.0 


1 






D 


02 


0 


+ 0.0 


4 






D 


03 


0 


+ 0.0 


4 






D 


04 


0 


+12 .0 


2 






D 


05 


0 


+ 12.0 


2 






D 


06 


0 


+ 12.0 








D 


07 


0 


+ 0 .0 








D 


08 


0 


KEY 








D 


09 


0 


+ 5.0 


3 






D 


10 


0 


+ 5 .0 


3 






D 


11 


0 


-12.0 


6 






D 


12 


0 


-12.0 


6 






0 


13 


0 


-12 .0 








D 


14 


0 


O-SOLEND 


4 






D 


15 


0 


+ 0.0 








0 


16 


0 


+24 .0 


7 






D 


17 


0 


+ 24.0 


7 






D 


18 


0 


+ 24. 0 








D 


19 


0 


-20 .0 








D 


20 


0 


-2 0.0 








EL: 


03 


POWER SUPPLY, 


, DC OUT 


AUDIO 




TYPE 


PT 


LV 


SIG.NAME 


COLOR F 


X 


Y 


D 


01 


0 


+ 20.0 


1 






D 


02 


0 


+ 0.0 








D 


03 


0 


+ 12.0 


2 






D 


04 


0 


+12 .0 








0 


05 


0 


+ 0.0 








D 


06 


0 


+ 0.0 


0 






D 


07 


0 


KEY 








D 


08 


0 


+ 0.0 








D 


09 


0 


+ 5.0 


3 






D 


10 


0 


+ 5.0 








D 


11 


0 


-12.0 


6 






D 


12 


0 


-12.0 








D 


13 


0 


+ 0 .0 


4 
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TAPE TRANSPORT G AUDIO CIRCUITS * STUDER B67 -2CH-MK2 4 1.167,559.00 80/12/03 



GR: 05 (CONTINUATION) 

POWER SUPPLY STABILIZER 

EL: 03 (CONTINUATION) 




GR: 06 1.167.802.00 

SENSOR ASSEMBLY LEFT 

el: 01 TAPE TENSION SENSOR LEFT 




GR: 07 1.167. 801.00 

SENSOR ASSEMBLY RIGHT 

♦ 4 «****«**** 

EL: 01 TAPE MOTION SENSOR Jl 


TYPE 


PT 


LV SIG.NAME 


COLOR F 


X 


Y 


TYPE 


PT 


LV SIG.NAME COLOR F 


X 


Y 


TYPE 


PT 


LV 


SIG. NAME 


COLOR F 


X 


Y 


D 


14 


0 +24.0 


7 






N 


01 


0 YAN-TTl 1 






N 


01 


0 


O-MOVE 


4 






D 


15 


0 -20.0 


5 






N 


02 


0 0-TTl 4 






N 


02 


0 


YBI-MOVE 


0 


















N 


03 


0 






N 


03 


0 


+ 5.0 


3 






EL: 


04 


POWER SUPPLY, 


■ DC OUT 


MONITOR 




N 


04 


0 +12.0 2 






N 


04 


0 


KEY 








— 


— 








— — 


N 


05 


0 KEY 






N 


05 


0 


QP-DIR2 


2 






TYPE 


PT 


LV SIG.NAME 


COLOR F 


X 


Y 


N 


06 


0 -12.0 6 






N 


06 


0 


Y-MOVE-C 


9 






— 


— 







— 


— 












N 


07 


0 


S-24.0 


7 






N 


01 


0 +5.0 








EL : 


02 


TAPE END SENSOR LEFT 






N 


08 


0 


QP-DIRl 


7 






N 


02 


0 -12.0 








— 


— 






— 


N 


09 


0 


S-TT2 


8 






N 


03 


0 -12.0 








TYPE 


PT 


LV SIG.NAME COLOR F 


X 


Y 
















N 


04 


0 +0.0 








— 


— 


. — 


— 


— 


EL: 


02 


TAPE 


i TENSION 


SENSOR RIGHT 


J2 


N 


05 


0 + 0. 0 








N 


01 


0 0-STT 4 






— 


— 












N 


06 


0 +0.0 








N 


02 


0 S-TTl 5 






TYPE 


PT 


LV 


SIG.NAME 


COLOR F 


X 


Y 


N 


07 


0 KEY 








N 


03 


0 S-24.0 7 






— 


— 


- — 




— , — .. _ _ 


— 




N 


08 


0 +12.0 








N 


04 


0 K-EDIT 1 






N 


01 


0 


YAN-TT2 


9 






N 


09 


0 +12.0 








N 


05 


0 KEY 






N 


02 


0 


0-TT2 


4 






N 


10 


0 +24.0 


















N 


03 


0 
































N 


04 


0 


+ 12.0 


2 






EL: 


05 


POWER SUPPLY, 


. DC OUT 


COUNTER 














N 


05 


0 


KEY 








— 


— 




— 




— 












N 


06 


0 


-12 .0 


6 






TYPE 


PT 


LV SIG.NAME 


COLOR F 


X 


Y 


























— 


— 










— 












EL: 


0 3 


TAPE 


; END SENSOR RIGHT 




J3 


N 


01 


0 +12,0 


















— 


— 


— 










N 


02 


0 +12.0 


2 
















TYPE 


PT 


LV 


SIG. NAME 


COLOR F 


X 


Y 


N 


03 


0 +0,0 


4 
















— 


-— 


- — 


— 


_ _ 


— 




N 


04 


0 + 0 .0 


4 
















N 


01 


0 


S-TT2 


8 






N 


05 


0 KEY 


















N 


02 


0 


S-TTl 


5 






N 


06 


0 + 5.0 


3 
















N 


03 


0 


S-24.0 


7 




























N 


04 


0 


K-EDIT 


1 




























N 


05 


0 


KEY 
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TAPE TRANSPORT £ AUDIO CIRCUITS * STUDER B67 -2CH-MK2 * 1.167.559.00 80/12/03 



GR: 08 1.167. 764.00 

SPOOLING MOTOR CONTROL (SUPPLY) 

*********** t***************^):** 



el: 01 SPOOLING MOTOR CTRL, SUPPLY 



TYPE PT LV SIG.NAME COLOR F X Y 



Y 01 0 CO-MI 0 

Y 02 0 T-Ml 0 

Y 03 0 T-Ml 8 

Y 04 0 F-Ml 8 

Y 05 0 QPWRIC 2 

Y 06 0 QPMRIE 6 

Y 07 0 QPWRIB 5 

Y 08 0 YAN-Ml 3 

Y 09 0 Y-FBMl 

Y 10 0 0-Ml 4 

Y 11 0 Ml-1 1 

Y 12 0 Ml-1 6 

Y 13 0 T-Ml 4 

Y 14 0 CO^Ml 5 



GR: 09 1.021.256.00 

SUPPLY MOTOR 1 

**************************************** 
EL: 01 SUPPLY MOTOR Ml 



TYPE PT LV SIG.NAME COLOR F X Y 



Y 01 0 T-Ml 4 

Y 02 0 Ml-1 1 

Y 03 0 CO-MI 5 

Y 04 0 Ml-1 6 



GR: 10 1. 167. 768. 00 

SPOOLING MOTOR CONTROL (TAKE-UP) 
**************************************** 



el: 01 SPOOLING MOTOR CTRL, TAKE-UP 



TYPE 


PT 


LV 


SIG. NAME 


COLOR F X Y 


Y 


01 


0 


C0-M2 


0 


Y 


02 


0 


T-M2 


0 


Y 


03 


0 


T-M2 


9 


Y 


04 


0 


F-M2 


9 


Y 


05 


0 


QPWR2C 


2 


Y 


06 


0 


QPWR2E 


6 


Y 


07 


0 


QPWR2B 


5 


Y 


08 


0 


YAN-M2 


0 


Y 


09 


0 


Y-FBM2 




Y 


10 


0 


0-M2 


4 


Y 


11 


0 


M2-1 


1 


Y 


12 


0 


M2-1 


5 


Y 


13 


0 


T-M2 


4 


Y 


14 


0 


C0-M2 


6 



************************************************************************************************************************************ 
♦STUDER* LOCATION PIN LIST ♦ 81/02/06 ♦ 08:31 * P A G E 6 ♦ 

*******^t*************************************************************************************************************************** 
TAPE TRANSPORT £ AUDIO CIRCUITS ♦ STUDER B67 -2CH-MK2 ♦ 1.167.559.00 80/12/03 



GR; 11 1.021.256.00 

TAKE-UP MOTOR 2 

**************************************** 

EL: 01 TAKE-UP MOTOR M2 



TYPE PT LV SIG.NAME COLOR F X Y 



Y 01 0 T-M2 4 

Y 02 0 M2-1 1 

Y 03 0 C0-M2 6 

Y 04 0 M2-1 5 



GR: 12 1.167.803.00 

PRESSURE SOLENOID 

**************************************** 
el: 01 PRESSURE SOLENOID 



TYPE PT LV SIG.NAME COLOR F X Y 



X 01+ 0 S-24.0 7 

X 02- 0 K-PRESS 9 



GR: 13 1.014.715.00 

TAPE LIFT SOLENOID 

**************************************** 



el: 01 TAPE LIFT SOLENOID 



TYPE PT LV SIG.NAME COLOR F X Y 



X 01+ 0 S-24.0 7 

X 02- 0 K-TLIFT 8 







SECTION 9/4 
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TAPE TRANSPORT E AUDIO CIRCUITS * STUDER B67 -2CH-MK2 * 1.167.559.00 80/12/03 



GR: 


: 14 


1. 


167.841 . 


00 


GR: 


15 


1 . 


167.770.00 


GR: 


16 


1. 


167. 775.00 


BRAK E + EDIT 


LIFT SOLENOID 


CAPST. SPEED 


CONT. (H- 


SPEED 1 .167.771.00) 


CAPST. ! 


^lOT. 


CQNT.IH- 


SPEED 1. 167. 776. 00) 


*<=!« 








:0i 4: :jc :)t *:(<:« « 




EL: 


01 


BRAKE LIFT 


SOLENOID 


EL: 


01 


CAPSTAN SPEED CONTROL J1 


EL: 


01 


CAPSTAN MOTOR CONTROL 


TYPE PT 


LV 


SIG.NAME COLOR F X Y 


TYPE 


PT 


LY 


SIG.NAME 


COLOR F X Y 


TYPE 


PT 


LV 


SIG. NAME 


COLOR F X Y 


N 


01 


0 


K-BRAKE 


0 


N 


01 


0 


S-FAST 


5 


Y 


0 1 


0 


C-M3 


0 


N 


02 


0 


K-EDIT 


1 


N 


02 


0 


S-SLOW 


0 


Y 


02 


0 


T-M3 


0 


N 


03 


0 


K-EDI T 


1 


N 


03 


0 


S-MED 


1 


Y 


03 


0 


T-M3 


0 


N 


04 


0 


K-EDIT 


1 


N 


04 


0 


KEY 




Y 


04 


0 


F-M3 


0 


N 


05 


0 


KEY 




N 


05 


0 


+ 24. 0 


7 


Y 


05 


0 


QPWR3C 


2 


N 


06 


0 


S-24. 0 


7 


N 


06 


0 


+ 5.0 


3 


Y 


06 


0 


QPWR3E 


6 


N 


07 


0 


S-24.0 


7 


N 


07 


0 


-12. 0 


6 


Y 


07 


0 


QPWR3B 


5 


N 


08 


0 


S-24.0 


7 


N 


08 


0 


+ 12. 0 


2 


Y 


08 


0 


YAN-M3 


9 



N 


09 


0 


+ 0.0 


4 


Y 


09 


0 


Y-FBM3 


8 


N 


10 


0 


0-M3 


4 


Y 


10 


0 


0-M3 


4 


N 


11 


0 


YAN-M3 


9 


Y 


12 


0 


M3-1 


8 


N 


12 


0 


Y-FBM3 


8 


Y 


13 


0 


T-M3 


5 












Y 


14 


0 


C-M3 


4 



EL : 


02 


CAPSTAN SPEED 


i CONTROL 


J2 


TYPE 


PT 


LV 


SIG. NAME 


COLOR F X 


Y 


N 


01 


0 


+ 0.0 


4 




N 


02 


0 


+ 24. 0 


7 




N 


03 


0 


KEY 






N 


04 


0 


B-SYNC 


4 




N 


05 


0 


Y-REFEXT 


5 




N 


06 


0 


S-REFE XT 


6 




N 


07 


0 


Y-REFINT 






N 


08 


0 


Y-TACHD 


1 




EL: 


03 


CAPSTAN SPEED 


1 CONTROL 


J3 


TYPE 


PT 


LV 


SIG. NAME 


COLOR F X 


Y 


Y 


01 


0 


YAC1-M3 


2 




Y 


02 


0 


YAC2-M3 


2 
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TAPE TRANSPORT E AUDIO CIRCUITS * STUDER B67 -2CH-MK2 * 1.167.559.00 80/12/03 



GR: 17 

CAPSTAN 

EL : 01 


1.021.310.00 
MOTOR ASSEMBLY 

CAPSTAN MOTOR ASSEM.ELY M3 


GR: 18 1. 167. 765. 00 

COUNTER 

CL: 01 COUNTER J1 


GR: 18 
COUNTER 

EL: 04 


(CONTINUATION) 

:{c * !{c * 4c ))c )jt !«t * ;«t !{t ijt t »:{.* *: 

(CONTI NUATI ON) 


TYPE PT 


LV S IG.NAME COLOR F X 




Y 


TYPE 


PT 


LV 


SIG. NAME 


COLOR F X 


Y 


TYPE 


PT 


LV 


S IG.NAME COLOR F 


X Y 


Y 01 


0 T-M3 5 






N 


01 


0 


+ 12.0 


2 




N 


05 


0 


K 4 4 




Y 02 


0 M3-1 8 






N 


02 


0 


+ 5.0 


3 




N 


06 


0 


K 3 3 




Y 03 


0 C-M3 4 






N 


03 


0 


S-SLOW 


0 




N 


07 


0 


K 2 2 












N 


04 


0 


S-FAST 


5 




N 


08 


0 


K 1 1 




EL : 0 2 


CAPSTAN MOTOR ASSEMBLY 


M3 




N 


05 


0 


KEY 




















— 


— 


N 


06 


0 


QP-DIR2 


2 














TYPE PT 


LV SIG.NAME COLOR F X 




Y 


N 


07 


0 


Yl-END 


1 



















_ _. 


— 


N 


08 


0 


QP-OI R1 


7 














Y 01 


0 YAC1-M3 2 






N 


09 


0 


Y2-REVRS 


8 














Y 02 


0 YAC2-M3 2 






N 


10 


0 


Y2-F0RW 


9 















N 


11 


0 


+ 0.0 


4 








N 


12 


0 


+ 0.0 


4 








EL: 


02 


COUNTER 








J2 


TYPE 


PT 


LV 


SIG.NAME 


COLOR 


F 


X 


Y 


N 


01 


0 


+ 0.0 


4 








N 


02 


0 


KEY 










N 


03 


0 


+ 5.0 


3 








N 


04 


0 












N 


05 


0 


+ 12.0 


2 








N 


06 


0 












N 


07 


0 


Y-CLK 


7 








N 


08 


0 












N 


09 


0 


Y-REVRS 


5 








N 


10 


0 


S-RESET 


1 








EL: 


03 


COUNTER 








J3 


TYPE 


PT 


LV 


SIG. NAME 


COLOR 


F 


X 


Y 


N 


01 


0 


KEY 










N 


02 


0 


+ 0.0 


0 








N 


03 


0 


+ 4.8 


8 








N 


04 


0 


SEG. G 


7 








N 


05 


0 


SEG. B 


2 








N 


06 


0 


SEG. A 


1 








N 


07 


0 


SEG. C 


3 








N 


08 


0 


SEG. D 


4 








N 


09 


0 


SEG. E 


5 








N 


10 


0 


SEG. F 


6 








EL: 


04 


COUNTER 








J4 


TYPE 


PT 


LV 


SIG.NAME 


COLOR 


F 


X 


Y 


N 


01 


0 












N 


02 


0 


S-RESET 


9 








N 


03 


0 


KEY 










N 


04 


0 


K 5 


5 









./. 




SECTIOIM 
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TAPE TRANSPORT & AUDIO CIRCUITS * STUDER B67 -2CH-MK2 * 1.167.559.00 80/12/03 



GR: 19 1.167.766.00 

COUNTER DISPLAY 

4< 4: :«< ;«c :«c t :«< * :(t * « « 4= * * 4: <c * >9= « * « « « 4c 4: « * * « 4: « « 4 « 



GR: 20 1.167.560.00 

POWER TRANSISTORS AND PHASE SHIFT CAPACI 

«4c«44c44c4444 44444c44c444c4c4c4c4c4c4 44c4<4c««4c4c44c444c 



GR: 21 1.167.790.00 

TAPE TRANSPORT CONTROL 

4c 4 4 «« 4 4 4 4 4 4 4 4c * 4 4 « 4 * 4 4c « 4c 4 4c 4c 4c 4c 4 4 4c 4c 4 « 4c 4: 4c 4 



TYPE PT LV SIG.NAME COLOR F, 



L 01 0 

L 02 0 

L 03 0 

L 04 0 

L 05 0 

L 06 0 

L 07 0 

L 08 0 

L 09 0 

L 10 0 

L 110 

L 12 0 

L 13 0 

L 14 0 

L 15 0 



SEG. D 4 

SEG. G 7 

SEG. C 3 

+ 4.8 8 

+ 0.0 0 

SEG. E 5 

SEG. F 6 

SEG. A 1 

SEG. B 2 

K 4 4 

K 2 2 

S-RESET 9 
K 5 5 

K 3 3 

K 1 1 



EL: 


01 


SUPF 


‘LY MOTOR 


TD A MCT $TnD 




EL: 


01 


TApC TpAMCpnj 


aT control 




J1 


TYPE 


PT 


LV 


SIG.NAME 


COLOR F X 


Y 


TYPE 


PT 


LV 


SIG.NAME 


COLOR F 


X 


Y 


L 


01 


0 


QPWRIC 


2 




N 


01 


0 


O-MOVE 


4 






L 


02 


0 


QPWRIE 


6 




N 


02 


0 


KEY 








L 


03 


0 


QPWRIB 


5 




N 


03 


0 


S-MUTE 


7 


















N 


04 


0 


QP-END 


9 






EL: 


02 


TAKE-UP MOTOR TRANSISTOR 




N 


05 


0 


YBI-MOVE 


0 






— 


— 








— 


N 


06 


0 


Yl-END 


1 






TYPE 


PT 


LV 


SIG.NAME 


COLOR F X 


Y 


N 


07 


0 


Yl-END 


1 






L 


01 


0 


QPWR2C 


2 




el: 


02 


TAPE TRANSPORT CONTROL 




J2 


L 


02 


0 


QPWR2E 


6 




— 


— 


— 










L 


03 


0 


QPWR2B 


5 




TYPE 


PT 


LV 


SIG.NAME 


COLOR F 


X 


Y 


EL: 


03 


CAPSTAN MOTOR TRANSISTOR 




N 


01 


0 


+ 0.0 


4 






— 


— 










N 


02 


0 


B-ST3P 


0 






TYPE 


PT 


LV 


SIG.NAME 


COLOR F X 


Y 


N 


03 


0 










— 


— 


. — 









N 


04 


0 


S-STOP 


7 






L 


01 


0 


CPWR3C 


2 




N 


05 


0 


S-REW 


5 






L 


02 


0 


QPWR3E 


6 




N 


06 


0 


S-FORW 


8 






L 


03 


0 


QPWR3B 


5 




N 


07 


0 


S-REC 


2 


















N 


08 


0 


CMD.ENB2 


0 






el: 


04 


SUPPLY MOTOR 


CAPACITOR 




N 


09 


0 


+24.0 


7 






— 


— 


— 








N 


10 


0 


B-STOP 


0 






TYPE 


PT 


LV 


SIG.NAME 


COLOR F X 


Y 


N 


11 


0 


B-FADRED 


3 






— 


— 


. — 









N 


12 


0 


S-REPR 


6 






L 


01 


0 


T-Ml 


0 




N 


13 


0 


B-FORW 


2 






L 


02 


0 


CO-MI 


0,9 




N 


14 


0 


B-REPR 


1 






L 


03 


0 


Cl-Ml 


9 




N 


15 


0 


KEY 




















N 


16 


0 


B-AUTO 


4 






EL: 


05 


TAKE-UP MOTOR CAPACITOR 




N 


17 


0 


B-REW 


3 






— 


— 










N 


18 


0 


B-REC 


9 






TYPE 


PT 


LV 


SIG.NAME 


COLOR F X 


Y 


N 


19 


0 


FAD-2 


2 






— 


— 


- — 







— 


N 


20 


0 


FAD- 1 


1 






L 


01 


0 


T-M2 


0 


















L 


02 


0 


C0-M2 


0, 8 




EL: 


03 


TAPE 


: TRANSPORT CONTROL 




J3 


L 


03 


0 


C1-M2 


8 




— 


— 


— 






— 
















TYPE 


PT 


LV 


S IG.NAME 


COLOR F 


X 


Y 


EL: 


06 


CAPSTAN MOTOR CAPACITOR 




— 


— 


. — 




-- 


— 




— 


— 










N 


01 


0 


+ 0.0 


4 






TYPE 


PT 


LV 


SIG.NAME 


COLOR F X 


Y 


N 


02 


0 


+ 12.0 


2 






— 


— 


■ — 









N 


03 


0 


-12.0 


6 






L 


01 


0 


T-M3 


0 




N 


04 


0 


S-24. 0 


7 






L 


02 


0 


C-M3 


0 




N 


05 


0 


S-24.0 


7 


















N 


06 


0 


S-24.0 


7 






EL: 


07 


POWER FREQUENCY SWITCH 




N 


07 


0 


+ 24. 0 


7 






— 


— 


— 








N 


08 


0 


Y2-F0RW 


9 






TYPE 


PT 


LV 


SIG.NAME 


COLOR F X 


Y 


N 


09 


0 


KEY 








— 


— 


- — 









N 


10 


0 


Y-REC 


3 






L 


01 


0 


CO-MI 


9 




N 


11 


0 


K-EDIT 


1 






L 


02 


0 


Cl-Ml 


9 




N 


12 


0 


K-PRESS 


9 






L 


03 


0 


C0-M2 


8 




N 


13 


0 


Y-MOVE-C 


9 






L 


04 


0 


C1-M2 


8 




N 


14 


0 


0-5TT 


4 







-/. 



4C44444444444444 444444 44444444444444444444444 4444 4444 4 44 4444 44 44 44444444444 4444 44 4 444 4 4444444 44 444444 4444 44444444 4 44 444 4444 4 444 44 44 44 
♦STUDER* LOCATION PIN LIST ♦ 81/02/06 ♦ 08:31 * PAGE 10 ♦ 
444444444444444444444444444444444444444444444444444444444444444444444444444444444444444444444444444444444444444444444444444444444444 

tape transport & AUDIO CIRCUITS * STUDER B6? -2CH-MK2 * 1.167.559,00 80/12/03 



GR: 21 (CONTINUATION) 

TAPE TRANSPORT CONTROL 

4444444444444444444444444444444444444444 



GR: 21 (CONTINUATION) 

TAPE TRANSPORT CONTROL 

:(c:9c:«c:tc44444444 4444444 444444444444444 444 444 



GR: 22 1.167.750.00 

CONNECTION BOARD 

4444444444444444444444444444444444444444 



EL: 03 (CONTINUATION) 



EL: 06 (CONTINUATION) 



TYPE 


PT 


LV 


SIG.NAME 


COLOR F 


X 


Y 


N 


15 


0 


K-PRESS 


9 






N 


16 


0 


K-BRAKE 


0 






N 


17 


0 


+ 5.0 


3 






N 


18 


0 


+ 5.0 


3 






N 


19 


0 


K-TL IFT 


8 






N 


20 


0 


O-SOLEND 


4 






EL: 


04 


TAPE TRANSPORT CONTROL 




J4 


TYPE 


PT 


LV 


SIG.NAME 


COLOR P 


X 


Y 


N 


01 


0 


+ 24.0 


7 






N 


02 


0 


S-ON 








N 


03 


0 


S-OFF 








N 


04 


0 


0-Ml 


4 






N 


05 


0 


+ 24.0 


1 






N 


06 


0 


F-ACl 


5 






N 


07 


0 


T-ACl 


5 






N 


08 


0 


KEY 








N 


09 


0 


0-TTl 


4 






N 


10 


0 


0-TT2 


4 






N 


11 


0 


0-M2 


4 






N 


12 


0 


YAN-Ml 


3 






N 


13 


0 


Y2-REVRS 


8 






N 


14 


0 


YAN-TT2 


9 






N 


15 


0 


YAN-M2 


0 






N 


16 


0 


+ 12.0 


2 






N 


17 


0 


YAN-TTl 


1 






N 


18 


0 


-12.0 


6 






N 


19 


0 


-12.0 


6 






N 


20 


0 


+ 12.0 


2 






EL: 


05 


MAINS SWITCH 


CABLE 






TYPE 


PT 


LV 


SIG.NAME 


COLOR F 


X 


Y 


FF 


01 


0 


S-LINE 1 


1 






FF 


02 


0 


S-LINE 2 


6 






MM 


04 


0 


FL-LINEl 


1 






MM 


05 


0 


FL-LINE2 


6 






el: 


06 


CONN. TO TAPE TENSION 


ADJ. 


J6 


TYPE 


PT 


LV 


SIG.NAME 


COLOR F 


X 


Y 



N 01 0 

N 02 0 

N 03 0 

N 04 0 

N 05 0 

N 06 



YAN-TT2 1 
YAN0-TT2 2 
KEY 

YAN-TCL 4 
B-FOR-PK 5 
YAN-TTR 6 



TYPE PT LV SIG.NAME COLOR F 



N 07 0 YAN-TTl 7 

N 08 0 YANO-TTl 8 

N 09 0 YAN-TTL 9 

N 10 0 YAN-TCR 0 

N 11 0 B-REW-PK 3 



EL: 01 CONNECTION BOARD AUDIO J1 



TYPE 


PT 


LV 


S IG.NAME 


COLOR F 


X 


Y 


D 


01 


0 


S-MUTE 


7 






D 


02 


0 


S-FAST 


5 






D 


03 


0 


S-MED 


1 






D 


04 


0 


S-SLDW 


0 






0 


05 


0 


KEY 








D 


06 


0 


Y-REC 


3 






D 


07 


0 


QP-END 


9 






D 


08 


0 










D 


09 


0 










D 


10 


0 










D 


11 


0 


+20.0 


1 






D 


12 


0 


-20.0 


5 






D 


13 


0 


+ 5.0 


3 






D 


14 


0 


+ 12.0 


2 






D 


15 


0 


-12.0 


6 






D 


16 


0 


+ 24.0 


7 






D 


17 


0 


+ 0.0 


0 






D 


18 


0 


+ 0.0 


4 






EL: 


02 


CONNECTION BOARD AUDIO 




J2 


TYPE 


PT 


LV 


SIG. NAME 


COLOR F 


X 


Y 


D 


01 


0 


S-READYl 


9 






D 


02 


0 


S-READY2 


4 






D 


03 


0 


S-READY3 


6 






D 


04 


0 


S-READY4 








D 


05 


0 


B-RECl 


8 






D 


06 


0 


B-REC2 


5 






D 


07 


0 


B-PI NLEV 


8 






D 


08 


0 


B-REC4 








D 


09 


0 


KEY 








EL : 


03 


CONNECTION BOARD AUDIO 




J3 


TYPE 


PT 


LV 


SIG.NAME 


COLOR F 


X 


Y 


D 


01 


0 


S-MONO 


0 






D 


02 


0 


B-MONO 


2 






D 


03 


0 


S-MUTE 


7 






D 


04 


0 


S-FAST 


5 






D 


05 


0 


S-MED 


1 






D 


06 


0 


S-SLOW 


0 






D 


07 


0 


KEY 








D 


08 


0 


Y-REC 


3 






D 


09 


0 


QP-END 


9 






D 


10 


0 










D 


11 


0 










D 


12 


0 










D 


13 


0 


+ 20. 0 


1 






D 


14 


0 


-20.0 


5 







./ . 



0 




SECTION 9/6 



*STUDER* LOCATION PIN LIST * 81/02/06 * 08:31 ♦ P A G E 11 * 
♦ >jc*:(c ♦♦♦♦♦*♦♦♦**«**»♦« >(<^"*****«<=******««4<******** «#«*♦***♦♦♦«***♦**♦*♦♦♦♦♦*♦♦♦***♦***♦♦***♦♦»♦*♦*♦**♦**»♦*'»'*♦*****#♦****♦**«♦*>!>* ***♦*4' 
TAPE TRANSPORT £ AUDIO CIRCUITS « STUDER B67 -2CH-MK2 * 1.167.559.00 80/12/03 



GR; 22 (CONTINUATION) 

CONNECTION BOARD 

i),^t:i:'!l,:^if:t‘**^*******^** ********** ********* 



EL: 03 (CONTINUATION) 



TYPE 


PT 


LV 


SIG.NAME 


COLOR F 


X 


Y 


D 


15 


0 


+ 5.0 


3 






D 


16 


0 


+ 12.0 


2 






D 


17 


0 


-12.0 


6 






D 


18 


0 


+ 24.0 


7 






D 


19 


0 


+ 0.0 


0 






D 


20 


0 


+ 0.0 


4 






el: 


04 


CONNECTION BOARD AUDIO 




J4 


TYPE 


PT 


LV 


SIG.NAME 


COLOR F 


X 


Y 


D 


01 


0 


S-READYl 


9 






D 


02 


0 


S-READY2 


4 






D 


03 


0 


S-READY3 


6 






D 


04 


0 


S-READY4 








D 


05 


0 


B-RECl 


8 






D 


06 


0 


B-REC2 


5 






D 


07 


0 


B-REC3 


8 






D 


08 


0 


B-REC4 








D 


09 


0 


+ 5.0 


3 






D 


10 


0 


KEY 








D 


11 


0 


+ 24. 0 


7 






D 


12 


0 


+ 0.0 


4 






el: 


05 


CONNECTION BOARD REMOTE 


; CTRL 


J1 


TYPE 


PT 


LV 


SIG.NAME 


COLOR F 


X 


Y 


D 


01 


0 


FAD-2 


2 






D 


02 


0 


FAO-1 


1 






D 


03 


0 


B-AUTO 








D 


04 


0 


B-REW 


3 






D 


05 


0 


KEY 








D 


06 


0 


S-PAUSE 








D 


07 


0 


S-AUTO 








D 


08 


0 


S-STOP 


7 






D 


09 


0 


S-FORW 


8 






D 


10 


0 


S-REPR 


6 






0 


11 


0 


S-REW 


5 






D 


12 


0 


S-REC 


2 






D 


13 


0 


+ 24.0 


7 






D 


14 


0 


+24.0 


7 






D 


15 


0 


LOC.ENB 


4 






D 


16 


0 


+ 0.0 


4 






D 


17 


0 


+ 0.0 


4 






D 


18 


0 


CMD.ENB2 


0 







GR: 22 (CONTINUATION) 

CONNECTION BOARD 

,i,^t:ii^i:^t********************************* 



EL * 


uo 


CuNNbuiluN buA^u ncMui 


! b C i kL J 2 


TYPE 


PT 


LV 


SIG.NAME 


COLOR F 


X Y 


D 


01 


0 


Y-CLK 


7 




D 


02 


0 


S-RESET 


1 




D 


03 


0 


Y-REVRS 


5 




D 


04 


0 


KEY 






D 


05 


0 


B-MONO 


2 




D 


06 


0 


S-MONO 


0 




0 


07 


0 


+ 5.0 


3 




D 


08 


0 


+ 12. 0 


2 




D 


09 


0 


+ 0.0 


4 




D 


10 


0 








D 


11 


0 








D 


12 


0 








D 


13 


0 








D 


14 


0 


B-FORW 


2 




D 


15 


0 


B-REPR 


1 




D 


16 


0 


B-STOP 


0 




D 


17 


0 


B-REC 


9 




D 


18 


0 


B-FADREO 


3 




EL: 


07 


CONNECTION BOARD COUNTER 


TYPE 


PT 


LV 


SIG.NAME 


COLOR F 


X Y 


D 


01 


0 


Y-CLK 


7 




D 


02 


0 


S-RESET 


1 




D 


03 


0 


Y-REVRS 


5 




D 


04 


0 


KEY 






D 


05 


0 


S-FAST 


5 




D 


06 


0 


S-SLOW 


0 




0 


07 


0 


+ 5.0 


3 




D 


08 


0 


+ 12.0 


2 




D 


09 


0 


+ 0.0 


4 




EL: 


08 


CONNECTION BOARD TAPE 


TRSP CTRL 


TYPE 


PT 


LV 


SIG.NAME 


COLOR F 


X Y 


D 


01 


0 


B-FCRW 


2 




D 


02 


0 


B-REPR 


1 




D 


03 


0 


B-STOP 


0 




D 


04 


0 


B-REC 


9 




0 


05 


0 


B-FADRED 


3 




D 


06 


0 


FAD-2 


2 




D 


07 


0 


FAD-1 


1 




D 


08 


0 


B-AUTO 


4 




D 


09 


0 


B-REW 


3 




D 


10 


0 


S-PAUSE 






D 


11 


0 


S-AUTO 






0 


12 


0 


S-STOP 


7 




D 


13 


0 


KEY 






0 


14 


0 


S-FORW 


8 





GR: 22 (CONTINUATION) 

CONNECTION BOARD 

i)t,i!itL:^iti:^)^ii:ii:it,*i^t*************************** 



EL i 


06 


1 ul 


jiSi i 1 NUA 1 X l 


JINI 






TYPE 


PT 


LV 


SIG.NAME 


COLOR F 


X 


Y 


D 


15 


0 


S-REPR 


6 






D 


16 


0 


S-REW 


5 






D 


17 


0 


S-REC 


2 






D 


18 


0 


+24.0 


7 






D 


19 


0 


+ 0.0 


4 






D 


20 


0 


CMD.ENB2 


0 






EL: 


09 


CONNECTION BOARD CAP 


SP CTRL 


J1 


TYPE 


PT 


LV 


SIG.NAME 


COLOR F 


X 


Y 


D 


01 


0 


S-REFEXT 


6 






D 


02 


0 


Y-REFEXT 


5 






D 


03 


0 


B-SYNC 


4 






D 


04 


0 


KEY 








D 


05 


0 


+ 24. 0 


7 






0 


06 


0 


+ 0.0 


4 






D 


07 


0 


Y-TACHO 


1 






0 


08 


0 


+ 5.0 


3 






D 


09 


0 


-12.0 


6 






D 


10 


0 


+ 12.0 


2 






el: 


10 


CONNECTION BOARD CAP 


SP CTRL 


J2 


TYPE 


PT 


LV 


SIG. NAME 


COLOR F 


X 


Y 


D 


01 


0 


+ 0.0 


1 






0 


02 


0 


+ 24.0 


2 






0 


03 


0 


KEY 








0 


04 


0 


S-REFEXT 


6 






D 


05 


0 


Y-REFEXT 


5 






D 


06 


0 


B-SYNC 


4 






EL: 


11 


CONNECTI ON BOARD CAP 


SP CTRL 


J3 


TYPE 


PT 


LV 


SIG. NAME 


COLOR F 


X 


Y 


D 


01 


0 


+ 0.0 


4 






D 


02 


0 


+24.0 


7 






D 


03 


0 


KEY 








D 


04 


0 


S-REFEXT 


6 






D 


05 


0 


Y-REFEXT 


5 






D 


06 


0 


B-SYNC 


4 







***************************************************** ************** ******************************************** 
* STUDER * LOCATION PIN LIST * 81/02/06 ♦ 08:31 # P A G E 12 * 

:it;i:ii:i^:i^:i:^it,itf^ii:iil^iil^if:^^^1f,lfii:if^*ir^#*1ft***************************************************************************************************** 
TAPE TRANSPORT S AUDIO CIRCUITS * STUDER B67 -2CH-MK2 * 1.157.559.00 80/12/03 



GR: 2A 1.020. 840.81 
HEAD BLOCK ASSEMBLY 

4=3ii:*i!l!ifi)-iiciHf*t***************************** 



GR: 25 1.167.612.81 

VU-NETER PANEL 2CH 

* 4 :************************************** 



GR: 25 (CONTINUATION) 

VU-METER PANEL 2CH 

ricilfttt************************************ 



el: 01 HEAD BLOCK ASSEMBLY 



el: 01 VU-METER PANEL CONNECTOR EL: 02 VU-METER PANEL CONNECTOR 



TYPE 


PT 


LV 


SIG.NAME 


COLOR 


A 


01 


0 


H-REPR-1 


0 


A 


02 


0 


0-REPR-l 


6 


AA 


03 


0 


SCREEN-1 


N 


A 


04 


0 


H-REPR-3 


6 


A 


05 


0 


O-REPR-3 


8 


AA 


06 


0 


SCREEN 




A 


07 


0 


S-READYl 


9 


A 


08 


0 


S-READY3 


6 


A 


09 


0 






A 


10 


0 


+ 0.0 


0 


A 


11 


0 


+ 12.0 


2 


A 


12 


0 


H-REC-1 


0 


A 


13 


0 


0-REC-l 


6 


A 


14 


0 


H-PILOTl 


0 


A 


15 


0 


0-P ILOTl 


6 


A 


16 


0 


H-ERAS-3 


2 


A 


17 


0 


O-ERAS-3 


9 


A 


18 


0 


H-ERAS-1 


0 


A 


19 


0 


0-ERAS-l 


6 


A 


20 


0 


H-REPR-2 


0 


A 


21 


0 


O-REPR-2 


6 


AA 


22 


0 


SCREEN-2 


N 


A 


23 


0 


H-REPR-4 


6 


A 


24 


0 


O-REPR-4 


8 


AA 


25 


0 


SCREEN 




A 


26 


0 


S-READY2 


4 


A 


27 


0 


S-READY4 


7 


A 


28 


0 


OP-END 


9 


A 


29 


0 


+ 5.0 


3 


A 


30 


0 


H-REC-2 


0 


A 


31 


0 


O-REC-2 


6 


A 


32 


0 


H-PIL0T2 


0 


A 


33 


0 


0-PIL0T2 


6 


A 


34 


0 


H-ERAS-4 


2 


A 


35 


0 


0-ERAS -4 


9 


A 


36 


0 


H-ERAS-2 


0 


A 


37 


0 


O-ERAS-2 


6 



TYPE 


PT 


LV 


SIG.NAME 


COLOR 




01 


0 


KEY 




B 


02 


0 


OUTl 


6 


B 


03 


0 


REPl 


0 




04 


0 






B 


05 


0 


OUT 1-1 


6 


B 


06 


0 


OUTl-2 


2 




07 


0 






B 


08 


0 


0UT2-2 


2 


B 


09 


0 


0UT2-1 


6 


B 


10 


0 


B-MONO 


2 


B 


11 


0 


S-MONO 


0 




12 


0 






B 


13 


c 


REP2 


0 


B 


14 


0 


0UT2 


6 


B 


15 


0 


+12.0 


2 


B 


16 


0 


+ 5.0 


3 


B 


17 


0 


-12.0 


6 


B 


18 


0 


INPl-0 




B 


19 


0 


REPl-0 




B 


20 


0 


REPl-0 






21 


0 






B 


22 


0 


OUTl-0 


4 


B 


23 


0 


OUTl-3 


9 




24 


0 






B 


25 


0 


0UT2-3 


9 


B 


26 


0 


OUT 2-0 


4 




27 


0 








28 


0 








29 


0 






B 


30 


0 


REP2-0 




B 


31 


0 


REP2-0 




B 


32 


0 


INP2-0 




BB 


33 


0 


GND 




B 


34 


0 


INPl 


0 


B 


35 


0 


RECl 


6 


B 


36 


0 


B-RECl 


8 


B 


37 


0 


S-REAOYl 


9 


B 


38 


0 


S-lNPl 


2 


B 


39 


0 


S-REPl 


1 


B 


40 


0 


Y-PEAK-1 


8 


B 


41 


0 


Y-PEAK-2 


9 


B 


42 


0 


S-REP2 


6 


B 


43 


0 


S-INP2 


7 


B 


44 


0 


S-READY2 


4 


B 


45 


0 


B-REC 2 


5 




46 


0 


KEY 






47 


0 






B 


48 


0 


REC2 


6 


B 


49 


0 


INP2 


0 


B 


50 


oa 


+ 0.0 


0 



TYPE PT LV SIS. NAME COLOR F X Y 



01 0 

A 02 0 

A 03 0 

04 0 

A 05 0 

A 06 0 

07 0 

A 08 0 

A 09 0 

A 10 0 

A 110 

12 0 

A 13 0 

A 14 0 

A 15 0 

A 16 0 

A 17 0 

A 18 0 

A 19 0 

A 20 0 

21 0 

A 22 0 

A 23 0 

24 0 

A 25 0 

A 26 0 

27 0 

28 0 

29 0 

A 30 0 

A 31 0 

A 32 0 

A 33 0 

A 34 0 

A 35 0 

A 36 0 

A 37 0 

A 38 0 

A 39 0 

A 40 0 

A 410 

A 42 0 

A 43 0 

A 44 0 

A 45 0 

A 46 0 

A 47 0 

A 48 0 

A 49 0 

A 50 0 



KEY 

OUTl 6 

REPl 0 

OUTl-1 6 

OUTl-2 2 

OUT2-2 2 

0UT2-1 6 

B-MQNO 2 

S-MONO 0 

REP2 0 

0UT2 6 

+ 12.0 2 

+ 5.0 3 

- 12.0 6 

INPl-0 
REPl-0 
REPl-0 

OUT 1-0 4 

OUTl -3 9 

0UT2-3 9 

OUT 2-0 4 



REP2-0 
REP2-0 
I NP2 -0 
GND 0 

INPl 0 
RECl 6 

B-RECl 8 
S-READYl 9 
S-INPl 2 
S-REPl 1 
Y-PEAK-1 8 
Y-PEAK-2 9 
S-REP2 6 
S-INP2 7 
S-READY2 4 
B-REC2 5 
KEY 



REC2 
INP2 
+ 0.0 



0 




SECTIOIM 



* STUDER ♦ LOCA TION PIN LIST * 81/02/06 * 08:31 * P A G E 13 * 

TAPE TRANSPORT S AUDIO CIRCUITS * STUDER B67 -2CH-MK2 « 1.167.559.00 80/12/03 



GR: 25 (CONTINUATION) 

VU-METER PANEL 2CH 

:4c « :«c :«c 4: :«c >$c * « :«c « :«c « :«c * :4<:«c « 4c )jc « « >!c )(c :{t :{c « « « 



GR: 25 (CONTINUATION) 

VU-METER PANEL 2CH 

4c 4c 4c * 4c 4c 4c 4= 4c « « 4c 4c «c 4= « 4c « 4< 4< « 4c 4< 4c 4c « 1 4c « « 4c 4c 4c « 4c 4c 4 4c # 4< 



GR: 25 (CONTINUATION) 

VU-METER PANEL 2CH 

4c 4c 4c 4c 4c 4c 4c 4c 4c 4c 4t 4e 4c 4c 4c 4c 4c 4: 4c 4c 4c 4c 4c 4c 4 4c 4c 4c 4c 4c 4c 4c 4c 4c 4c 4c 4c 4: 4c 4 



EL: 


03 


vu- 


METER PANEL 






J3 


EL : 


07 


VU- 


METER PANEL 






J r 


EL: 


11 


VU- 


METER PANEL 








TYPE 


PT 


LV 


S IG.NAME 


COLOR 


F 


X 


Y 


TYPE 


PT 


LV 


SIG.NAME COLOR 


F 


X 


Y 


TYPE 


PT 


LV 


S IG.NAME 


COLOR 


F 


X 


Y 


N 


01 


0 


S-REPl 










N 


01 


0 


-12.0 6 








L 


01 


0 


GNO 


0 








N 


02 


0 


S-INPl 










N 


02 


0 


+ 12.0 2 
























N 


03 


0 


B-RECl 


8 








N 


03 


0 


KEY 








EL; 


12 


VU- 


METER PANEL MONITOR 


CON. 


J12 


N 


04 


0 


S-READYl 


9 








N 


04 


0 


+ 5.0 3 








— 


— 


— 






— 




— 


N 


05 


0 


RECl 
























TYPE 


PT 


LV 


S IG.NAME 


COLOR 


F 


X 


Y 


N 


06 


0 


INPl 










EL: 


08 


VU- 


METER PANEL 






J8 


— 


— 


. — 






_ 







N 


07 


0 


INPl-0 










— 


— 


— 




— 


— 




N 


01 


0 


+ 12. 0 


2 








N 


08 


0 


INPl-0 










TYPE 


PT 


LV 


SIG.NAME COLOR 


F 


X 


Y 




02 


0 


KEY 










N 


09 


0 


+ 5.0 


3 








— 


— 


- — 




.. - 






N 


03 


0 


I NPl 


9 








N 


10 


0 


+ 5.0 


3 








N 


01 


0 


Y-PEAK-2 9 








N 


04 


0 


-12. 0 


6 
























N 


02 


0 


+ 5-0 3 








N 


05 


0 


OUTl-0 


4 








EL; 


04 


vu- 


METER PANEL 






J4 


N 


03 


0 










N 


06 


0 


REPl 


9 








— 


— 


— 






— — 






N 


04 


0 


+12.0 2 








N 


07 


0 


OUTl 










TYPE 


PT 


LV 


SIG.NAME 


COLOR 


fi 


X 


Y 


N 


05 


0 


-12.0 6 
























— 


— 


- — 






- - 






N 


06 


0 


KEY 








EL: 


13 


vu- 


METER PANEL MONITOR 


CON . 


J 13 


N 


01 


0 


REPl-0 
























— 


— 














N 


02 


0 


□UTl 










EL: 


09 


vu- 


METER PANEL 






J9 


TYPE 


PT 


LV 


S IG.NAME 


COLOR 


F 


X 


Y 
















































N 


04 


0 


RE PI 










TYPE 


PT 


LV 


SIG.NAME COLOR 


F 


X 


Y 


N 


01 


0 


+ 12. 0 










N 


05 


0 


+ 12.0 


2 








— 


— 


- — 




_ . 




— 




02 


0 


KEY 










N 


06 


0 


+ 12.0 


2 








N 


01 


0 


S-REP2 








N 


03 


0 


INP2 


9 








N 


07 


0 


+ 0.0 


0 








N 


02 


0 


S-INP2 








N 


04 


0 


-12. 0 










N 


08 


0 


+ 0.0 


4 








N 


03 


0 


B-REC2 5 








N 


05 


0 


0UT2-O 


4 








N 


09 


0 


-12 .0 


6 








N 


04 


0 


S-READY2 4 








N 


06 


0 


REP2 


9 








N 


10 


0 


-12.0 










N 


05 


0 


REC2 








N 


07 


0 


0UT2 










N 


11 


0 


KEY 










N 


06 


0 


INP2 
























N 


12 


0 


OUT 1*0 


4 








N 


07 


0 


INP2-0 








EL: 


14 


M-S 


CONTROL CONNECTOR 




J 14 


N 


13 


0 


OUTl-1 


6 








N 


08 


0 


INP2-0 








— 


— 








— 


— 




N 


14 


0 


OUTl-2 


2 








N 


09 


0 


+ 5.0 3 








TYPE 


PT 


LV 


SIG.NAME 


COLOR 


F 


X 


Y 


N 


15 


0 


OUTl-3 


9 








N 


10 


0 


+ 5.0 3 








— 


— 


. — 






_ 





































N 


01 


0 


KEY 










EL: 


05 


vu- 


METER PANEL 






J5 


EL: 


10 


vu- 


METER PANEL 






J 10 


N 


02 


0 


B-MONO 


2 








































03 


0 












TYPE 


PT 


LV 


SIG. NAME 


COLOR 


F 


X 


Y 


TYPE 


PT 


LV 


SIG.NAME COLOR 


F 


X 


Y 


N 


04 


0 


+ 5.0 


3 








— 


— 


- — 






- - 






— 


— - 


• — 




_ . 






N 


05 


0 


+ 0.0 










N 


01 


0 


-12.0 


6 








N 


01 


0 


REP2-0 








N 


06 


0 


+ 0.0 


4 








N 


02 


0 


+ 12.0 


2 








N 


02 


0 


OUT 2 








N 


07 


0 


S-MONO 


0 








N 


03 


0 


KEY 










N 


03 


0 


REP2-0 








N 


08 


0 


+ 12.0 










N 


04 


0 


+ 5.0 


3 








N 


04 


0 


REP2 








N 


09 


0 


+12.0 


2 
























N 


05 


0 


+12.0 2 








N 


10 


0 












EL: 


06 


vu- 


METER PANEL 






J6 


N 


06 


0 


+12.0 2 
























— 


— 


— 






— 






N 


07 


0 


+ 0.0 0 








EL: 


1 5 


CONNECTOR TO 


PILOT 


PANEL 


J 15 


TYPE 


PT 


LV 


SIG. NAME 


COLOR 


F 


X 


Y 


N 


08 


0 


+ 0.0 0 








— 














— 


— 


— 


• -- 






_ _ 




— 


N 


09 


0 


-12.0 6 








TYPE 


PT 


LV 


S IG.NAME 


COLOR 


F 


X 


Y 


N 


01 


0 


Y-PEAK-1 


8 








N 


10 


0 


-12.0 6 








— 


— 


. — 






_ 





— 


N 


02 


0 


+ 5-0 


3 








N 


11 


0 


KEY 








Q 


01 


0 


ME-VU-0 










N 


03 


0 












N 


12 


0 


0UT2-0 4 








Q 


02 


0 


S-TACHO 


6 








N 


04 


0 


+ 12 .0 


2 








N 


13 


0 


0UT2-1 6 








Q 


03 


0 


ME-VU-2 


0 








N 


05 


0 


-12.0 


6 








N 


14 


0 


0UT2-2 2 








Q 


04 


0 


ME-VU-1 


6 








N 


06 


0 


KEY 










N 


15 


0 


OUT2-3 9 








Q 


05 


0 


B-SYNC 


2 









Q 06 0 B-OVER A 



. /. 



4c 4c 4c 4c 4c 4c 4c 4c 4t 4c 4c 4c 4c 4c 4c 4c 4 4c 4c 4 4c 4 4c 4t 4c 4c 4c 4c 4c 4c 4c 4c 4c 4c 4c 4c 4c 4c 4c 4 4 4c 4c 4c 4: 4c 4c 4: 4e 4c 4c 4: 4c 4= 4c 4c 4c 4c 4< 4c 4c 4t 4c 4c 4c 4c 4c 4 4c 4c 4c 4c 4c 4c 4c 4c 4= 4c 4c 4c 4c 4c 4c 4c 4: 4c 4c 4c 4c 4c 4= 4c 4c 4c 4c 4c 4c 4c 4c 4c 4 4c 4c 4c 4c 4c 4= 4c 4c 4c 4c 4c 4c 4c * 4c 4c 4c 4c 4c 4c 4 4c 4c 4c 4c 4c 4c 4« 4c 4c 4c 
♦ STUDER 4c LOCATION PIN LIST ♦ 81/02/06 4c 08:31 ♦ PAGE 14 4= 

444 4444444 444444*4444 444444444 4444 4444444444444 4 44444444444444 4 4 4444444444 44444444444444 4444 4 4444444 444 4 44444 44 4 444444 4 444 44 44 4444 4 4 
TAPE TRANSPORT S AUDIO CIRCUITS ♦ STUDER B67 -2CH-MK2 ♦ 1.167.559.00 80/12/03 



GR: 25 (CONTINUATION) 

VU-METER PANEL 2CH 

4444444444444444444444444444444444444444 



GR: 26 1.067.654.00 

AUDIO CONNECTOR FIELD USA 

4444444444444444444444444444444444444444 



GR: 27 1. 167. 672.00 

AUDIO CONNECTOR FIELD PILOT 

4444444444444444444444444444444444444444 



EL: 


15 


(CONTINUATION) 






EL : 


01 


AUDIO CONNECTOR FIELD 


USA 


J1 


el: 


01 


AUDIO CONNECTOR FIELD 


PILOT 


JI 


TYPE 


PT 


LV 


SIG.NAME 


COLOR F 


X 


Y 


TYPE 


PT 


LV 


SIG.NAME 


COLOR F 


X 


Y 


TYPE 


PT 


LV 


SIG. NAME 


COLOR F 


X 


Y 


Q 


07 


0 


S-MAN 


5 






N 


01 


0 


INPl-2 


6 






L 


01 


0 


INP3-1 


2 






Q 


08 


0 


B-FEEDB 


6 








02 


0 


KEY 








L 


02 


0 


INP3-2 


2 






Q 


09 


0 


S-READY 


9 






N 


03 


0 


NC 








L 


03 


0 


+ 0.0 


9 






Q 


10 


0 


B-REF 


1 






N 


04 


0 


INPl-1 


0 






L 


04 


0 


0UT3-3 


9 






Q 


11 


0 


R-MAN 


8 




















L 


05 


0 


0UT3-2 


2 






Q 


12 


0 










EL: 


02 


AUDIO CONNECTOR FIELD 


USA 


J2 


L 


06 


0 


B-PI NLEV 


1 






Q 


13 


0 


+ 0.0 


0 






— 


— 


— 
























Q 


14 


0 










TYPE 


PT 


LV 


SIG.NAME 


COLOR F 


X 


Y 


el: 


02 


AUDIO CONNECTOR FIELD 


PNVJ 


MK2 








+ 0.0 




































Q 


16 


0 








N 


01 


0 


OUTl-2 


6 






TYPE 


PT 


LV 


S IG.NAME 


COLOR F 


X 


Y 


Q 


17 


0 












02 


0 


KEY 








— 


— 


. — 




_ 






Q 


18 


0 










N 


03 


0 


NC 








L 


01 


0 


INP3*1 


6 






Q 


19 


0 


+ 0.0 


0 






N 


04 


0 


OUTl -3 


0 






L 


02 


0 


INP3*2 


9 






Q 


20 


0 
























L 


03 


0 


+ 0.0 


0 






Q 


21 


0 


INST-DEV 


1 






EL: 


03 


AUDIO CONNECTOR FIELD 


USA 


J3 


L 


04 


0 


0UT3-3 


4 






Q 


22 


0 


*+ 5.0 








— 


— 


— 










L 


05 


0 


0UT3-2 


2 






Q 


23 


0 


*+ 5.0 








TYPE 


PT 


LV 


SIG.NAME 


COLOR F 


X 


Y 


L 


06 


0 


B-PI NLEV 


1 






Q 


24 


0 


K-MAINS 


8 






— 


— 


. — 




_ 




















Q 


25 


0 


*+ 5.0 








N 


01 


0 


INP2-2 


6 




















Q 


26 


0 


S-CON-1 


9 








02 


0 


KEY 






















Q 


27 


0 


S-CON-2 


4 






N 


03 


0 


NC 






















Q 


28 


0 


S-REF 


7 






N 


04 


0 


INP2-1 


0 




















Q 


29 


0 


B*P INLEV 


2 


































Q 


30 


0 


+ 5.0 


5 






EL: 


04 


AUDIO CONNECTOR FIELD 


USA 


J4 
















Q 


31 


0 


*+ 5.0 








— 


— 


— 
























Q 


32 


0 


*+ 5.0 


3 






TYPE 


PT 


LV 


SIG.NAME 


COLOR F 


X 


Y 

















N 01 0 0UT2-2 6 

02 0 KEY 

N 03 0 NC 

N 04 0 0UT2-3 0 




SECTION 9/8 



*f^:^ilc*******i*i^**********4***^**********i^:^*it‘********************‘************it‘********************1li*********>^***iti****************>lc**iit** 

* STUDER* LOCATION PIN LIST ♦ 81/02/06 * 08:31 * PAGE 15 * 

TAPE TRANSPORT £ AUDIO CIRCUITS * STUDER B67 -2CH-^K2 * 1.167.559.00 80/12/03 



GR: 28 1.067.654.00 

REMOTE CONTROL PANEL 

* « « # « 4e « « 4c « 4 4c « 4c 4nic 4c 4 4ngc <c 4: c«c 4c « 4c « « « « 4 4. « « « !(< « 4 « 



GR: 28 (CONTINUATION) 

REMOTE CONTROL PANEL 

« 4c 4c 4> 4c « 4c 4c 4c 4c 4c 4> 4< 4c 4c 4c 4< 4c 4< « 4c 4c 4c 4c 4c 4c 4c 4< 4c 4c 4: 4c « 4c 4c 4c 4c 4< 4c 4c 



GR: 28 (CONTINUATION) 

REMOTE CONTROL PANEL 

4c 4c 4c 4c 4c 4c 4c 4c 4 4c 4c 4c 4c 4c 4c 4c 4c 4c 4c 4c 4c 4c 4c 4c 4 4c 4c 4c 4c 4c 4c 4c 4c 4c 4c 4 4c 4c 4c 4c 



EL: 01 REMOTE CONTROL CONNECTOR EL: 02 CAPSTAN CuNiR.CuNN. (AC CuNlR.j 



TYPE 


PT 


LV 


SIG.NAME 


COLOR F 


X 


Y 


TYPE 


PT 


LV 


SIG.NAME 


COLOR F X Y 


B 


01 


0 


+ 0.0 


A 






B 


01 


0 








02 


0 


KEY 








B 


02 


0 


+2A.0 


2 


B 


03 


0 


B-REW 


3 








03 


0 


KEY 




B 


OA 


0 


B-FORW 


2 






B 


OA 


0 






B 


05 


0 


B-REPR 


1 






B 


05 


0 






B 


06 


0 


B-STOP 


0 






B 


06 


0 






6 


07 


0 


B-REC 


9 






B 


07 


0 






B 


08 


0 










B 


08 


0 






B 


09 


0 


B-MONO 


2 






B 


09 


0 






B 


10 


0 


B-FADRED 


3 






B 


10 


d 






B 


11 


0 


+ 0.0 


A 






B 


11 


0 


B-SYNC 


A 


6 


12 


0 


+ 12.0 


2 






B 


12 


0 






B 


13 


0 


Y-REVRS 


5 






B 


13 


0 


+ 0.0 


1 


B 


lA 


0 










B 


lA 


0 






B 


15 


0 










B 


15 


0 






6 


16 


0 


+ 5.0 


3 






B 


16 


0 






B 


17 


0 










B 


17 


0 






B 


18 


0 


CMD.ENB2 


0 






B 


18 


0 






6 


19 


0 










B 


19 


0 






B 


20 


0 










B 


20 


0 






B 


21 


0 










B 


21 


0 






B 


22 


0 












22 


0 


KEY 




B 


23 


0 










6 


23 


0 


S-REFEXT 


6 


B 


2A 


0 










B 


2A 


0 


Y-REFEXT 


5 


B 


25 


0 












25 


0 






B 


26 


0 


+2A.0 


7 
















B 


27 


0 










EL: 


03 


CAPSTAN CONTR.CDNN. (DC CONTR . ) 


B 


28 


0 










— 


— 


— 






B 


29 


0 










TYPE 


PT 


LV 


SIG.NAME 


COLOR F X Y 


B 


30 


0 










— 


— 


. — 






B 


31 


0 










B 


01 


0 


+ 0.0 


0 


B 


32 


0 










B 


02 


0 


+ 2A.0 


7 


B 


33 


0 












03 


0 


KEY 




B 


3A 


0 


+ 2A. 0 


7 








OA 


0 






B 


35 


0 


LOC.ENB 


A 






B 


05 


0 


Y-TACHD 


8 


6 


36 


0 


S-REW 


5 








06 


0 






B 


37 


0 


S-FORW 


8 








07 


0 






B 


38 


0 


S-REPR 


6 








08 


0 






B 


39 


0 


S-STOP 


7 








09 


0 






B 


AO 


0 


S-REC 


2 








10 


0 






B 


A1 


0 










B 


11 


0 


B-SYNC 


A 


B 


A2 


0 


S-MONO 


0 








12 


0 






B 


A3 


0 


FAD-1 


1 






B 


13 


0 


+ 0.0 


0 


B 


AA 


0 


FAD-2 


2 








lA 


0 






B 


A5 


0 


S-RESET 


1 








15 


0 






B 


A6 


0 


Y-CLK 


7 






B 


16 


0 


+ 0.0 


0 


B 


A7 


0 










B 


17 


0 


+ 12.0 


2 




A8 


0 


KEY 










18 


0 






B 


A9 


0 


+ 0.0 


A 








19 


0 






B 


50 


0 












20 


0 







fcL: 03 (CUNT INJATION) 

TYPE PT LV SIG.NAME COLOR F X Y 



22 0 KEY 

23 0 S-CAPEXT 6 

24 0 SPD-CTLl 5 

25 0 SPD-CTL2 1 



4i4c4c4c4c4 4c4c4c4c«444c4c4c«4c44c4c44c4c4c444c4c4c4c4c4c4c44c4cc4 4c4c4c4 4 4c4c4c4c4c4c4c4c4c4c44c4c4c4c44c4c4c4c444c4c4c4c«4c44c4c444c4<4 44 44c44c4 44c4c4c44c4c4c4c4 44c4c4c4c4c4c4c4c4>4c4c4c4c4c4c4c4c4c4c4c4c4c4c4c4c4c4c4c4c4c44c4c4c4c 
* STUDER 4c LOCATION PIN LIST 4c 81/02/06 4> 08:31 * PAGE 16 * 

4c4c4c4c4c4c4c4c4c4c44c4c4c4c4>4c4c4c4c4c44c4c4c44c4c4c4c4c44>4c4c4 44 444 444c4c4c4 4 44c44c4c4c4c4c4c4c4444c4*44c4c4c4c44c4c4c4<4«4c4c4c44c4c4c4c4c4c4c4c4c4c4c4c4c4c4c4c4c4c4c4c44c4c4c4c4c4c4c4c4c4c4 4c4c4c4c4c4c4c4c4c4c4c444c4c44c4c44c 
TAPE TRANSPORT £ AUDIO CIRCUITS * STUDER 867 -2CH-MK2 1.167.559.00 80/12/03 



GR: 30 GR: 30 (CONTINUATION) GR: 31 1.081.908.00 

MONITOR: PANEL EL 1-3, COVER EL 4/5 MONITOR: PANEL EL 1-3, COVER EL 4/5 MONITOR AMPLIFIER (BBC 1.167.627.00) 

4c4c4c4444444444c4c44c4c4c4 44c444c4c 444444444444444c 444444444444444 44444444444444 4 4444444444 44444 4 444 444 4444 44 44444444444444444 44444 



EL: 


01 


MONITOR PANEL 


. (CONN. TO GR 31 ) PI 


EL: 03 


(CONTINUATION) 






EL : 01 


MONITOR AMPLIFIER 




J1 


TYPE 


PT 


LV 


SIG.NAME 


COLOR F X Y 


TYPE PT 


LV 


SIG.NAME COLOR F 


X 


Y 


TYPE PT 


LV 


SIG.NAME COLOR F 


X 


Y 


N 


01 


0 


INPMO 


9 


15 


0 


KEY 






01 


0 


INPMO 








02 


0 


KEY 




16 


0 


-12.0 






02 


0 


KEY 






N 


03 


0 


INPMO-0 


A 


17 


0 


+ 12.0 






03 


0 


INPMO-0 






N 


OA 


0 


OUTMO-1 


9 


18 


0 


+ 0.0 






OA 


0 


OUTMO-1 






N 


05 


0 


OUTMO-2 


1 


19 


0 


+ 2A.0 






05 


0 


OUTMO-2 






N 


06 


0 


-12.0 


6 


20 


0 


GND 






06 


0 


-12.0 






N 


07 


0 


+ 12.0 


2 












07 


0 


+ 12.0 







EL: OA COVER WITH MONITOR 1. 167. 622. 00 
EL: 02 MONITOR PANEL 1.081.900.81 J1 



type PT LV SIG.NAME COLOR F X Y 

TYPE PT LV SIG.NAME COLOR F X Y 



— 












N 


01 


0 










01 


0 


REC2 




N 


02 


0 


-12.0 


6 




N 


02 


0 


INP2-0 


8 


N 


03 


0 


+ 12.0 


2 






03 


0 


INP2-3 




N 


OA 


0 


OUTl-0 


A 






OA 


0 






N 


05 


0 


OUTl-1 


9 






05 


0 






N 


06 


0 


0UT2-0 


A 






06 


0 


RECl 




N 


07 


0 


0UT2-1 


9 




N 


07 


0 


INP 1-0 


8 
















08 


0 


INPl-3 




EL : 


05 


COVER (CONNECTOR TO GR 31) 






09 


0 






— 


— 










N 


10 


0 


REP2-0 


A 


TYPE 


PT 


LV 


SIG.NAME 


COLOR F X 


Y 


N 


11 


0 


REP2 


2 


— 




. — 











12 


0 






N 


01 


0 


INPMO 


9 




N 


13 


0 


REP 1-0 


A 




02 


0 


KEY 






N 


lA 


0 


REPl 


2 


N 


03 


0 


I NPMO-0 


A 






15 


0 


KEY 




N 


OA 


0 


OUTMO-1 


9 




N 


16 


0 


-12.0 


6 


N 


05 


0 


OUTMO-2 


1 




N 


17 


0 


+ 12.0 


2 


N 


06 


0 


-12. 0 


6 






18 


0 


+ 0.0 




N 


07 


0 


+ 12.0 


2 





EL: 


19 

20 

03 


0 +2A.0 

0 GND 

MONITOR PANEL 1.081.900.81 J2 


TYPE 


PT 


LV 


S IG.NAME 


COLOR F X Y 




01 


0 


REC2 




N 


02 


0 


INP 2-0 


A 


N 


03 


0 


INP2-3 


9 




OA 


0 








05 


0 








06 


0 


RECl 




N 


07 


0 


INPl-0 


A 


N 


08 


0 


INPl-3 


9 




09 


0 






N 


10 


0 


REP2-0 


8 




11 


0 


REP2 






12 


0 






N 


13 


0 


REPl-0 


8 




lA 


0 


REPl 





. /. 




SECTION 9/9 



*STUDER* LOCATION PIN LIST ♦ 81/02/06 * 08:31 ♦PAGE 17 ♦ 

TAPE TRANSPORT fi AUDIO CIRCUITS ♦ STUDER B67 -2CH-MK2 ♦ 1.167.559.00 80/12/03 



GR: 32 1.167.780.00 GR: 33 1.167.721.00 GR: 33 (CONTINUATION) 

VARIABLE SPEED CONTROL PILOT SYNCHRONIZER MK2 PILOT SYNCHRONIZER MK2 

**:tciic:ftc:^it:i^ti******«:*******^^*************** «♦♦*♦*♦♦♦♦♦♦♦♦♦♦♦♦♦♦♦♦♦♦♦♦♦♦♦♦♦♦♦♦♦♦♦♦♦♦ ;(e <e 



EL: 01 CONN. TO P ILOT-SYNCHR . MK2 J1 EL: 01 PILOT SYNCHRONIZER MK2 J1 EL: 01 ( CONT IN J AT ION ) 



TYPE PT LV SIG.NAME COLOR F X Y TYPE PT LV SIG.NAME COLOR F X Y TYPE PT LV SIG.NAME COLOR F X Y 





01 


0 


Y-TACHD 


8 




0 


OlA 


0 


+ 0.0 


0 


0 


26C 


0 


S-CON-1 


9 




02 


0 


SPD-CTLl 


5 




0 


OIC 


0 


+ 0.0 


0 


0 


27A 


0 


B-STQP 


0 




03 


0 


0 

1 


6 




0 


02A 


0 


S-SLOW 


0 


0 


27C 


0 


S-CON-2 


6 




06 


0 


KEY 






0 


02C 


0 


S-TACHD 


6 


0 


28A 


0 


F-REF-M 


7 




05 


0 


S-CAPEXT 


6 




0 


03A 


0 


S-FAST 


5 


0 


28C 


0 


S-REF 


7 




06 


0 


+ 26.0 


7 




0 


03C 


0 


ME-VU-2 


0 


0 


29 A 


0 


+ 0.0 






07 


0 


+ 5.0 


3 




0 


06A 


0 


Yl-END 


1 


0 


29C 


0 


B^PINLEV 


2 




08 


0 








0 


06C 


0 


ME-VU-1 


6 


0 


30A 


0 


EX-REF2 


0 




09 


0 


+ 0.0 


0 




0 


05A 


0 


+ 0. 0 


0 


0 


30 C 


0 


+ 5.0 


3 




10 


0 


+ 12.0 


2 




0 


05C 


0 


B-SYNCl 


2 


0 


31A 


0 


EX-REFl 


6 














0 


06A 


0 


INP3-2 


6 


0 


31C 


0 


♦ + 5.0 


7 


EL: 


02 


CONN. TO REM. CONTR. PANEL 




0 


06C 


0 


B-OVER 


6 


0 


32A 


0 


+ 5.0 


3 


— 


— 










0 


OTA 


0 


INP3-1 


9 


0 


32C 


0 


♦ + 5.0 


3 


TYPE 


PT 


LV 


SIG.NAME 


COLOR F X 


Y 


0 


07C 


0 


S-MAN 


5 












— 


— 


. — 









0 


08A 


0 


OUT3-2 


2 












L 


01 


0 


+ 0.0 


0 




0 


08C 


0 


B-FEEDB 


6 












L 


02 


0 


B-SYNC 


6 




0 


09A 


0 


OUT 3- 3 


6 












L 


03 


0 


S-CAPEXT 


6 




0 


09C 


0 


S-READY3 


9 












L 


06 


0 


Y-TACHD 


8 




0 


lOA 


0 


K-PRESS 


9 












L 


05 


0 


+ 12.0 


2 




0 


IOC 


0 


B-REF 


1 












L 


06 


0 


+ 0.0 


0 






llA 


0 
















L 


07 


0 


+ 0.0 


0 




0 


lie 


0 


R-MAN 


8 












L 


08 


0 


+ 26.0 


7 






12A 


0 
















L 


09 


0 


SPD-CTLl 


5 




0 


12C 


0 


-12.0 


6 












L 


10 


0 


SPD-CTL2 


1 




0 


13A 


0 


Y-TACHD 


8 
























0 


13C 


0 


+ 0.0 


0 












EL: 


03 


CONN. TO INTERCONN. BOARD 


PI 


0 


16A 


0 


-12.0 


6 












— 


— 


— 






— 


0 


16C 


0 


-12.0 


6 












TYPE 


PT 


LV 


SIG.NAME 


COLOR E X 


Y 


0 


15A 


0 


+ 0.0 


0 












— 


— 


. — 









0 


15C 


0 


+ 0.0 


0 












D 


01 


0 


S-REFEXT 


6 




0 


16A 


0 


+ 12.0 


2 












D 


02 


0 


Y-REFEXT 


5 




0 


16C 


0 


+ 12.0 














D 


03 


0 


B-SYNC 


6 




0 


17A 


0 


S-CAPEXT 


6 












D 


06 


0 


KEY 








17C 


0 
















D 


05 


0 


+26.0 


7 




0 


18A 


0 


SPD-CTLl 


5 












D 


06 


0 


+ 0.0 


0 




0 


18C 


0 


INP3-1 














D 


07 


0 


Y-TACHD 


8 




0 


19A 


0 


+ 0.0 


0 












D 


08 


0 


+ 5.0 


3 




0 


19C 


0 


+ 0.0 


0 












D 


09 


0 


-12.0 


6 




0 


20A 


0 


+26.0 


7 












D 


10 


0 


+ 12.0 


2 




0 


20C 


0 


+ 26.0 


























0 


21A 


0 


INP3+1 


6 
























0 


21C 


0 


INST-DEV 


1 
























0 


22A 


0 


INP3^2 


9 


























22C 


0 




























0 


23A 


0 


OUT 3- 2 


6 


























23C 


0 




























0 


24A 


0 


0UT3-3 


2 
























0 


26C 


0 


K-MAINS 


8 
























0 


25A 


0 


Y-REC 


3 
























0 


25C 


0 


B-PINLEV 


1 
























0 


26A 


0 


B-PINLEV 


1 


./. 











♦ STUDER ♦ LOCATION PIN LIST ♦ 81/02/06 * 08:31 ♦ PAGE 18 ♦ 

«♦«♦«««««««««««♦«♦««««♦ «♦«♦«♦♦♦♦«♦«♦«♦♦♦«««*♦«♦♦♦♦♦♦♦♦♦♦♦♦♦♦♦♦♦♦♦♦♦♦♦♦♦ ♦♦♦♦♦♦♦♦♦♦♦♦♦♦ 
TAPE TRANSPORT € AUDIO CIRCUITS ♦ STUDER B67 -2CH-MK2 ♦ 1.167.559.00 80/12/03 



GR: 36 1.167.705.00 GR: 36 (CONTINUATION) GR : 36 (CONTINUATION) 

BASIS BOARD 2CH MK2 BASIS BOARD 2CH MK2 BASIS BOARD 2CH NK2 

******************* *******************Hf* ♦♦♦##*#♦«♦♦♦♦♦♦*♦♦*♦♦*♦♦♦♦♦♦♦#♦**♦♦!(=♦««♦♦ ****♦«♦**♦*♦**♦♦*♦*#*♦♦*♦#*###♦♦♦*#***## 



EL: 


01 


BASIS BOARD REPR-1 




J1 


el: 


02 


(CONTINUATION) 






el: 


03 


(CONTINUATION) 








TYPE 


PT 


LV 


SIG.NAME 


COLOR F 


X 


Y 


TYPE 


PT 


LV 


SIG.NAME COLOR 


F X 


Y 


TYPE 


PT 


LV 


SIG.NAME 


COLOR 


F 


X 


Y 


J 


01 


0 


0-REPR-l 


6 






J 


15 


0 


+ 0.0 S 






J 


29 


0 


S-MONO 


0 








J 


02 


0 


H-REPR-1 


0 






J 


16 


0 


+12. 0-A 






J 


30 


0 


REPRl 


9 








J 


03 


0 


SCREEN- 1 


N 






J 


17 


0 


OUT2-3 0 






J 


31 


0 


REPR2 


9 








J 


06 


0 










J 


18 


0 


OUT 2- 2 6 






J 


32 


0 


+ 5.0 










J 


05 


0 










J 


19 


0 


+ 0.0 






















J 


06 


0 










J 


20 


0 


+ 26.0 






EL: 


06 


BASIS BOARD 


REC-1 






J6 


J 


07 


0 










J 


21 


0 








— 











— 






J 


08 


0 










J 


22 


0 


S-SLOW 






TYPE 


PT 


LV 


SIG. NAME 


COLOR 


F 


X 


Y 


J 


09 


0 










J 


23 


0 


S-MED 






— 


— 


. — 






_ - 






J 


10 


0 


REPl 








J 


26 


0 


S-FAST 






J 


01 


0 


HF-ERASE 










J 


11 


0 


OUTl 








J 


25 


0 








J 


02 


0 


HF-BIAS 










J 


12 


0 










J 


26 


0 








J 


03 


0 


H-ERAS-1 


0 








J 


13 


0 


OUT 1-1 


2 






J 


27 


0 








J 


06 


0 


0-ERAS-l 


6 








J 


16 


0 


-12.0-A 








J 


28 


0 


CROSST-1 






J 


05 


0 


H-REC-l 


0 








J 


15 


0 


+ 0.0 


S 






J 


29 


0 


CROSST-2 






J 


06 


0 


0-REC-l 


6 








J 


16 


0 


+12 .0-A 








J 


30 


0 








J 


07 


0 


SCREEN 


N 








J 


17 


0 


OUTl-3 


0 






J 


31 


0 


S-MUTE 7 






J 


08 


0 












J 


18 


0 


□ UTl-2 


6 






J 


32 


0 


+ 5.0 






J 


09 


0 












J 


19 


0 


+ 0.0 




















J 


10 


0 


INPl 










J 


20 


0 


+26.0 








el: 


03 


BASIS BOARD H-S-SWITCH 


J3 


J 


11 


0 


REGl 










J 


21 


0 










— 


— 










J 


12 


0 












J 


22 


0 


S-SLOW 








TYPE 


PT 


LV 


SIG.NAME COLOR 


F X 


Y 


J 


13 


0 












J 


23 


0 


S-MED 








— 




. — 









J 


16 


0 


-12.0-A 










J 


26 


0 


S-FAST 








J 


01 


0 


INP2 0 






J 


15 


0 


+ 0.0 










J 


25 


0 










J 


02 


0 


REC2 6 






J 


16 


0 


+12 .0-A 










J 


26 


0 










J 


03 


0 


INPl 0 






J 


17 


0 


INPl-1 


0 








J 


27 


0 










J 


06 


0 


RECl 6 






J 


18 


0 


INPl-2 


6 








J 


28 


0 


CROSST-2 








J 


05 


0 








J 


19 


0 


+ 0.0 










J 


29 


0 


CROSST-1 








J 


06 


0 


REPl-0 S 






J 


20 


0 


+26.0 










J 


30 


0 










J 


07 


0 


REPl 0 






J 


21 


0 












J 


31 


0 


S-MUTE 








J 


08 


0 


OUTl 6 






J 


22 


0 


S-SLOW 










J 


32 


0 


+ 5.0 








J 


09 


0 


REP2-0 S 






J 


23 


0 


S-MED 
























J 


10 


0 


REP2 0 






J 


26 


0 


S-FAST 










EL: 


02 


BASIS BOARD REPR-2 




J2 


J 


11 


0 


0UT2 6 






J 


25 


0 












— 


— 












J 


12 


0 








J 


26 


0 












TYPE 


PT 


LV 


SIG.NAME 


COLOR F 


X 


Y 


J 


13 


0 








J 


27 


0 












— 


— 


. *_ 






— 




J 


16 


0 


-12.0-A 






J 


28 


0 


OSC-STRT 










J 


01 


0 


O-REPR-2 


6 






J 


15 


0 


+ 0.0 S 






J 


29 


0 


B-RECl 


8 








J 


02 


0 


H-REPR-2 


0 






J 


16 


0 


+12. 0-A 






J 


30 


0 


Y-REC 










J 


03 


0 


SCREEN-2 


N 






J 


17 


0 


RECR2 9 






J 


31 


0 


S-READYl 


9 








J 


06 


0 










J 


18 


0 


RECRl 9 






J 


32 


0 


+ 5.0 










J 


05 


0 










J 


19 


0 


+ 0.0 






















J 


06 


0 










J 


20 


0 


+ 26.0 






EL; 


05 


BASIS BOARD 


REC-2 






J5 


J 


07 


0 










J 


21 


0 








— 


— 


— 






— ... 


— 




J 


08 


0 










J 


22 


0 


S-SLOH 






TYPE 


PT 


LV 


SIG.NAME 


COLOR 


F 


X 


Y 


J 


09 


0 










J 


23 


0 


S-MEO 






— 


— 


. — 






- - 


— 




J 


10 


0 


REP2 








J 


26 


0 


S-FAST 






J 


01 


0 


HF-ERASE 










J 


11 


0 


0UT2 








J 


25 


0 


Y-PEAK-2 3 






J 


02 


0 


HF-BIAS 










J 


12 


0 










J 


26 


0 


Y-PEAK-l 6 






J 


03 


0 


H-ERAS-2 


0 








J 


13 


0 


0UT2-1 


2 






J 


27 


0 


B-MONO 2 






J 


06 


0 


O-ERAS-2 


6 








J 


16 


0 


-12.0-A 








J 


28 


0 








J 


05 


0 


H-REC-2 


0 




















. /. 












./. 
















. /. 




SECTION 9/10 



♦STUDER* LOCATION PIN LIST * 81/02/06 * 08:31 * PAGE 19 * 

TAPE TRANSPORT E AUDIO CIRCUITS * STUDER 867 -2CH-MK2 * 1. 167.559.00 * 80/12/03 



GR: 34 (CONTINUATION) GR: 34 (CONTINUATION) GR: 34 (CONTINUATION) 

BASIS BOARD 2CH MK2 BASIS BOARD 2CH MK2 BASIS BOARD 2CH MK2 

***#**♦#*#:*##«*#!#♦♦*♦:«!«♦#*!(:**«*****#♦*♦# tc:(e:^**)^ifiiiii:^Hft************-^****'*‘**'^******* »«♦«*♦♦**♦**<»!*♦ ’^*«e *♦*«= ■«<>(= 



el: 


05 


(CONTINUATION) 






EL: 


06 


(CONTINUATION) 




el: 


08 


BASIS BOARD 


PILOT 






J8 


TYPE 


PT 


lv 


SIG.NAME 


COLOR 


F. X 


Y 


TYPE 


PT 


LV 


SIG.NAME 


COLOR F X 


Y 


TYPE 


PT 


LV 


SIG.NAME 


COLOR 


F 


X 


Y 


J 


06 


0 


O-REC-2 


6 






J 


20 


0 


+ 24.0 






J 


01 


0 


HF-ERASE 










J 


07 


0 


SCREEN 


N 






J 


21 


0 








J 


02 


0 


HF-BIAS 










J 


08 


0 










J 


22 


0 


S-SLQW 


0 




J 


03 


0 


SCREEN 


N 








J 


09 


0 










J 


23 


0 


S-MED 


1 




J 


04 


0 


0-PI LOTI 


6 








J 


10 


0 


INP2 








J 


24 


0 


S-FAST 


5 




J 


05 


0 


H-PILOTl 


0 








J 


11 


0 


REC2 








J 


25 


0 








J 


06 


0 


0-PIL0T2 


6 








J 


12 


0 










J 


26 


0 








J 


07 


0 


H-PIL0T2 


0 








J 


13 


0 










J 


27 


0 








J 


08 


0 


SCREEN 


N 








J 


14 


0 


-12.0-A 








J 


28 


0 


OSC-STRT 






J 


09 


0 












J 


15 


0 


+ 0.0 








J 


29 


0 








J 


10 


0 


INP3-1 


2 








J 


16 


0 


+ 12. O-A 








J 


30 


0 


Y-REC 






J 


11 


0 


INP3-2 


9 








J 


17 


0 


INP2-1 


0 






J 


31 


0 








J 


12 


0 












J 


18 


0 


INP2-2 


6 






J 


32 


0 


+ 5.0 






J 


13 


0 












J 


19 


0 


+ 0.0 




















J 


14 


0 


-12.0-A 










J 


20 


0 


+ 24.0 








el; 


07 


BASI S BOARD 


STABILIZER 


J7 


J 


15 


0 


+ 0.0 










J 


21 


0 










— 


— 


— 








J 


16 


0 


+12 .O-A 










J 


22 


0 


S-SLOW 








TYPE 


PT 


LV 


SIG.NAME 


COLOR F X 


Y 


J 


17 


0 


OUT3-2 


2 








J 


23 


0 


S-MED 








— 


— 


. — 









J 


IS 


0 


0UT3-3 


9 








J 


24 


0 


S-FAST 








J 


01 


0 








J 


19 


0 


+ 0.0 










J 


25 


0 










J 


02 


0 








J 


20 


0 


+ 24. 0 










J 


26 


0 










J 


03 


0 








J 


21 


0 












J 


27 


0 










J 


04 


0 


-20.0 


5 




J 


22 


0 


S-SLOW 










J 


28 


0 


OSC“$TRT 








J 


05 


0 








J 


23 


0 


S-MED 










J 


29 


0 


B-REC2 


5 






J 


06 


0 








J 


24 


0 


S-FAST 










J 


30 


0 


Y-REC 


3 






J 


07 


0 


+ 20.0 


1 




J 


25 


0 












J 


31 


0 


S-READY2 


4 






J 


08 


0 








J 


26 


0 












J 


32 


0 


+ 5.0 








J 


09 


0 








J 


27 


0 


























J 


10 


0 


+ 0.0 


4 




J 


28 


0 


OSC-STRT 










el: 


06 


BASIS BOARD 


OSCILLATOR 


J6 


J 


11 


0 








J 


29 


0 


B-PINLEV 


8 








— 


— 


— 










J 


12 


0 








J 


30 


0 


Y-REC 










TYPE 


PT 


LV 


S IG.NAME 


COLOR 


F X 


Y 


J 


13 


0 








J 


31 


0 


S-READY3 


6 








— 


— 


• — 




> — 







J 


14 


0 


-12.0-A 






J 


32 


0 


+ 5.0 










J 


01 


0 


HF-ERASE 








J 


15 


0 


+ 0.0 






















J 


02 


0 


HF-BIAS 








J 


16 


0 


+ 12. O-A 






EL: 


11 


FIELD TO L IGHT SENSOR 






J 


03 


0 










J 


17 


0 








— 


— 








— 


— 




J 


04 


0 










J 


18 


0 








TYPE 


PT 


LV 


SIG.NAME 


COLOR 


F 


X 


Y 


J 


05 


0 










J 


19 


0 


+ 0.0 






— 


— 


. — 






_ _ 


— 




J 


06 


0 










J 


20 


0 


+ 24.0 


7 




L 


01 


0 


QP-END 


9 








J 


07 


0 










J 


21 


0 
























J 


08 


0 










J 


22 


0 








EL: 


12 


FIELD READY 










J 


09 


0 










J 


23 


0 








— 


— 








— 


— 


— 


J 


10 


0 










J 


24 


0 








TYPE 


PT 


LV 


SIG.NAME 


COLOR 


F 


X 


Y 


J 


11 


0 










J 


25 


0 








— 




. — 






_ - 






J 


12 


0 










J 


26 


0 








L 


01 


0 


S-READYl 


5 








J 


13 


0 










J 


27 


0 
























J 


14 


0 


-12.0-A 








J 


28 


0 








EL: 


20 


CONN. PILOT 


IN/OUT 






J20 


J 


1 5 


0 


+ 0.0 








J 


29 


0 








— 


— 


— 




. — 


— 






J 


16 


0 


+ 12. O-A 








J 


30 


0 








TYPE 


PT 


LV 


SIG.NAME 


COLOR 


F 


X 


Y 


J 


17 


0 










J 


31 


0 








— 




. — 






_ _ 


— 




J 


18 


0 










J 


32 


0 


+ 5.0 








01 


0 


0UT3-3 










J 


19 


0 


+ c.o 






















02 


0 


0UT3-2 











./. ./. 



*#*«****♦**«♦*#♦*#**♦*♦«♦««♦*♦♦#♦*♦♦♦♦*♦♦**♦«»**♦♦♦* i«.*«#!jt#*4c***:(t*4c*«**«t»***#!jt»#«t*«t*«e#*«#***:****««*#*«c****ijt««#«« 

* STUDER * LOCATION PIN LIST * 81/02/06 » 08:31 ♦ P A G E 20 # 

t***^*********^*****A(**^i^**^****^*^***4**t***if:*****if:***if*****^**tf*itii)c***i^*ii^**-^*iii*iit:i)s:ic#tft***’^*t‘**^***r^***********^**it:^*******t^ 

TAPE TRANSPORT E AUDIO CIRCUITS * STUDER 867 -2CH-MK2 « 1.167.559.00 80/12/03 



GR: 34 (CONTINUATION) 
BASI S BOARD 2CH MK2 

*************** 



EL: 20 (CONTINUATION) 



TYPE PT 


LV 


SIG.NAME COLOR F X Y 


03 


0 


+ 0.0 


04 


0 


KEY 


05 


0 


KEY 


06 


0 


+ 0-0 


07 


0 


INP 3- 1 


08 


0 


INP3-2 


09 


0 


KEY 


10 


0 


B-P INLEV 


EL: 21 


CONN. TAPE DECK (TO PIL.F0L.)J21 


TYPE PT 


LV 


SIG.NAME COLOR F X Y 


01 


0 




02 


0 




03 


0 


KEY 


04 


0 


K-PRESS 


05 


0 


B-STOP 


06 


0 


Yl-END 


07 


0 


Y-TACHD 


EL: 2 2 


CONN. PIL. FOL-IFR.TAPE DECK)J22 


TYPE PT 


LV 


SIG.NAME COLOR P X Y 


01 


0 




02 


0 




03 


0 


KEY 


04 


0 


K-PRESS 9 


05 


0 


B-STOP 0 


06 


0 


Yl-END 1 


07 


0 


Y-TACHD 8 


el: 23 


CONN. PIL. FOL. (FR. AUDIO ) J23 


TYPE PT 


L V 


SIG.NAME COLOR F X Y 


01 


0 


+ 24.0 7 


02 


0 


KEY 


03 


0 


+ 0.0 0 


04 


0 


S-SLOW 0 


05 


0 


S-FAST 5 


06 


0 


Y-REC 3 


07 


0 


+ 5.0 3 


08 


0 


-12.0 6 


09 


0 


+ 0.0 0 


10 


0 


+12.0 2 



GR: 34 (CONTINUATION) 

BAS IS BOARD 2CH MK2 

**************************************** 



EL: 24 CONN. MONITOR J24 



TYPE 


PT 


LV 


SIG.NAME 


COLOR F 


X 


Y 




01 


0 


OUT 1-1 










02 


0 


OUTl-0 










03 


0 


REPl 










04 


0 


+ 0.0 










05 


0 


INPl 










06 


0 


KEY 










07 


0 


INP2 










08 


0 


+ 0.0 










09 


0 


REP2 










10 


0 


□UT2-0 










11 


0 


0UT2-1 










12 


0 


-12. 0 


6 








13 


0 


+ 0.0 


0 








14 


0 


+ 12.0 


2 






EL: 


25 


CONN. VU-PANEL (SUPPLY) 


J25 


TYPE 


PT 


LV 


SIG.NAME 


COLOR F 


X 


Y 




01 


0 


GND 










02 


0 


+ 5.0 


3 








03 


0 


B-MONO 


2 








04 


0 


S-MONO 


1 








05 


0 


KEY 










06 


0 


-12.0 


6 








07 


0 


+ 0.0 










08 


0 


+ 12.0 


2 






EL: 


26 


CONN. VU-PANEL (AUDIO 


CH2 


MS)J26 


TYPE 


PT 


LV 


SIG.NAME 


COLOR F 


X 


Y 




01 


0 


RECR2 


9 








02 


0 


INP2 










03 


0 


INP2-0 


S 








04 


0 


REP2-0 










05 


0 


REPR2 


9 








06 


0 


OUT 2 










07 


0 


KEY 










08 


0 


REP2-0 










09 


0 


KEY 










10 


0 


0UT2-3 










11 


0 


0UT2-2 










12 


0 


OUT 2-1 










13 


0 


0UT2-0 










14 


0 


Y-PEAK-2 










15 


0 


S-READY2 










16 


0 


B-REC2 









GR: 34 (CONTINUATION) 

BASIS BOARD 2CH MK2 

**************************************** 



el; 27 CONN. VU-PANEL (AUDIO CH2 ) J27 



TYPE 


PT 


LV 


SIG.NAME 


COLOR 


F 


X 


Y 




01 


0 


REC2 


6 










02 


0 


INP2 


0 










03 


0 


INP2-0 


S 










04 


0 


REP2-0 


S 










05 


0 


REP2 


0 










06 


0 


0UT2 


6 










07 


0 


KEY 












08 


0 


REP2-0 


S 










09 


0 


KEY 












10 


0 


0UT2-3 


9 










11 


0 


□UT2-2 


6 










12 


0 


0UT2-1 


2 










13 


0 


0UT2-0 


S 










14 


0 


Y-PEAK-2 


3 










15 


0 


S-READY2 


7 










16 


0 


B-REC2 


8 








EL: 


28 


CONN. VU-PANEL (AUDIO 


CHI 


'(S)J28 


TYPE 


PT 


LV 


SIG.NAME 


COLOR 


F 


X 


Y 




01 


0 


B-RECl 












02 


0 


S-READYl 












03 


0 


Y-PEAK-1 












04 


0 


KEY 












05 


0 


RECRl 


9 










06 


0 


INPl 












07 


0 


INPl-0 












08 


0 


REPl-0 












09 


0 


REPRl 


9 










10 


0 


OUTl 












11 


0 


KEY 












12 


0 


REPl-0 












13 


0 


OUTl-0 












14 


0 


OUTl-2 












15 


0 


OUTl-3 












16 


0 


OUTl-1 










EL: 


29 


CONN. VU-PANEL (AUDIO 


CHI) 


J29 


TYPE 


PT 


LV 


SIG. NAME 


COLOR 


F 


X 


Y 




01 


0 


B-RECl 


6 










02 


0 


S-REAOYl 


5 










03 


0 


Y-PEAK-1 


4 










04 


0 


KEY 












05 


0 


RECl 


6 










06 


0 


INPl 


0 










07 


0 


INPl-0 


S 










08 


0 


REPl-0 


S 










09 


0 


REP 1 


0 










SECTION 9/11 



* STUDER * LOCATION PIN LIST * 81/02/06 * 08:31 * PAGE 21 * 

«*<c*»#««««#«*#4t«««*#*#4#*<.«****»*«*#*«!!t«#^********#********#«*****»»<'*************************************************************** 

TAPE TRANSPORT £ AUDIO CIRCUITS * STUDER B67 -2CH-MK2 * 1.167.559.00 80/12/03 



GR: 34 (CONTINUATION) 

BASI S BOARD 2CH MK2 

**i(tj)c**##)jc^e***##«*«*«*******##:^! »*«**♦*#** 



EL: 29 (CONTINUATION) 



TYPE 


PT 


LV 


SIG.NAME 


COLOR F 


X 


Y 




10 


0 


OUTl 


6 








11 


0 


KEY 










12 


0 


REPl-O 


S 








13 


0 


OUTl-0 


S 








14 


0 


OUT 1-2 


6 








15 


0 


OUTl-3 


9 








16 


0 


OUTl-1 


2 






EL: ' 


99 


BASIS BOARD 


CHASS IS 






TYPE 


PT 


LV 


SIG.NAME 


COLOR F 


X 


Y 



GR: 35 1. 167.677. 00 

VU-METER PANEL CONN TO PNVU MK2 



GR: 36 1.167.791.00 

TAPE TENSION ADJ. BOARD 



el: 01 VU-METER PANEL CONN TO PNVU MKZ fcL: 01 CuNN. lO TAPE DECK CONTROL Pi 

TYPE PT LV SIG.NAME COLOR F X Y TYPE PT LV SIG.NAME COLOR F X Y 





01 


0 


KEY 




N 


01 


0 


YAN-TT2 


1 


B 


02 


0 


OUTl 


6 


N 


02 


0 


YAN0-TT2 


2 


B 


03 


0 


REP 1 


0 


N 


03 


0 


KEY 




BB 


04 


0 


*+ 5.0 


3 


N 


04 


0 


YAN- TCL 


4 


B 


05 


0 


OUTl-1 


6 


N 


05 


0 


B-FOR-PK 


5 


B 


06 


0 


OUTl-2 


2 


N 


06 


0 


YAN-TTR 


6 




07 


0 






N 


07 


0 


YAN-TTl 


7 


BB 


08 


0 


+• 5.0 


5 


N 


08 


0 


YANO-TTl 


8 


B 


09 


0 


B*PINLEV 


2 


N 


09 


0 


YAN-TTL 


9 


8 


10 


0 


S-REF 


7 


N 


10 


0 


YAN-TCR 


0 


B 


11 


0 


S-CON-2 


4 


N 


11 


0 


B-REW-PK 


3 


B 


12 


0 


S-CON-1 


9 












B 


13 


0 


K-MAINS 


8 














14 


0 
















B 


15 


0 


+ 12.0 


2 












B 


16 


0 


+ 5.0 


3 












B 


17 


0 


-12.0 


6 












B 


18 


0 


INPl-0 














B 


19 


0 


REPl-0 














B 


20 


0 


INST-DEV 


1 












B 


21 


0 


+ 0.0 


0 












B 


22 


0 


OUTl-0 


4 












B 


23 


0 


OUTl-3 


9 












B 


24 


0 


+ 0.0 


0 












B 


25 


0 


R-MAN 


8 












B 


26 


0 


B-REF 


1 












B 


27 


0 


S-READY3 


9 












B 


28 


0 


B-FEEDB 


6 












B 


29 


0 


S-MAN 


5 












B 


30 


0 


B-OVER 


4 












B 


31 


0 


B- SYNC 1 


2 














32 


0 
















BB 


33 


0 


GND 


0 












B 


34 


0 


INPl 


0 












8 


35 


0 


RECl 


6 












B 


36 


0 


B-RECl 


8 












B 


37 


0 


S-READYl 


9 












B 


38 


0 


S-INPl 


2 












B 


39 


0 


S-REPl 


1 












B 


40 


0 


Y-PEAK-1 


8 














41 


0 


















42 


0 
















B 


43 


0 


ME-VU-0 














B 


44 


0 


ME-VU-1 


6 












B 


45 


0 


ME-VU-2 


0 














46 


0 
















BB 


47 


0 


+ 0.0 


0 












B 


48 


0 


S-TACHO 


6 












BB 


49 


0 


+ 0.0 


0 














50 


0 


KEY 















L 01 0 GND 0 



^t*#********^^********************************************************************************************************************* ** 

* STUDER* LOCATION PIN LIST * 81/02/06 * 08:31 * PAGE 22 * 

♦ ♦«♦♦*♦♦*♦♦♦***♦**************♦***♦**************♦*********** ** 

TAPE TRANSPORT £ AUDIO CIRCUITS * STUDER B67 -2CH-MK2 * 1.167.559.00 80/12/03 



GR: 37 1.167.607.00 

COVER WITH CHANNEL SWITCH 

********************** *********** 

el: 01 SWITCH BOARD CHI FIELD 



GR: 38 1.167.608.00 

COVER WITH MONO-STEREO SWITCH 

iii:t^itc^iHc:^iit*** ***************************** 



EL: 01 SWITCH BOARD FIELD 



GR: 39 1.167.626.00 

COVER WITH MONITOR BBC 

:ff:t:********** **************************** 



EL: 01 CONN. TO MONITOR IF (REAR i>ANEL) 



TYPE PT LV SIG.NAME COLOR F X Y TYPE PT LV SIG.NAME COLOR F X Y TYPE PT LV SIG.NAME COLOR F X Y 



L 


01 


0 


OUTl-1 


6 


L 


00 


0 


S-MONO 


0 


L 


02 


0 


QUT2-1 


7 


L 


01 


0 


B-MONO 


1 


L 


03 


0 


+ 5.0 


3 


L 


02 


0 


+ 12.0 


2 


L 


04 


0 


OUTl-0 




L 


03 


0 


+ 5.0 


3 


L 


05 


0 






L 


04 


0 


+ 0.0 


4 



L 


06 


0 






L 


07 


0 






L 


08 


0 


B-RECl 


8 


L 


09 


0 


S-READYl 


9 


L 


10 


0 






EL: 


02 


SWITCH BOARD 


CH2 FIELD 


TYPE 


PT 


LV 


SIG.NAME 


COLOR F X Y 


L 


01 


0 


OUTl-1 


6 


L 


02 


0 


0UT2-1 


7 


L 


03 


0 


+ 5.0 


3 


L 


04 


0 


0UT2-0 




L 


05 


0 






L 


06 


0 






L 


07 


0 






L 


08 


0 


B-REC2 


5 


L 


09 


0 


S-READY2 


4 


L 


10 


0 







B 

B 

B 

B 

B 

B 

B 

B 

B 

B 

B 

B 

B 

B 

B 

B 

B 

B 

B 

B 



B 

B 



B 



B 

B 

B 

B 

B 

B 

B 

B 

B 

B 



01 0 LOUDOUTL 9 

02 0 LOUDINPL 8 

03 0 LOUOINPH 4 

04 0 LOUDOUTH 1 

05 0 KEY 

06 0 

07 0 

08 0 

09 0 

10 0 0UT2-0 

11 0 REP2 9 

12 0 MONAMPL 

13 0 MONAMPH 9 

14 0 OUTl-0 

15 0 REPl 9 

16 0 + 0.0 

17 0 INPl 9 

18 0 + 0.0 

19 0 INP2 9 

20 0 

21 0 

22 0 

23 0 

24 0 

25 0 

26 0 

27 0 

28 0 

29 0 

30 0 

31 0 

32 0 

33 0 

34 0 

35 0 

36 0 

37 0 

38 0 

39 0 

40 0 

41 0 

42 0 

43 0 

44 0 

45 0 

46 0 

47 0 

48 0 

49 0 

50 0 KEY 




SECTION 9/12 



♦ STUDER* LOCATION PIN LIST * 81/02/06 * 08:31 * P A G E 23 * 

TAPE TRANSPORT £ AUDIO CIRCUITS * STUDER B67 -2CH-MK2 * 1.167.559.00 80/12/03 



GR: 39 (CONTINUATION) 
COVER WITH MONITOR BBC 



EL: 02 CONN. TO MONITOR AMPL.BBC 



TYPE 


PT 


LV 


SIG.NAME 


COLOR F 


X 


Y 


N 


01 


0 


MONAMPH 


9 






N 


02 


0 


KEY 








N 


03 


0 


MONAMPL 








N 


04 


0 


LOUDOUTL 


9 






N 


05 


0 


LOUDOUTH 


1 






N 


06 


0 


-12.0 


6 






N 


07 


0 


+ 12. 0 


2 






EL: 


03 


CONN. TO LOUDSPEAKER 






TYP E 


PT 


LV 


SIG.NAME 


COLOR F. 


X 


Y 


C 


01 


0 


LOUDINPH 


4 






C 


02 


0 


LOUDINPL 


8 






c 


03 


0 


KEY 









♦ #*«*<t***«#*##*<t* «*****♦«♦**♦«*,«(*#♦♦** #****:«c ****<tt#****>((#«****«««*«)4t«***#«**t ****♦**<!>(<♦* 4c **«*,(t*«t)}t* 

♦ STUDER* LOCATION SUMMARY * 81/02/06 * 08:31 * PAGE 24 * 

♦ *4t 4c 4c *4c*« *♦♦♦♦** *♦♦*♦***«* 4t#4c4c#*4t4t* #****♦«>**♦#♦♦ ♦♦♦4c4c**«4'*4>*4t«4t**** *«♦«*** *********** ♦**4t*4c**4c4:4c 4c 4 c#:4c4c4c«4c4c ****** *♦***♦#»** 

TAPE TRANSPORT £ AUDIO CIRCUITS * STUDER B67 -2CH-MK2 * 1.167.559.00 80/12/03 



GR USED UNUSED TOTAL COD. ELE- 



</ 


PINS 


PI NS 


PINS 


KEYS 


MNTS 


DESCRIPTION OF GROUP 


PART # OF GR 


01 


4 


0 


4 


0 


2 


MAINS £ GROUND PANEL 


1.167.827.00 


02 


6 


0 


6 


0 


1 


MAINS FILTER 


89.01. 0384 


03 


39 


0 


39 


0 


4 


POWER SUPPLY 


1.167.813.00 


04 


36 


0 


36 


0 


4 


DISTRIBUTION BOARD 


1. 167. 747.00 


05 


55 


0 


55 


4 


5 


POWER SUPPLY STABILIZER 


1.167.746.81 


06 


8 


1 


9 


2 


2 


SENSOR ASSEMBLY LEFT 


1 .167.802.00 


07 


16 


1 


17 


3 


3 


SENSOR ASSEMBLY RIGHT 


1.167.801.00 


08 


14 


0 


14 


0 


1 


SPOOLING MOTOR CONTROL (SUPPLY) 


1. 167. 764. 00 


09 


4 


0 


4 


0 


1 


SUPPLY MOTOR 1 


1.021.256.00 


10 


14 


0 


14 


0 


1 


SPOOLING MOTOR CONTROL (TAKE-UP) 


1.167.768.00 


11 


4 


0 


4 


0 


1 


SUPPLY MOTOR 2 


1. 021. 256. 00 


12 


2 


0 


2 


0 


1 


PRESSURE SOLENOID 


1.167.803.00 


13 


2 


0 


2 


0 


1 


TAPE LIFT SOLENOID 


1.014.715.00 


14 


7 


0 


7 


1 


1 


BRAKE+ECIT LIFT SOLENOID 


1. 167. 841. 00 


15 


20 


0 


20 


2 


3 


CAPST. SPEED CONT.(H-SPEED 1.167.771.00) 


1.167.770.00 


16 


13 


0 


13 


0 


1 


CAPST. MOT. CONT. (H-SPEED 1.167.776.00) 


1.167.775.00 


17 


5 


0 


5 


0 


2 


CAPSTAN MOTOR ASSEMBLY 


1.021. 310. 00 


18 


32 


4 


36 


4 


4 


COUNTER 


1.167.765.00 


19 


15 


0 


15 


0 


1 


COUNTER DISPLAY 


1.167.766.00 


20 


21 


0 


21 


0 


7 


POWER TRANSISTORS AND PHASE SHIFT CAPACI 


1.167.560.00 


21 


76 


1 


77 


5 


6 


TAPE TRANSPORT CONTROL 


1.167.790.00 


22 


125 


10 


135 


11 


11 


CONNECTION BOARD 


1 .167.750.00 


24 


36 


1 


37 


0 


1 


HEAD BLOCK ASSEMBLY 


1.020.840.81 


25 


187 


27 


214 


13 


15 


VU-METER PANEL 2CH 


1.167.612.81 


26 


12 


0 


12 


4 


4 


AUDIO CONNECTOR FIELD USA 


1 .067.654.00 


27 


12 


0 


12 


0 


2 


AUDIO CONNECTOR FIELD PILOT 


1.167.672.00 


28 


42 


52 


94 


6 


3 


REMOTE CONTROL PANEL 


1.067.654.00 


30 


48 


9 


57 


4 


5 


MONITOR: PANEL EL 1-3, COVER EL 4/5 




31 


6 


0 


6 


1 


1 


MONITOR AMPLIFIER (BBC 1.167.627. 00) 


1. 081. 908.00 


32 


27 


1 


28 


2 


3 


VARIABLE SPEED CONTROL 


1.167. 780. 00 


33 


59 


5 


64 


0 


1 


PILOT SYNCHRONIZER MK2 


1.167.721.00 


34 


265 


98 


363 


16 


21 


BASIS BOARD 2CH MK2 


1.167.705.00 


35 


42 


6 


48 


2 


1 


VU-METER PANEL CONN TO PNVU MK2 


1.167. 677. 00 


36 


10 


0 


10 


1 


1 


TAPE TENSION ADJ. BOARD 


1.167.791.00 


37 


12 


8 


20 


0 


2 


COVER WITH CHANNEL SWITCH 


1.167.607.00 


38 


5 


0 


5 


0 


1 


COVER WITH MONO-STEREO SWITCH 


1. 167. 608. 00 


39 


22 


34 


56 


4 


3 


COVER WITH MONITOR BBC 


1.167.626.00 


TOT. 


1303 


258 


1561 


85 


127 


DISTRIBUTED IN 37 GROUPS 






SECTION 9/13 



*STUDER* SIGNAL WIRE LIST * 81/02/06 * 08:31 * P A G E 25 * 
♦ ♦♦^♦♦«**«^******************»****************************************************************************************************’*f* 
TAPE TRANSPORT 6 AUDIO CIRCUITS * STUDER B67 -2CH-MK2 * 1.167.559.00 80/12/03 



COLOR 


TYPE 


GR 


EL 


PT 


S DESCRIPTION OF ELEMENT 




S IG.NAME 


COLOR 


TYPE 


GR 


EL 


PT 


S DESCRIPTION DF ELEMENT 




4 


D 


05 


02 


02 


POWER SUPPLY, DC OUT TAP-TR 




(CONT. ) 


0 


B 


28 


03 


16 


CAPSTAN CONTR.CONN. (DC CONTR.) 


4 


D 


05 


02 


0 3 


POWER SUPPLY, DC OUT TAP-TR 










30 


02 


18 


MONITOR PANEL 1.081.900.81 


J1 












onucD ciippt v_ nr nilT TAP-T®. 










30 


03 


LS 


MnMTTnR PAMFI 1.081.900.81 


J2 




D 


05 


02 


15 


POWER SUPPLY, DC OUT TAP-TR 






0 




32 


01 


09 


CONN. 


TO PILOT-SYNCHR. MK2 


J1 




D 


05 


03 


02 


POWER SUPPLY, DC OUT AUDIO 






0 


L 


32 


02 


01 


CONN. 


TO REM. CONTR. PANEL 






D 


05 


03 


05 


POWER SUPPLY, DC OUT AUDIO 






0 


L 


32 


02 


06 


CONN. 


TO REM. CONTR. PANEL 




0 


D 


05 


03 


06 


POWER SUPPLY, DC OUT AUDIO 






0 


L 


32 


02 


07 


CONN. 


TO REM. CONTR. PANEL 






D 


05 


03 


08 


POWER SUPPLY, DC OUT AUDIO 






0 


D 


32 


03 


06 


CONN. 


TO INTERCONN. BOARD 


PI 


4 


D 


05 


03 


13 


POWER SUPPLY, DC OUT AUDIO 






0 


0 


33 


01 


01 A 


PILOT 


SYNCHRONIZER MK2 


J 1 




N 


05 


04 


04 


POWER SUPPLY, DC OUT MONITOR 






0 


0 


33 


01 


OIC 


PILOT 


SYNCHRONIZER MK2 


J1 




N 


05 


04 


05 


POWER SUPPLY, DC OUT MONITOR 






0 


0 


33 


01 


05A 


PILOT 


SYNCHRONIZER MK2 


J1 




N 


05 


04 


06 


POWER SUPPLY, DC OUT MONITOR 






0 


0 


33 


01 


13C 


PILOT 


SYNCHRONIZER MK2 


J 1 


4 


N 


05 


05 


03 


POWER SUPPLY, DC OUT COUNTER 






0 


0 


33 


01 


15A 


PILOT 


SYNCHRONIZER MK2 


J1 


4 


N 


05 


05 


04 


POWER SUPPLY, DC OUT COUNTER 






0 


0 


33 


01 


15C 


PILOT 


SYNCHRONIZER MK2 


J1 


4 


N 


15 


01 


09 


CAPSTAN SPEED CONTROL 


J1 




0 


0 


33 


01 


19A 


PILOT 


SYNCHRONIZER MK2 


J 1 


4 


N 


15 


02 


01 


CAPSTAN SPEED CONTROL 


J2 




0 


0 


33 


01 


19C 


PILOT 


SYNCHRONIZER MK2 


J1 


4 


N 


18 


01 


11 


COUNTER 


J1 






0 


33 


01 


29A 


PILOT 


SYNCHRONIZER MK2 


J1 


4 


N 


18 


01 


12 


COUNTER 


J1 




s 


J 


34 


01 


15 


BASIS 


BOARD REPR-1 


J 1 


4 


N 


18 


02 


01 


COUNTER 


J2 






J 


34 


01 


19 


BASI S 


BOARD REPR-1 


J1 


0 


N 


18 


03 


02 


COUNTER 


J3 




s 


J 


34 


02 


15 


BASIS 


BOARD REPR-2 


J2 


0 


L 


19 


01 


05 


COUNTER DISPLAY 








J 


34 


02 


19 


BASIS 


BOARD REPR-2 


J2 


4 


N 


21 


02 


01 


TAPE TRANSPORT CONTROL 


J2 




s 


J 


34 


03 


15 


BASI S 


BOARD M-S-SWITCH 


J3 


4 


N 


21 


03 


01 


TAPE TRANSPORT CONTROL 


J3 






J 


34 


03 


19 


BASIS 


BOARD M-S-SWITCH 


J3 


0 


D 


22 


01 


17 


CONNECTION BOARD AUDIO 


J1 






J 


34 


04 


15 


BASIS 


BOARD REC-1 


J4 


4 


D 


22 


01 


18 


CONNECTION BOARD AUDIO 


J 1 






J 


34 


04 


19 


BASI S 


BOARD REC-I 


J4 


0 


0 


22 


03 


19 


CONNECTION BOARD AUDIO 


J3 






J 


34 


05 


15 


BASIS 


BOARD REC-2 


J5 


4 


D 


22 


03 


20 


CONNECTION BOARD AUDIO 


J3 






J 


34 


05 


19 


BASIS 


BOARD REC-2 


J5 


4 


D 


22 


04 


12 


CONNECTION BOARD AUDIO 


J4 






J 


34 


06 


15 


BASI S 


BOARD OSCILLATOR 


J6 


4 


D 


22 


05 


16 


CONNECTION BOARD REMOTE CTRL 


J1 






J 


34 


06 


19 


BASIS 


BOARD OSCILLATOR 


J6 


4 


D 


22 


05 


17 


CONNECTION BOARD REMOTE CTRL 


J1 




4 


J 


34 


07 


10 


BASIS 


BOARD STABILIZER 


J7 


4 


D 


22 


06 


09 


CONNECTION BOARD REMOTE CTRL 


J2 






J 


34 


07 


15 


BASI S 


BOARD STABILIZER 


J7 


4 


D 


22 


07 


09 


CONNECTION BOARD COUNTER 








J 


34 


07 


19 


BASIS 


BOARD STABILIZER 


J7 


4 


D 


22 


08 


19 


CONNECTION BOARD TAPE TR SP CTRL 






J 


34 


08 


15 


BASIS 


BOARD PILOT 


J8 


4 


D 


22 


09 


06 


CONNECTION BOARD CAP SP CTRL 


J1 






J 


34 


08 


19 


BASI S 


BOARD PILOT 


J8 


1 


D 


22 


10 


01 


CONNECTION BOARD CAP SP CTRL 


J2 








34 


20 


03 


CONN . 


PILOT IN/OUT 


J20 


4 


D 


22 


11 


01 


CONNECTION BOARD CAP SP CTRL 


J3 








34 


20 


06 


CONN. 


PILOT IN/OUT 


J20 


0 


A 


24 


01 


10 


HEAD BLOCK ASSEMBLY 






0 




34 


23 


03 


CONN. 


PIL. FOL. (FR. AUDIO ) 


J23 


0 


B 


25 


01 


50 


a VU-METER PANEL CONNECTOR 






0 




34 


23 


09 


CONN. 


PIL. FOL. (FR.AUDI 0 ) 


J23 


0 


A 


25 


02 


50 


VU~METER PANEL CONNECTOR 










34 


24 


04 


CONN. 


MONITOR 


J 24 


0 


N 


25 


04 


07 


VU-METER PANEL 


J4 








34 


24 


08 


CONN. 


MONI TOR 


J24 


4 


N 


25 


04 


08 


VU-METER PANEL 


J4 




0 




34 


24 


13 


CONN. 


MONITOR 


J24 


0 


N 


25 


10 


07 


VU-METER PANEL 


J 10 








34 


25 


07 


CONN. 


VU-PANEL (SUPPLY) 


J25 


0 


N 


25 


10 


08 


VU-METER PANEL 


JIO 




0 


B 


35 


01 


21 


VU-METER PANEL CONN TO PNVU 


MK2 




N 


25 


14 


05 


M-S CONTROL CONNECTOR 


J14 




0 


B 


35 


01 


24 


VU-METER PANEL CONN TO PNVU 


MK2 


4 


N 


25 


14 


06 


M-S CONTROL CONNECTOR 


J14 




0 


BB 


35 


01 


47 


VU-METER PANEL CONN TO PNVJ 


M<2 


0 


Q 


25 


15 


13 


CONNECTOR TO PILOT PANEL 


J15 




0 


BB 


35 


01 


49 


VU-METER PANEL CONN TO PNVJ 


MK2 


0 


Q 


25 


15 


15 


CONNECTOR TO PILOT PANEL 


J15 




4 


L 


38 


01 


04 


SWITCH BOARD FIELD 




0 


Q 


25 


15 


19 


CONNECTOR TO PILOT PANEL 


J15 






B 


39 


01 


16 


CONN.' 


TO MONITOR IF (REAR PANEL) 


9 


L 


27 


01 


03 


AUDIO CONNECTOR FIELD PILOT 


J1 






B 


39 


01 


18 


CONN. 


TO MONITOR IF (REAR PANEL) 


0 


L 


27 


02 


03 


AUDIO CONNECTOR FIELD PNVU MK2 




















4 


B 


28 


01 


01 


REMOTE CONTROL CONNECTOR 




+ 4.8 


8 


N 


18 


03 


03 


COUNTER 


J3 


4 


B 


28 


01 


11 


REMOTE CONTROL CONNECTOR 






8 


L 


19 


01 


04 


COUNTER DISPLAY 




4 


B 


28 


01 


49 


REMOTE CONTROL CONNECTOR 






















1 


B 


28 


02 


13 


CAPSTAN CONTR.CONN. (AC CONTR 


. ) 


+ 5.0 


3 


D 


05 


02 


09 


POWER 


SUPPLY, DC OUT TAP-TR 




0 


B 


28 


03 


01 


CAPSTAN CONTR.CONN. (DC CONTR.) 




3 


D 


05 


02 


10 


POWER 


SUPPLY, DC OUT TAP-TR 




0 


B 


28 


03 


13 


CAPSTAN CONTR.CONN. (DC CONTR.) 




3 


D 


05 


03 


09 


POWER 


SUPPLY, DC OUT AUDIO 





./. -/. 
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SIG.NAME COLOR 


TYPE 


GR 


EL 


PT S 


DESCRIPTION OF ELEMENT 




SIG.NAME COLOR 


TYPE 


GR 


EL 


PT 


(CONT. ) 


D 


05 


03 


10 


POWER SUPPLY, DC OUT AUDIO 




(CONT. ) 


N 


05 


04 


09 




N 


05 


04 


01 


POWER SUPPLY, DC OUT MONITOR 






N 


05 


05 


01 


3 


N 


05 


05 


06 


POWER SUPPLY, DC OUT COUNTER 




2 


N 


05 


05 


02 


3 


N 


07 


01 


03 


TAPE MOTION SENSOR 


J1 


2 


N 


06 


01 


04 


3 


N 


15 


01 


06 


CAPSTAN SPEED CONTROL 


J 1 


2 


N 


07 


02 


04 


3 


N 


18 


01 


02 


COUNTER 


J1 


2 


N 


15 


01 


08 


3 


N 


18 


02 


03 


COUNTER 


J2 


2 


N 


18 


01 


01 


3 


N 


21 


03 


17 


TAPE TRANSPORT CONTROL 


J3 


2 


N 


18 


02 


05 


3 


N 


21 


03 


18 


TAPE TRANSPORT CONTROL 


J3 


2 


N 


21 


03 


02 


3 


D 


22 


01 


13 


CONNECTION BOARD AUDIO 


J1 


2 


N 


21 


04 


16 


3 


D 


22 


03 


15 


CONNECTION BOARD AUDIO 


J3 


2 


N 


21 


04 


20 


3 


D 


22 


04 


09 


CONNECTION BOARD AUDIO 


J4 


2 


D 


22 


01 


14 


3 


D 


22 


06 


07 


CONNECTION BOARD REMOTE CTRL 


J2 


2 


D 


22 


03 


16 


3 


D 


22 


07 


07 


CONNECTION BOARD COUNTER 




2 


D 


22 


06 


08 


3 


D 


22 


09 


08 


CONNECTION BOARD CAP SP CTRL 


J1 


2 


D 


22 


07 


08 


3 


A 


24 


01 


29 


HEAD BLOCK ASSEMBLY 




2 


D 


22 


09 


10 


3 


B 


25 


01 


16 


VU-METER PANEL CONNECTOR 




2 


A 


24 


01 


11 


3 


A 


25 


02 


16 


VU-METER PANEL CONNECTOR 




2 


B 


25 


01 


15 


3 


N 


25 


03 


09 


VU-METER PANEL 


J3 


2 


A 


25 


02 


15 


3 


N 


25 


03 


10 


VU-METER PANEL 


J3 


2 


N 


25 


04 


05 


3 


N 


25 


05 


04 


VU-METER PANEL 


J5 


2 


N 


25 


04 


06 


3 


N 


25 


06 


02 


VU-METER PANEL 


J6 


2 


N 


25 


05 


02 


3 


N 


25 


07 


04 


VU-METER PANEL 


J7 


2 


N 


25 


06 


04 


3 


N 


25 


08 


02 


VU-METER PANEL 


J8 


2 


N 


25 


07 


02 


3 


N 


25 


09 


09 


VU-METER PANEL 


J9 


2 


N 


25 


08 


04 


3 


N 


25 


09 


10 


VU-METER PANEL 


J9 


2 


N 


25 


10 


05 




N 


25 


14 


03 


M-S CONTROL CONNECTOR 


J14 


2 


N 


25 


10 


06 


3 


N 


25 


14 


04 


M-S CONTROL CONNECTOR 


J14 


2 


N 


25 


12 


01 


5 


Q 


25 


15 


30 


CONNECTOR TO PILOT PANEL 


J15 




N 


25 


13 


01 


3 


B 


28 


01 


16 


REMOTE CONTROL CONNECTOR 






N 


25 


14 


08 


3 




32 


01 


07 


CONN. TO PILOT-SYNCHR. MK2 


J1 


2 


N 


25 


14 


09 


3 


D 


32 


03 


08 


CONN. TO INTERCONN. BOARD 


PI 


2 


B 


28 


01 


12 


3 


0 


33 


01 


30C 


PILOT SYNCHRONIZER MK2 


J1 


2 


B 


28 


03 


17 


3 


0 


33 


01 


32 A 


PILOT SYNCHRONIZER MK2 


J1 


2 


N 


30 


01 


07 




J 


34 


01 


32 


BASIS BOARD REPR-1 


J1 


2 


N 


30 


02 


17 




J 


34 


02 


32 


BASIS BOARD REPR-2 


J2 






30 


03 


17 




J 


34 


03 


32 


BASIS BOARD M-S-SWITCH 


J3 


2 


N 


30 


04 


03 




J 


34 


04 


32 


BASIS BOARD REC-1 


J4 


2 


N 


30 


05 


07 




J 


34 


05 


32 


BASIS BOARD REC-2 


J5 






31 


01 


07 




J 


34 


06 


32 


BASIS BOARD OSCILLATOR 


J6 


2 




32 


01 


10 




J 


34 


07 


32 


BASIS BOARD STABILIZER 


J7 


2 


L 


32 


02 


05 




J 


34 


08 


32 


BASIS BOARD PILOT 


J8 


2 


D 


32 


03 


10 


3 




34 


23 


07 


CONN. PIL. FOL. (FR. AUDIO ) 


J23 


2 


0 


33 


01 


16A 


3 




34 


25 


02 


CONN. VU-PANEL (SUPPLY) 


J25 




0 


33 


01 


16C 


5 


BB 


35 


01 


08 


VU-METER PANEL CONN TO PNVU 


MK2 


2 




34 


23 


10 


3 


B 


35 


01 


16 


VU-METER PANEL CONN TO PNVU 


MK2 


2 




34 


24 


14 


3 


L 


37 


01 


03 


SWITCH BOARD CHI FIELD 




2 




34 


25 


08 


3 


L 


37 


02 


03 


SWITCH BOARD CH2 FIELD 




2 


B 


35 


01 


15 


3 


L 


38 


01 


03 


SWITCH BOARD FIELD 




2 


L 


38 


01 


02 
















2 


N 


39 


02 


07 


+12.0 2 


D 


05 


02 


04 


POWER SUPPLY, DC OUT TAP-TR 














2 


D 


05 


02 


05 


POWER SUPPLY, DC OUT TAP-TR 




+ 12.0-A 


J 


34 


01 


16 




D 


05 


02 


06 


POWER SUPPLY, DC OUT TAP-TR 






J 


34 


02 


16 


2 


D 


05 


03 


03 


POWER SUPPLY, DC OUT AUDIO 






J 


34 


03 


16 




D 


05 


03 


04 


POWER SUPPLY, DC OUT AUDIO 






J 


34 


04 


16 




N 


05 


04 


08 


POWER SUPPLY, DC OUT MONITOR 






J 


34 


05 


16 



./. 



DESCRIPTION OF ELEMENT 



POWER SUPPLY, DC OUT MONITOR 
POWER SUPPLY, DC OUT COUNTER 
POWER SUPPLY, DC OUT COUNTER 
TAPE TENSION SENSOR LEFT 
TAPE TENSION SENSOR RIGHT J2 

CAPSTAN SPEED CONTROL J1 

COUNTER J1 

COUNTER J2 

TAPE TRANSPORT CONTROL J3 

TAPE TRANSPORT CONTROL J4 

TAPE TRANSPORT CONTROL J4 

CONNECTION BOARD AUDIO J1 

CONNECTION BOARD AUDIO J3 

CONNECTION BOARD REMOTE CTRL J2 
CONNECTION BOARD COUNTER 
CONNECTION BOARD CAP S» CTRL U1 
HEAD BLOCK ASSEMBLY 



VU-METER 


PANEL 


CONNECTOR 




VU-METER 


PANEL 


CONNECTOR 




VU-METER 


PANEL 






J4 


VU-METER 


PANEL 






J4 


VU-METER 


PANEL 






J5 


VU-METER 


PANEL 






J6 


VU-METER 


PANEL 






J7 


VU-METER 


PANEL 






J8 


VU-METER 


PANEL 






J 10 


VU-METER 


PANEL 






JIO 


VU-METER 


PANEL 


MONITOR 


CON . 


J 12 


VU-METER 


PANEL 


MONITOR 


CON. 


J 13 



M-S CONTROL CONNECTOR J14 

M-S CONTROL CONNECTOR J 14 

REMOTE CONTROL CONNECTOR 
CAPSTAN CONTR.CONN. (DC CONTR.J 
MONITOR PANEL (CONN. TO GR 3DP1 

MONITOR PANEL 1.081.900.81 J1 

MONITOR PANEL 1.081.900.81 J2 

COVER WITH MONITOR 1.167.622.00 
COVER (CONNECTOR TO GR 31) 
MONITOR AMPLIFIER J1 

CONN. TO PILOT-SYNCHR. MK2 J1 

CONN. TO REM. CONTR. PANEL 
CONN. TO INTERCONN. BOARD PI 

PILOT SYNCHRONIZER M<2 J1 

PILOT SYNCHRONIZER MK2 J1 

CONN. PIL. FOL. (FR. AUDIO ) J23 

CONN. MONITOR J24 

CONN. VU-PANEL (SUPPLY) J25 

VU-METER PANEL CONN TO PNVU MK2 
SWITCH BOARD FIELD 
CONN. TO MONITOR AMPL.BBC 

BASIS BOARD REPR-1 J1 

BASIS BOARD REPR-2 J2 

BASIS BOARD M-S-SWITCH J3 

BASIS BOARD REC-1 J4 

BASIS BOARD REC-2 J5 
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♦ STUOER* SIGNAL WIRE LIST * 81/02/06 «' 08:31 * PAGE 27 * 

♦ <t*«#*!«!««t«*«##*:«t#«***t**«******«:!«c*«««**««##*#**«««:»#*«#:* #**### #**#####♦###***«###* «««##«#**( *##«*4t***#:*# *♦**#**♦**« ******** ***#*# 
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SIG.NAME 


COLOR 


TYPE 


GR 


EL 


PT 


S DESCRIPTION OF ELEMENT 




SIG.NAME COLOR 


TYPE 


GR 


EL 


PT 


S DESCRIPTION OF ELEMENT 




(CONT. ) 




J 


34 


06 


16 


BASIS BOARD OSCILLATOR 


J6 


(CONT. ) 


N 


05 


04 


02 


POWER SUPPLY, DC OUT MONITOR 








J 


34 


07 


16 


BASIS BOARD STABILIZER 


J7 




N 


05 


04 


03 


POWER SUPPLY, DC OUT MONITOR 
















































































6 


N 


07 


02 


06 


TAPE TENSION SENSOR RIGHT 


J2 


+ 20.0 


1 


D 


05 


02 


01 


POWER SUPPLY, DC OUT TAP-TR 




6 


N 


15 


01 


07 


CAPSTAN SPEED CONTROL 


J1 




1 


D 


05 


03 


01 


POWER SUPPLY, DC OUT AUDIO 




6 


N 


21 


03 


03 


TAPE TRANSPORT CONTROL 


J3 




1 


D 


22 


01 


11 


CONNECTION BOARD AUDIO 


J1 


6 


N 


21 


04 


18 


TAPE TRANSPORT CONTROL 


J4 




1 


D 


22 


03 


13 


CONNECTION BOARD AUDIO 


J3 


6 


N 


21 


04 


19 


TAPE TRANSPORT CONTROL 


J4 




1 


J 


34 


07 


07 


BASIS BOARD STABILIZER 


J7 


6 


D 


22 


01 


15 


CONNECTION BOARD AUDIO 


J1 


















6 


D 


22 


03 


17 


CONNECTION BOARD AUDIO 


J3 


+ 24.0 


7 


D 


05 


02 


16 


POWER SUPPLY, DC OUT TAP-TR 




6 


0 


22 


09 


09 


CONNECTION BOARD CAP SP CTRL 


J1 




7 


D 


05 


02 


17 


POWER SUPPLY, DC OUT TAP-TR 




6 


B 


25 


01 


17 


VU-METER PANEL CONNECTOR 








D 


05 


02 


18 


POWER SUPPLY, DC OUT TAP-TR 




6 


A 


25 


02 


17 


VU-METER PANEL CONNECTOR 






7 


D 


05 


03 


14 


POWER SUPPLY, DC OUT AUDIO 




6 


N 


25 


04 


09 


VU-METER PANEL 


J4 






N 


05 


04 


10 


POWER SUPPLY, DC OUT MONITOR 






N 


25 


04 


10 


VU-METER PANEL 


J4 




7 


N 


15 


01 


05 


CAPSTAN SPEED CONTROL 


J1 


6 


N 


25 


05 


01 


VU-METER PANEL 


J5 




7 


N 


15 


02 


02 


CAPSTAN SPEED CONTROL 


J2 


6 


N 


25 


06 


05 


VU-METER PANEL 


J6 




7 


N 


21 


02 


09 


TAPE TRANSPORT CONTROL 


J2 


6 


N 


25 


07 


01 


VU-METER PANEL 


J7 




7 


N 


21 


03 


07 


TAPE TRANSPORT CONTROL 


J3 


6 


N 


25 


08 


05 


VU-METER PANEL 


J8 




7 


N 


21 


04 


01 


TAPE TRANSPORT CONTROL 


J4 


6 


N 


25 


10 


09 


VU-METER PANEL 


J 10 




1 


N 


21 


04 


05 


TAPE TRANSPORT CONTROL 


J4 


6 


N 


25 


10 


10 


VU-METER PANEL 


J 10 




7 


D 


22 


01 


16 


CONNECTION BOARD AUDIO 


J1 


6 


N 


25 


12 


04 


VU-METER PANEL MONITOR CON. 


J12 




7 


D 


22 


03 


18 


CONNECTION BOARD AUDIO 


J3 




N 


25 


13 


04 


VU-METER PANEL MONITOR CON. 


J 13 




7 


D 


22 


04 


11 


CONNECTION BOARD AUDIO 


J4 


6 


N 


30 


01 


06 


MONITOR PANEL (CONN. TO GR 31JP1 




7 


D 


22 


05 


13 


CONNECTION BOARD REMOTE CTRL 


J1 


6 


N 


30 


02 


16 


MONITOR PANEL 1.081.900.81 


J1 




7 


D 


22 


05 


14 


CONNECTION BOARD REMOTE CTRL 


J1 






30 


03 


16 


MONITOR PANEL 1.081.900.81 


J2 




7 


D 


22 


08 


18 


CONNECTION BOARD TAPE TR SP CTRL 


6 


N 


30 


04 


02 


COVER WITH MONITOR 1.167.622. 


.00 




7 


D 


22 


09 


05 


CONNECTION BOARD CAP SP CTRL 


J1 


6 


N 


30 


05 


06 


COVER (CONNECTOR TO GR 31) 






2 


D 


22 


10 


02 


CONNECTION BOARD CAP SP CTRL 


J2 






31 


01 


06 


MONITOR AMPLIFIER 


J1 




7 


D 


22 


11 


0 2 


CONNECTION BOARD CAP SP CTRL 


J3 


6 




32 


01 


03 


CONN. TO PILOT-SYNCHR. MK2 


J1 




7 


B 


28 


01 


26 


REMOTE CONTROL CONNECTOR 




6 


D 


32 


03 


09 


CONN. TO INTERCONN. BOARD 


PI 




7 


B 


28 


01 


34 


REMOTE CONTROL CONNECTOR 




6 


0 


33 


01 


12C 


PILOT SYNCHRONIZER M<2 


J1 




2 


B 


28 


02 


02 


CAPSTAN CONTR.CONN. (AC CONTR 


. ) 


6 


0 


33 


01 


14A 


PILOT SYNCHRONIZER MK2 


J1 




7 


B 


28 


03 


02 


CAPSTAN CONTR.CONN. (DC CONTR 


. ) 


6 


0 


33 


01 


14: 


PILOT SYNCHRONIZER MK2 


J1 








30 


02 


19 


MONITOR PANEL 1.081.900.81 


J1 


6 




34 


23 


08 


CONN. PIL. FOL. (FR. AUDIO ) 


J23 








30 


03 


19 


MONITOR PANEL 1.081.900.81 


J2 


6 




34 


24 


12 


CONN. MONITOR 


J 24 




7 




32 


01 


06 


CONN. TO PILOT-SYNCHR. MK2 


J1 


6 




34 


25 


06 


CONN. VU-PANEL (SUPPLY) 


J25 




7 


L 


32 


02 


08 


CONN. TO REM. CONTR. PANEL 




6 


B 


35 


01 


17 


VU-METER PANEL CONN TO PNVU MK2 




7 


D 


32 


03 


05 


CONN. TO INTERCONN. BOARD 


PI 


6 


N 


39 


02 


06 


CONN. TO MONITOR AMPL.8BC 






7 


0 


33 


01 


20A 


PILOT SYNCHRONIZER MK2 


J1 




















0 


33 


01 


20C 


PILOT SYNCHRONIZER MK2 


J1 


-12.0-A 


J 


34 


01 


14 


BASIS BOARD REPR-1 


J1 






J 


34 


01 


20 


BASIS BOARD REPR-1 


J1 




J 


34 


02 


14 


BASIS BOARD REPR-2 


J2 






J 


34 


02 


20 


BASIS BOARD REPR-2 


J2 




J 


34 


03 


14 


BASI S BOARD M-S-SWI TCH 


J3 






J 


34 


03 


20 


BASIS BOARD M-S-SWITCH 


J3 




J 


34 


04 


14 


BASIS BOARD REC-1 


J4 






J 


34 


04 


20 


BASIS BOARD REC-1 


J4 




J 


34 


05 


14 


BASIS BOARD REC-2 


J5 






J 


34 


05 


20 


BASIS BOARD REC-2 


J5 




J 


34 


06 


14 


BASIS BOARD OSCILLATOR 


J6 






J 


34 


06 


20 


BASIS BOARD OSCILLATOR 


J6 




J 


34 


07 


14 


BASIS BOARD STABILIZER 


J7 




7 


J 


34 


07 


20 


BASIS BOARD STABILIZER 


J7 




J 


34 


08 


14 


BASIS BOARD PILOT 


J8 






J 


34 


08 


20 


BASIS BOARD PILOT 


J8 


















7 




34 


23 


01 


CONN. PIL. FOL. ( FR.AUOI 0 ) 


J23 


-20.0 


D 


05 


02 


19 


POWER SUPPLY, DC OUT TAP-TR 






















D 


05 


02 


20 


POWER SUPPLY, DC OUT TAP-TR 




-12.0 


6 


0 


05 


02 


11 


POWER SUPPLY, DC OUT TAP-TR 




5 


D 


05 


03 


15 


POWER SUPPLY, DC OUT AUDIO 






6 


D 


05 


02 


12 


POWER SUPPLY, DC OUT TAP-TR 




5 


D 


22 


0 1 


12 


CONNECTION BOARD AUDIO 


J1 






D 


05 


02 


13 


POWER SUPPLY, DC OUT TAP-TR 




5 


D 


22 


03 


14 


CONNECTION BOARD AUDIO 


J3 




6 


D 


05 


03 


11 


POWER SUPPLY, DC OUT AUDIO 




5 


J 


34 


07 


04 


BASI S BOARD STABI LIZER 


J7 






D 


05 


03 


12 


POWER SUPPLY, DC OUT AUDIO 



















./. 



*************************************************************************:(( ***:jt*:jt**^#^^*:(t^*:(t:j,jj.:jt:(t***** ****************************** ** 

♦STUDER* SIGNAL WIRE LIST * 81/02/06 ♦ 08:31 * P A G E 28 ♦ 
********************************************************************************************************************************^* ** 
TAPE TRANSPORT & AUDIO CIRCUITS * STUDER E57 -2CH-MK2 * 1.167. 559.00 80/12/03 



SIG.NAME 


COLOR 


TYPE 


GR 


EL 


PT 


S DESCRIPTION OF ELEMENT 




SI G. NAME 


COLOR 


TYPE 


GR 


EL 


PT 


S DESCRIPTION OF ELEMENT 




*+ 5.0 




Q 


25 


15 


22 


CONNECTOR TO PILOT PANEL 


J15 


B-REC 


9 


N 


21 


02 


18 


TAPE TRANSPORT CONTROL 


J2 






Q 


25 


15 


23 


CONNECTOR TO PILOT PANEL 


J15 




9 


D 


22 


06 


17 


CONNECTION BOARD REMOTE CTRL 


J2 






0 


25 


15 


25 


CONNECTOR TO PILOT PANEL 


J 15 




9 


D 


22 


08 


04 


CONNECTION BOARD TAPE TRSP CTRL 






Q 


25 


15 


31 


CONNECTOR TO PILOT PANEL 


J15 




9 


B 


28 


01 


07 


REMOTE CONTROL CONNECTOR 






3 


Q 


25 


15 


32 


CONNECTOR TO PILOT PANEL 


J15 




















7 


0 


33 


01 


31C 


PILOT SYNCHRONIZER MK2 


J 1 


B-RECl 


8 


D 


22 


02 


05 


CONNECTION BOARD AUDIO 


J2 




3 


0 


33 


01 


32C 


PILOT SYNCHRONIZER MK2 


J1 




8 


0 


22 


04 


05 


CONNECTION BOARD AUDIO 


J4 




3 


BB 


35 


01 


04 


VU-METER PANEL CONN TO PNVU 


MK2 




8 


B 


25 


01 


36 


VU-METER PANEL CONNECTOR 






















8 


A 


25 


02 


36 


VU-METER PANEL CONNECTOR 




B*PINLEV 


2 


Q 


25 


15 


29 


CONNECTOR TO PILOT PANEL 


J15 




8 


N 


25 


03 


03 


VU-METER PANEL 


J3 




2 


0 


33 


01 


29C 


PILOT SYNCHRONIZER MK2 


J1 




8 


J 


34 


04 


29 


BASIS BOARD REC-1 


J4 




2 


B 


35 


01 


09 


VU-METER PANEL CONN TO PNVU 


MK2 








34 


28 


01 


CONN. VU-PANEL (AUDIO CHI MS)J28 




















6 




34 


29 


01 


CONN. VU-PANEL (AUDIO CHI) 


J29 


B-AUTO 


4 


N 


21 


02 


16 


TAPE TRANSPORT CONTROL 


J2 




8 


B 


35 


01 


36 


VU-METER PANEL CONN TO PNVU 


MK2 






D 


22 


05 


03 


CONNECTION BOARD REMOTE CTRL 


J 1 




8 


L 


37 


01 


08 


SWITCH BOARD CHI FIELD 






4 


D 


22 


08 


08 


CONNECTION BOARD TAPE TRSP CTRL 


































B-REC2 


5 


D 


22 


02 


06 


CONNECTION BOARD AUDIO 


J2 


B-FADRED 


3 


N 


21 


02 


11 


TAPE TRANSPORT CONTROL 


J 2 




5 


D 


22 


04 


06 


CONNECTION BOARD AUDIO 


J4 




3 


D 


22 


06 


18 


CONNECTION BOARD REMOTE CTRL 


J2 




5 


B 


25 


01 


45 


VU-METER PANEL CONNECTOR 






3 


0 


22 


08 


05 


CONNECTION BOARD TAPE TRSP CTRL 




5 


A 


25 


02 


45 


VU-METER PANEL CONNECTOR 






3 


B 


28 


01 


10 


REMOTE CONTROL CONNECTOR 






5 


N 


25 


09 


03 


VU-METER PANEL 


J9 




















5 


J 


34 


05 


29 


BASIS BOARD REC-2 


J5 


B-FEEDB 


6 


Q 


25 


15 


08 


CONNECTOR TO PILOT PANEL 


J15 








34 


26 


16 


CONN. VU-PANEL (AUDIO CH2 MS)J26 




6 


0 


33 


01 


08C 


PILOT SYNCHRONIZER MK2 


J 1 




8 




34 


27 


16 


CONN. VU-PANEL (AUDIO CH2) 


J27 




6 


B 


35 


01 


28 


VU-METER PANEL CONN TO PNVU 


MK2 




5 


L 


37 


02 


08 


SWITCH BOARD CH2 FIELD 




B-FOR-PK 


5 


N 


21 


06 


05 


CONN. TO TAPE TENSION ADJ. 


J6 


B-REC3 


8 


D 


22 


04 


07 


CONNECTION BOARD AUDIO 


J4 




5 


N 


36 


01 


05 


CONN. TO TAPE DECK CONTROL 


PI 


































B-REC4 




D 


22 


02 


08 


CONNECTION BOARD AUDIO 


J2 


B-FORW 


2 


N 


21 


02 


13 


TAPE TRANSPORT CONTROL 


J2 






D 


22 


04 


08 


CONNECTION BOARD AUDIO 


J4 




2 


D 


22 


06 


14 


CONNECTION BOARD REMOTE CTRL 


J2 




















2 


D 


22 


08 


01 


CONNECTION BOARD TAPE TRSP CTRL 


B-REF 


1 


Q 


25 


15 


10 


CONNECTOR TO PILOT PANEL 


J 15 




2 


B 


28 


01 


04 


REMOTE CONTROL CONNECTOR 






1 


0 


33 


01 


IOC 


PILOT SYNCHRONIZER MK2 


J1 




















1 


B 


35 


01 


26 


VU-METER PANEL CONN TO PNVU 


MK2 


8-MONO 


2 


D 


22 


03 


02 


CONNECTION BOARD AUDIO 


J3 




















2 


D 


22 


06 


05 


CONNECTION BOARD REMOTE CTRL 


J2 


B-REPR 


1 


N 


21 


02 


14 


TAPE TRANSPORT CONTROL 


J2 




2 


B 


25 


01 


10 


VU-METER PANEL CONNECTOR 






1 


D 


22 


06 


15 


CONNECTION BOARD REMOTE CTRL 


J2 




2 


A 


25 


02 


10 


VU*METER PANEL CONNECTOR 






1 


D 


22 


08 


02 


CONNECTION BOARD TAPE TRSP CTRL 




2 


N 


25 


14 


02 


M-S CONTROL CONNECTOR 


J 14 




1 


B 


28 


01 


05 


REMOTE CONTROL CONNECTOR 






2 


B 


28 


01 


09 


REMOTE CONTROL CONNECTOR 






















2 


J 


34 


03 


27 


BASIS BOARD M-S-SWITCH 


J3 


B-REW 


3 


N 


21 


02 


17 


TAPE TRANSPORT CONTROL 


J2 




2 




34 


25 


03 


CONN. VU-PANEL (SUPPLY) 


J25 




3 


D 


22 


05 


04 


CONNECTION BOARD REMOTE CTRL 


J1 




1 


L 


38 


01 


01 


SWITCH BOARD FIELD 






3 


D 


22 


08 


09 


CONNECTION BOARD TAPE TRSP C 


TRL 




















3 


B 


28 


01 


03 


REMOTE CONTROL CONNECTOR 




B-OVER 


4 


Q 


25 


15 


06 


CONNECTOR TO PILOT PANEL 


J 15 




















4 


0 


33 


01 


06C 


PILOT SYNCHRONIZER MK2 


J1 


B-REW-PK 


3 


N 


21 


06 


11 


CONN. TO TAPE TENSION ADJ. 


J6 




4 


8 


35 


01 


30 


VU-METER PANEL CONN TO PNVU 


MK2 




3 


N 


36 


01 


11 


CONN. TO TAPE DECK CONTRO. 


P 1 


B-PINLEV 


8 


D 


22 


02 


07 


CONNECTION BOARD AUDIO 


J2 


B-STOP 


0 


N 


21 


02 


02 


TAPE TRANSPORT CONTROL 


J2 




1 


L 


27 


01 


06 


AUDIO CONNECTOR FIELD PILOT 


J1 




0 


N 


21 


02 


10 


TAPE TRANSPORT CONTROL 


J2 




1 


L 


27 


02 


06 


AUDIO CONNECTOR FIELD PNVU MK2 




0 


D 


22 


06 


16 


CONNECTION BOARD REMOTE CTRL 


J2 




1 


0 


33 


01 


2 5C 


PILOT SYNCHRONIZER MK2 


J1 




0 


D 


22 


08 


03 


CONNECTION BOARD TAPE TRSP C 


TRL 




1 


0 


33 


01 


26A 


PILOT SYNCHRONIZER MK2 


J1 




0 


B 


28 


01 


06 


REMOTE CONTROL CONNECTOR 






8 


J 


34 


08 


29 


BASIS BOARD PILOT 


J8 




0 


0 


33 


01 


27A 


PILOT SYNCHRONIZER MK2 


J1 








34 


20 


10 


CONN. PILOT IN/OUT 


J20 








34 


21 


05 


CONN. TAPE DECK (TO PIL. FOL. 


) J21 




















0 




34 


22 


05 


CONN. PIL. FOL. (FR. TAPE DECK)J22 




SECTION 9/15 
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SIG.NAME 


COLOR 


TYPE 


GR 


EL 


PT S 


DESCRIPTION OF ELEMENT 




B-SYNC 


A 




N 


15 


02 


04 


CAPSTAN SPEED CONTROL 


J2 




4 




D 


22 


09 


03 


CONNECTION BOARD CAP SP CTRL 


J1 




4 




D 


22 


lU 


Ub 


CuNNECiiuN BuARu CAP Sr CTr^L 


S2 




4 




D 


22 


11 


06 


CONNECTION BOARD CAP SP CTRL 


J3 




2 




Q 


25 


15 


05 


CONNECTOR TO PILOT PANEL 


J15 




4 




B 


28 


02 


11 


CAPSTAN CONTR.CONN. (AC CONTR 


. ) 




4 




B 


28 


03 


11 


CAPSTAN CONTR. CCNN. (DC CONTR 


. ) 




4 




L 


32 


02 


02 


CONN. TO REM. CONTR. PANEL 






4 




D 


32 


03 


03 


CONN. TO INTERCONN. BOARD 


P 1 


B-SYNCl 


2 




0 


33 


01 


05C 


PILOT SYNCHRONIZER MK2 


J1 




2 




B 


35 


01 


31 


VU-METER PANEL CONN TO PNVU MK2 


C-M3 


0 




Y 


16 


01 


01 


CAPSTAN MOTOR CONTROL 






4 




Y 


16 


01 


14 


CAPSTAN MOTOR CONTROL 






4 




Y 


17 


01 


03 


CAPSTAN MOTOR ASSEMBLY M3 






0 




L 


20 


06 


02 


CAPSTAN MOTOR CAPACITOR 




CMD.ENB2 


0 




N 


21 


02 


08 


TAPE TRANSPORT CONTROL 


J2 




0 




D 


22 


05 


L8 


CONNECTION BOARD REMOTE CTRL 


J1 




0 




D 


22 


08 


20 


CONNECTION BOARD TAPE TR SP CTRL 




0 




B 


28 


01 


18 


REMOTE CONTROL CONNECTOR 




CROSST-1 






J 


34 


01 


29 


BASIS BOARD REPR-1 


J1 








J 


34 


02 


28 


BASIS BOARD REPR-2 


J2 


CROSST-2 






J 


34 


01 


28 


BASIS BOARD REPR-1 


J1 








J 


34 


02 


29 


BASIS BOARD REPR-2 


J 2 


CO-MI 


0 




Y 


08 


01 


01 


SPOOLING MOTOR CTRL, SUPPLY 






5 




Y 


08 


01 


14 


SPOOLING MOTOR CTRL, SUPPLY 






5 




Y 


09 


01 


03 


SUPPLY MOTOR Ml 






0, 


9 


L 


20 


04 


0 2 


SUPPLY MOTOR CAPACITOR 






9 




L 


20 


07 


01 


POWER FREQUENCY SWITCH 




C0-M2 


0 




Y 


10 


01 


01 


SPOOLING MOTOR CTRL, TAKE-UP 






6 




Y 


10 


01 


14 


SPOOLING MOTOR CTRL, TAKE-UP 






6 




Y 


11 


01 


03 


SUPPLY MOTOR M2 






0, 


,8 


L 


20 


05 


02 


TAKE-UP MOTOR CAPACITOR 






8 




L 


20 


07 


03 


POWER FREQUENCY SWITCH 




Cl-Ml 


9 




L 


20 


04 


03 


SUPPLY MOTOR CAPACITOR 






9 




L 


20 


07 


02 


POWER FREQUENCY SWITCH 




C1-M2 


8 




L 


20 


05 


03 


TAKE-UP MOTOR CAPACITOR 






8 




L 


20 


07 


04 


POWER FREQUENCY SWITCH 




EX-REFl 


6 




0 


33 


01 


31A 


PILOT SYNCHRONIZER MK2 


J1 


EX-REF2 


0 




0 


33 


01 


30A 


PILOT SYNCHRONIZER MK2 


J1 


F- 5 






p 


04 


04 


060 


DISTRIBUTION BOARD, DC OUT 










J 


05 


01 


06 


POWER SUPPLY, DC IN 




F-ACl 


5 




N 


04 


02 


09C 


DISTRIBUTION BOARD, MOTORS OUT 




5 




N 


21 


04 


06 


TAPE TRANSPORT CONTROL 


J4 



SIG.NAME 


COLOR 


TYPE 


GR 


EL 


PT S 


DESCRIPTION OF ELEMENT 




F-LINE 1 


1 


L 


03 


02 


02 


MAIN FUSE 






1,7 


L 


03 


03 


07 


VOLTAGE SELECTOR 






7 


i- 


03 


04 


07 


POWER TRANSFORMER 




F-Ml 


8 


N 


04 


02 


05C 


DISTRIBUTION BOARD, MOTORS 


OUT 




8 


Y 


08 


01 


04 


SPOOLING MOTOR CTRL, SUPPLY 




F-M2 


9 


N 


04 


02 


03C 


DISTRIBUTION BOARD, MOTORS 


OUT 




9 


Y 


10 


01 


04 


SPOOLING MOTOR CTRL,TAKE-JP 




F-M3 


0 


N 


04 


02 


07C 


DISTRIBUTION BOARD, MOTORS 


OUT 




0 


Y 


16 


01 


04 


CAPSTAN MOTOR CONTROL 




F-REF-M 


7 


N 


04 


02 


02C 


DISTRIBUTION BOARD, MOTORS 


OUT 




7 


0 


33 


01 


28 A 


PILOT SYNCHRONIZER MK2 


Jl 


F-12N 




P 


04 


04 


04 D 


DISTRIBUTION BOARD, DC OUT 








J 


05 


01 


04 


POWER SUPPLY, DC IN 




F-12P 




P 


04 


04 


08D 


DISTRIBUTION BOARD, DC OUT 








J 


05 


01 


08 


POWER SUPPLY, DC IN 




F-24 




P 


04 


04 


02D 


DISTRIBUTION BOARD, DC OUT 








J 


05 


01 


02 


POWER SUPPLY, DC IN 




FAD-1 


1 


N 


21 


02 


20 


TAPE TRANSPORT CONTROL 


J2 




1 


D 


22 


05 


02 


CONNECTION BOARD REMOTE CTRL Jl 




1 


D 


22 


08 


07 


CONNECTION BOARD TAPE TRSP 


CTRL 




1 


B 


28 


01 


43 


REMOTE CONTROL CONNECTOR 




FAD-2 


2 


N 


21 


02 


19 


TAPE TRANSPORT CONTROL 


J2 




2 


D 


22 


05 


01 


CONNECTION BOARD REMOTE CTRL Jl 




2 


D 


22 


08 


06 


CONNECTION BOARD TAPE TRS^ 


CTRL 




2 


B 


28 


01 


44 


REMOTE CONTROL CONNECTOR 




FL-LINEl 


1 


L 


02 


01 


04 


MAINS FILTER 






1 


FF 


03 


01 


04 


CONN. TO MAINS SWITCH CABLE 






1 


MM 


21 


05 


04 


MAINS SWITCH CABLE 




FL-LINE2 


6 


L 


02 


01 


05 


MAINS FILTER 






6 


FF 


03 


01 


05 


CONN. TO MAINS SWITCH CABLE 






6 


MM 


21 


05 


05 


MAINS SWITCH CABLE 




GND 


4 


L 


01 


02 


01 


GROUND-CHASSIS CONNECTION 






4 


L 


02 


01 


06 


MAINS FILTER 








BB 


25 


01 


33 


VU-METER PANEL CONNECTOR 






0 


A 


25 


02 


33 


VU-METER PANEL CONNECTOR 






0 


L 


25 


11 


01 


VU-METER PANEL 










30 


02 


20 


MONITOR PANEL 1.081.900.81 


J 1 








30 


03 


20 


MONITOR PANEL 1.081.900.81 


J2 








34 


25 


01 


CONN. VU-PANEL (SUPPLY) 


J25 




0 


L 


34 


99 


01 


BASIS BOARD CHASSIS 






0 


BB 


35 


01 


33 


VU-METER PANEL CONN TO PNVU MK2 


GND MAIN 


5 


L 


01 


01 


03 


POWER INPUT CONNECTOR, MAINS 




5 


L 


02 


01 


03 


MAINS FILTER 





i^ijt^ii^ii^i)iiiLi^t^******i)‘if^*^t*'^*******************************^****^************* **************************************** ***^****^***** ****** 
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SIS. NAME 


COLOR 


TYPE 


GR 


EL 


PT 


S DESCRIPTION OF ELEMENT 




SIG.NAME 


COLOR 


TYPE 


GR 


EL 


PT S 


DESCRIPTION OF ELEMENT 




H-ERAS-1 


0 


A 


24 


01 


18 


HEAD BLOCK ASSEMBLY 




(CONT. ) 






34 


24 


05 


CONN. MONITOR 


J 24 




0 


J 


34 


04 


03 


BASIS BOARD REC-1 


J4 








34 


28 


06 


CONN. VU-PANEL (AUDIO CHI 


MS ) J28 




















0 




34 


29 


06 


CONN. VU-PANEL (AUDIO CHI) 


J29 


H-ERAS-2 


0 


A 


24 


01 


36 


HEAD BLOCK ASSEMBLY 






0 


B 


35 


01 


34 


VU-METER PANEL CONN T3 PNVU MK2 




0 


J 


34 


05 


03 


BASIS BOARD REC-2 


J5 




9 


B 


39 


01 


17 


CONN. TO MONITOR IF (REAR PANEL) 


H- ERAS- 3 


2 


A 


24 


01 


16 


HEAD BLOCK ASSEMBLY 




INPl-0 




B 


25 


01 


18 


VU-METER PANEL CONNECTOR 
























A 


25 


02 


18 


VU-METER PANEL CONNECTOR 




H-ERAS-4 


2 


A 


24 


01 


34 


HEAD BLOCK ASSEMBLY 








N 


25 


03 


07 


VU-METER PANEL 


J3 






















N 


25 


03 


08 


VU-METER PANEL 


J3 


H-PILOTl 


0 


A 


24 


01 


14 


HEAD BLOCK ASSEMBLY 






8 


N 


30 


02 


07 


MONITOR PANEL 1.081.900.81 


Jl 




0 


J 


34 


08 


05 


BASIS BOARD PILOT 


J8 




4 


N 


30 


03 


07 


MONITOR PANEL 1.081.900.81 


J2 
























34 


28 


07 


CONN. VU-PANEL (AUDIO CHI 


MS) J28 


H-PI L0T2 


0 


A 


24 


01 


32 


HEAD BLOCK ASSEMBLY 






S 




34 


29 


07 


CONN. VU-PANEL (AUDIO CHI) 


J 29 




0 


J 


34 


08 


07 


BASIS BOARD PILOT 


J8 






B 


35 


01 


18 


VU-METER PANEL CONN TO PNVU MK2 


H-REC-1 


0 


A 


24 


01 


12 


HEAD BLOCK ASSEMBLY 




INPl-1 


0 


N 


26 


01 


04 


AUDIO CONNECTOR FIELD USA 


J 1 




0 


J 


34 


04 


05 


BASIS BOARD REC-1 


J4 




0 


J 


34 


04 


17 


BASI S BOARD REC-1 


J4 


H-REC-2 


0 


A 


24 


01 


30 


HEAD BLOCK ASSEMBLY 




INPl-2 


6 


N 


26 


01 


01 


AUDIO CONNECTOR FIELD USA 


Jl 




0 


J 


34 


05 


05 


BASIS BOARD REC-2 


J 5 




6 


J 


34 


04 


18 


BASI S BOARD REC-1 


J4 


H-REPR-1 


0 


A 


24 


01 


01 


HEAD BLOCK ASSEMBLY 




INPl-3 






30 


02 


08 


MONITOR PANEL 1.081.900.81 


Jl 




0 


J 


34 


01 


02 


BASIS BOARD REPR-1 


J 1 




9 


N 


30 


03 


08 


MONITOR PANEL 1.081.900.81 


J2 


H-REPR-2 


0 


A 


24 


01 


20 


HEAD BLOCK ASSEMBLY 




INP2 


0 


B 


25 


01 


49 


VU-METER PANEL CONNECTOR 






0 


J 


34 


02 


02 


BASIS BOARD REPR-2 


J2 




0 


A 


25 


02 


49 


VU-METER PANEL CONNECTOR 
























N 


25 


09 


06 


VU-METER PANEL 


J9 


H-REPR-3 


6 


A 


24 


01 


04 


HEAD BLOCK ASSEMBLY 






9 


N 


25 


13 


03 


VU-METER PANEL MONITOR COM 


, J 13 




















0 


J 


34 


03 


01 


BASIS BOARD M-S-SWITCH 


J3 


H-REPR-4 


6 


A 


24 


01 


23 


HEAD BLOCK ASSEMBLY 








J 


34 


05 


10 


BASI S BOARD REC-2 


J5 
























34 


24 


07 


CONN. MONITOR 


J24 


HF-BIAS 




J 


34 


04 


02 


BASIS BOARD REC-1 


J4 








34 


26 


02 


CONN. VU-PANEL (AUDIO CH2 


MS )J 26 






J 


34 


05 


02 


BASIS BOARD REC-2 


J5 




0 




34 


27 


02 


CONN. VU-PANEL (AUDIO CH2) 


J27 






J 


34 


06 


02 


BASIS BOARD OSCILLATOR 


J6 




9 


B 


39 


01 


19 


CONN. TO MONITOR IF (REAR ^ 


ANEL ) 






J 


34 


08 


02 


BASIS BOARD PILOT 


J8 


































INP2-0 




B 


25 


01 


32 


VU-METER PANEL CONNECTOR 




HF-ERASE 




J 


34 


04 


01 


BASIS BOARD REC-1 


J4 






A 


25 


02 


32 


VU-METER PANEL CONNECTOR 








J 


34 


05 


01 


BASIS BOARD REC-2 


J5 






N 


25 


09 


07 


VU-METER PANEL 


J9 






J 


34 


06 


01 


BASIS BOARD OSCILLATOR 


J6 






N 


25 


09 


08 


VU-METER PANEL 


J9 






J 


34 


08 


01 


BASIS BOARD PILOT 


J8 




8 


N 


30 


02 


02 


MONITOR PANEL 1.081.900.81 


Jl 




















4 


N 


30 


03 


02 


MONITOR PANEL 1.081.900.81 


J2 


INPMO 


9 


N 


30 


01 


01 


MONITOR PANEL (CONN. TO GR 


31 )P1 




S 




34 


26 


03 


CONN. VU-PANEL (AUDIO CH2 


MS) J26 




9 


N 


30 


05 


01 


COVER (CONNECTOR TO GR 31) 






S 




34 


27 


03 


CONN. VU-PANEL (AUDIO CH2) 


J27 








31 


01 


01 


MONITOR AMPLIFIER 


J 1 


































INP2-1 


0 


N 


26 


03 


04 


AUDIO CONNECTOR FIELD USA 


J3 


INPMO-0 


4 


N 


30 


01 


03 


MONITOR PANEL (CONN. TO GR 


31) PI 




0 


J 


34 


05 


17 


BASIS BOARD REC-2 


J5 




4 


N 


30 


05 


03 


COVER (CONNECTOR TO GR 31) 


























31 


01 


03 


MONITOR AMPLIFIER 


Jl 


INP2-2 


6 


N 


26 


03 


01 


AUDIO CONNECTOR FIELD USA 


J3 




















6 


J 


34 


05 


18 


BASIS BOARD REC-2 


J5 


INPl 


0 


B 


25 


01 


34 


VU-METER PANEL CONNECTOR 






















0 


A 


25 


02 


34 


VU-METER PANEL CONNECTOR 




INP2-3 






30 


02 


03 


MONITOR PANEL 1.081.900.81 


Jl 






N 


25 


03 


06 


VU-METER PANEL 


J3 




9 


N 


30 


03 


03 


MONITOR PANEL 1.081.900.81 


J2 




9 


N 


25 


12 


03 


VU-METER PANEL MONITOR CON. 


. J 12 




















0 


J 


34 


03 


03 


BASIS BOARD M-S-SWITCH 


J3 


INP3*1 


6 


L 


27 


02 


01 


AUDIO CONNECTOR FIELD PNVU 


MK2 






J 


34 


04 


10 


BASIS BOARD REC-1 


J4 




6 


0 


33 


01 


21A 


PILOT SYNCHRONIZER M<2 


Jl 



./. 
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SIG.NAME 


COLOR 


TYPE 


GR 


EL 


PT 


S DESCRIPTION OF ELEMENT 




SIG.NAME 


COLOR 


TYPE 


GR 


EL 


PT 


S DESCRIPTION OF ELEMENT 




INP3*2 


9 


L 


27 


02 


02 


AUDIO CONNECTOR FIELD PNVU 


MK2 


LINE-1 


1 


L 


01 


01 


01 


POWER INPUT CONNECTOR, MAINS 






9 


0 


33 


01 


22A 


PILOT SYNCHRONIZER MK2 


J 1 




1 


L 


02 


01 


01 


MAINS FILTER 




INP 3-1 


2 


L 


27 


01 


01 


AUDIO CONNECTOR FIELD PILOT 


J1 


LINE-2 


6 


L 


01 


01 


02 


POWER INPUT CONNECTOR, MAINS 






9 


0 


33 


01 


07A 


PILOT SYNCHRONIZER MK2 


J1 




6 


L 


02 


01 


02 


MAINS FILTER 








0 


33 


01 


18C 


PILOT SYNCHRONIZER MK2 


J 1 




















2 


J 


3A 


08 


IC 


BASIS BOARD PILOT 


J8 


LOC.ENB 


A 


D 


22 


05 


15 


CONNECTION BOARD REMOTE CTRL 


J 








3A 


20 


07 


CONN. PILOT IN/OUT 


J20 




A 


B 


28 


01 


35 


REMOTE CONTROL CONNECTOR 




INP3-2 


2 


L 


27 


01 


02 


AUDIO CONNECTOR FIELD PILOT 


J1 


LOUDINPH 


A 


B 


39 


01 


03 


CONN. TO MONITOR IF (REAR PANEL) 




6 


0 


33 


01 


06A 


PILOT SYNCHRONIZER MK2 


J1 




A 


C 


39 


03 


01 


CONN. TO LOUDSPEAKER 






9 


J 


3A 


08 


11 


BASIS BOARD PILOT 


J8 
























3A 


20 


08 


CONN. PILOT IN/CUT 


J20 


LOUDINPL 


8 


B 


39 


01 


02 


CONN. TO MONITOR IF (REAR PANEL) 




















8 


C 


39 


03 


02 


CONN. TO LOUDSPEAKER 




I NST-DEV 


1 


Q 


25 


15 


21 


CONNECTOR TO PILOT PANEL 


J 15 




















1 


0 


33 


01 


21C 


PILOT SYNCHRONIZER MK2 


J1 


LOUDOUTH 


1 


B 


39 


01 


OA 


CONN. TO MONITOR IF (REAR PANEL) 




1 


B 


35 


01 


20 


VU-METER PANEL CONN TO PNVU 


MK2 




1 


N 


39 


02 


05 


CONN. TO MONITOR AMPL.BBC 




K 1 


1 


N 


18 


OA 


08 


COUNTER 


JA 


LOUDOUTL 


9 


B 


39 


01 


01 


CONN. TO MONITOR IF (REAR PANEL) 




1 


L 


19 


01 


15 


COUNTER DISPLAY 






9 


N 


39 


02 


OA 


CONN. TO MONITOR AMPL.BBC 




K 2 


2 


N 


18 


OA 


07 


COUNTER 


JA 


ME-VU-0 




Q 


25 


15 


01 


CONNECTOR TO PILOT PANEL 


Jl! 




2 


L 


19 


01 


11 


COUNTER DISPLAY 








B 


35 


01 


A3 


VU-METER PANEL CONN TO PNVU 


MK2 


K 3 


3 


N 


18 


OA 


06 


COUNTER 


JA 


ME-VU-1 


6 


Q 


25 


15 


OA 


CONNECTOR TO PILOT PANEL 


Jl! 




3 


L 


19 


01 


lA 


COUNTER DISPLAY 






6 


0 


33 


01 


oa: 


PILOT SYNCHRONIZER MK2 


J! 




















6 


B 


35 


01 


AA 


VU-METER PANEL CONN TO PNVU 


MK2 


K A 


A 


N 


18 


OA 


05 


COUNTER 


JA 




















A 


L 


19 


01 


10 


COUNTER DISPLAY 




ME-VU-2 


0 


Q 


25 


15 


03 


CONNECTOR TO PILOT PANEL 


Jl! 




















0 


0 


33 


0 1 


03C 


PILOT SYNCHRONIZER MK2 


J 


K 5 


5 


N 


18 


OA 


OA 


COUNTER 


JA 




0 


B 


35 


01 


A5 


VU-METER PANEL CONN TO PNVU 


MK2 




5 


L 


19 


01 


13 


COUNTER DISPLAY 




































MONAMPH 


9 


B 


39 


0 1 


13 


CONN. TO MONITOR IF (REAR ^ANEL) 


K-BRAKE 


0 


N 


lA 


01 


01 


BRAKE LIFT SOLENOID 






9 


N 


39 


02 


01 


CONN. TO MONITOR AMPL.BBC 






0 


N 


21 


03 


16 


TAPE TRANSPORT CONTROL 


J3 


































MONAMPL 




B 


39 


01 


12 


CONN. TO MONITOR IF (REAR ’ANEL ) 


K-EDIT 


1 


N 


06 


02 


OA 


TAPE END SENSOR LEFT 








N 


39 


02 


03 


CONN. TO MONITOR AMPL.BBC 






1 


N 


07 


03 


OA 


TAPE END SENSOR RIGHT 


J3 




















1 


N 


lA 


01 


02 


BRAKE LIFT SOLENOID 




Ml-1 


1 


Y 


08 


01 


11 


SPOOLING MOTOR CTRL. SUPPLY 






1 


N 


lA 


01 


03 


BRAKE LIFT SOLENOID 






6 


Y 


08 


01 


12 


SPOOLING MOTOR CTRL, SUPPLY 






1 


N 


lA 


01 


OA 


BRAKE LIFT SOLENOID 






1 


Y 


09 


01 


02 


SUPPLY MOTOR MI 






1 


N 


21 


03 


11 


TAPE TRANSPORT CONTROL 


J3 




6 


Y 


09 


01 


OA 


SUPPLY MOTOR Ml 




K-MAINS 


8 


Q 


25 


15 


2A 


CONNECTOR TO PILOT PANEL 


J15 


M2-1 


1 


Y 


10 


01 


11 


SPOOLING MOTOR CTRL, TAKE-UP 






8 


0 


33 


01 


2AC 


PILOT SYNCHRONIZER MK2 


J1 




5 


Y 


10 


0 1 


12 


SPOOLING MOTOR CTRL, TAKE-UP 






8 


B 


35 


01 


13 


VU-METER PANEL CONN TO PNVU 


MK2 




1 


Y 


11 


01 


02 


SUPPLY MOTOR M2 






















5 


Y 


11 


01 


OA 


SUPPLY MOTOR M2 




K-PRES5 


9 


X 


12 


01 


02- 


PRESSURE SOLENOID 






















9 


N 


21 


03 


12 


TAPE TRANSPORT CONTROL 


J3 


M3-1 


8 


Y 


16 


01 


12 


CAPSTAN MOTOR CONTROL 






9 


N 


21 


03 


15 


TAPE TRANSPORT CONTROL 


J3 




8 


Y 


17 


01 


02 


CAPSTAN MOTOR ASSEMBLY M3 






9 


0 


33 


01 


lOA 


PILOT SYNCHRONIZER MK2 


J1 
























3A 


21 


OA 


CONN. TAPE DECK (TO PIL.FOL. 


. ) J21 


NC 




N 


26 


01 


03 


AUDIO CONNECTOR FIELD JSA 


J] 




9 




3A 


22 


OA 


CONN. PIL. FOL.(FR.TAPE DECK)J22 






N 


26 


02 


03 


AUDIO CONNECTOR FIELD USA 


j; 






















N 


26 


03 


03 


AUDIO CONNECTOR FIELD USA 


j; 


K-TLIFT 


8 


X 


13 


01 


02- 


TAPE L IFT SOLENOID 








N 


26 


OA 


03 


AUDIO CONNECTOR FIELD JSA 


J' 




8 


N 


21 


03 


19 


TAPE TRANSPORT CONTROL 


J3 
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SIG.NAME 


COLOR 


TYPE 


GR 


EL 


PT 


S DESCRIPTION OF ELEMENT 




SIG.NAME 


COLOR 


TYPE 


GR 


EL 


PT 


S DESCRIPTION OF ELEMENT 






OSC-STRT 




J 


34 


04 


28 


BASIS BOARD REC-1 


J4 


OUTl-3 


9 


B 


25 


01 


23 


VU-METER PANEL CONNECTOR 










J 


34 


05 


28 


BASIS BOARD REC-2 


J5 




9 


A 


25 


02 


23 


VU-METER PANEL CONNECTOR 










J 


34 


06 


28 


BASIS BOARD OSCILLATOR 


J6 




9 


N 


25 


04 


15 


VU-METER PANEL 




J4 






J 


34 


08 


28 


BASIS BOARD PILOT 


J8 




0 


N 


26 


02 


04 


AUDIO CONNECTOR FIELD JSA 




J2 




















0 


J 


34 


01 


17 


BASI S BOARD REPR-1 




Jl 


OUTMO-1 


9 


N 


30 


01 


04 


MONITOR PANEL (CONN. TO GR 


31) PI 








34 


28 


15 


CONN. VU-PANEL (AUDIO SHI 


MS) J28 




9 


N 


30 


05 


04 


COVER (CONNECTOR TO GR 31) 






9 




34 


29 


15 


CONN. VU-PANEL (AUDIO CHI) 




J29 








31 


01 


04 


MONITOR AMPLIFIER 


Jl 




9 


B 


35 


01 


23 


VU-METER PANEL CONN TO PNVU 


MK2 


OUTMO-2 


I 


N 


30 


01 


05 


MONITOR PANEL (CONN. TO GR 


3DP1 


0UT2 


6 


B 


25 


01 


14 


VU-METER PANEL CONNECTOR 








1 


N 


30 


05 


05 


COVER (CONNECTOR TO GR 31) 






6 


A 


25 


02 


14 


VU-METER PANEL CONNECTOR 












31 


01 


05 


MONITOR AMPLIFIER 


Jl 






N 


25 


10 


02 


VU-METER PANEL 




J 10 






















N 


25 


13 


07 


VU-METER PANEL MONITOR CON 




J 13 


OUTl 


6 


B 


25 


01 


02 


VU-METER PANEL CONNECTOR 








J 


34 


02 


11 


BASI S BOARD REPR-2 




J2 




6 


A 


25 


02 


02 


VU-METER PANEL CONNECTOR 






6 


J 


34 


03 


11 


BASIS BOARD M-S-SWITCH 




J3 






N 


25 


04 


02 


VU-METER PANEL 


J4 








34 


26 


06 


CONN. VU-PANEL (AUDIO CH2 


MS )J 26 






N 


25 


12 


07 


VU-METER PANEL MONITOR CON. 


J12 




6 




34 


27 


06 


CONN. VU-PANEL (AUDIO CH2) 




J27 






J 


34 


01 


11 


BASIS BOARD REPR-1 


Jl 






















6 


J 


34 


03 


08 


BASIS BOARD M-S-SWITCH 


J3 


OUT2-0 


4 


B 


25 


01 


26 


VU-METER PANEL CONNECTOR 












34 


28 


10 


CONN. VU-PANEL (AUDIO CHI MS)J28 




4 


A 


25 


02 


26 


VU-METER PANEL CONNECTOR 








6 




34 


29 


10 


CONN. VU-PANEL (AUDIO CHI) 


J29 




4 


N 


25 


10 


12 


VU-METER PANEL 




JIO 




6 


B 


35 


01 


02 


VU-METER PANEL CONN TO PNVU 


MK2 




4 


N 


25 


13 


05 


VU-METER PANEL MONITOR CON 




J 13 




















4 


N 


30 


04 


06 


COVER WITH MONITOR 1.167.622 


.00 


OUTl-0 


4 


B 


25 


01 


22 


VU-METER PANEL CONNECTOR 










34 


24 


10 


CONN. MONITOR 




J24 




4 


A 


25 


02 


22 


VU-METER PANEL CONNECTOR 










34 


26 


13 


CONN. VU-PANEL (AUDIO CH2 


MS ) J 26 




4 


N 


25 


04 


12 


VU-METER PANEL 


J4 




S 




34 


27 


13 


CONN. VU-PANEL (AUDIO CH2) 




J27 




4 


N 


25 


12 


05 


VU-METER PANEL MONITOR CON. 


J12 






L 


37 


02 


04 


SWITCH BOARD CH2 FIELD 








4 


N 


30 


04 


04 


COVER WITH MONITOR 1.167.622.00 






B 


39 


01 


10 


CONN. TO MONITOR IF (REAR PANEL) 








34 


24 


02 


CONN. MONITOR 


J24 


























34 


28 


13 


CONN. VU-PANEL (AUDIO CHI MS)J28 


0UT2-1 


6 


B 


25 


01 


09 


VU-METER PANEL CONNECTOR 








S 




34 


29 


13 


CONN. VU-PANEL (AUDIO CHI) 


J29 




6 


A 


25 


02 


09 


VU-METER PANEL CONNECTOR 








4 


B 


35 


01 


22 


VU-METER PANEL CONN TO PNVU 


MK2 




6 


N 


25 


10 


13 


VU-METER PANEL 




JIO 






L 


37 


01 


04 


SWITCH BOARD CHI FIELD 






9 


N 


30 


04 


07 


COVER WITH MONITOR 1.167.622 


.00 






B 


39 


01 


14 


CONN. TO MONITOR IF (REAR PANEL) 




2 


J 


34 


02 


13 


BASIS BOARD REPR-2 




J2 
























34 


24 


11 


CONN. MONITOR 




J24 


OUTl-1 


6 


B 


25 


01 


05 


VU-METER PANEL CONNECTOR 










34 


26 


12 


CONN. VU-PANEL (AUDIO CH2 


MS) J26 




6 


A 


25 


02 


05 


VU-METER PANEL CONNECTOR 






2 




34 


27 


12 


CONN. VU-PANEL (AUDIO CH2) 




J 27 




6 


N 


25 


04 


13 


VU-METER PANEL 


J4 




7 


L 


37 


01 


02 


SWITCH BOARD CHI FIELD 








9 


N 


30 


04 


05 


COVER WITH MONITOR 1.167.622.00 




7 


L 


37 


02 


02 


SWITCH BOARD CH2 FIELD 








2 


J 


34 


01 


13 


BASIS BOARD REPR-1 


Jl 


























34 


24 


01 


CONN. MONITOR 


J24 


0UT2-2 


2 


B 


25 


01 


08 


VU-METER PANEL CONNECTOR 












34 


28 


16 


CONN. VU-PANEL (AUDIO CHI MS)J28 




2 


A 


25 


02 


08 


VU-METER PANEL CONNECTOR 








2 




34 


29 


16 


CONN. VU-PANEL (AUDIO CHI) 


J29 




2 


N 


25 


10 


14 


VU-METER PANEL 




J 10 




6 


B 


35 


01 


05 


VU-METER PANEL CONN TO PNVU 


MK2 




6 


N 


26 


04 


01 


AUDIO CONNECTOR FIELD USA 




J4 




6 


L 


37 


01 


01 


SWITCH BOARD CHI FIELD 






6 


J 


34 


02 


18 


BASIS BOARD REPR-2 




J2 




6 


L 


37 


02 


01 


SWITCH BOARD CH2 FIELD 










34 


26 


11 


CONN. VU-PANEL (AUDIO CH2 


MS)J26 




















6 




34 


27 


11 


CONN. VU-PANEL (AUDIO CH2) 




J27 


OUT 1-2 


2 


B 


25 


01 


06 


VU-METER PANEL CONNECTOR 
























2 


A 


25 


02 


0 6 


VU-METER PANEL CONNECTOR 




0UT2-3 


9 


B 


25 


01 


25 


VU-METER PANEL CONNECTOR 








2 


N 


25 


04 


14 


VU-METER PANEL 


J4 




9 


A 


25 


02 


25 


VU-METER PANEL CONNECTOR 








6 


N 


26 


02 


01 


AUDIO CONNECTOR FIELD USA 


J2 




9 


N 


25 


10 


15 


VU-METER PANEL 




JIO 




6 


J 


34 


01 


18 


BASIS BOARD REPR-1 


Jl 




0 


N 


26 


04 


04 


AUDIO CONNECTOR FIELD JSA 




J4 








34 


28 


14 


CONN. VU-PANEL (AUDIO CHI MSIJ28 




0 


J 


34 


02 


17 


BASIS BOARD REPR-2 




J2 




6 




34 


29 


14 


CONN. VU-PANEL (AUDIO CHI) 


J29 








34 


26 


10 


CONN. VU-PANEL (AUDIO CH2 


MS) J26 




2 


B 


35 


01 


06 


VU-METER PANEL CONN TO PNVU 


MK2 




9 




34 


27 


10 


CONN. VU-PANEL (AUDIO CH2) 




J27 




SECTION 9/17 



*STUDER* SIGNAL WIRE LIST * 81/02/06 * 08: 31. * P A G E 33 * 

«« 4c * :4c :4c 4: ^ :«c « 4: :4c ^ :4c « :«C << 4c 4: 4: >|C 4= «««« 4: 

TAPE TRANSPORT & AUDIO CIRCUITS * STUDER B67 -2CH-MK2 * 1.167.559.00 80/12/03 



SIG.NAME COLOR TYPE GR EL PT S DESCRIPTION OF ELEMENT SIG.NAME COLOR TYPE GR EL PT S DESCRIPTION OF ELEMENT 



OUT3-2 2 L 27 01 05 AUDIO CONNECTOR FIELD PILOT J1 RECRl 9 J 34 03 18 BASIS BOARD M-S-SWITCH J3 

2 L 27 02 05 AUDIO CONNECTOR FIELD PNVU MK2 9 34 28 05 CONN. VU-PANEL (AUDIO CHI MS)J28 

2 0 33 01 08A PILOT SYNCHRONIZER MK2 J1 

4 0 33 01 23A PILOT SYNCHRONIZER MK2 J1 RECR2 9 J 34 03 17 BASIS BOARD M-S-SWITCH J3 

2 J 34 08 17 BASIS BOARD PILOT J8 9 34 26 01 CONN. VU-PANEL (AUDIO CH2 MS)J26 

34 20 02 CONN. PILOT IN/OUT J20 



















RECl 


6 


B 


25 


01 


35 


VU-METER PANEL 


CONNECTOR 




0UT3-3 


9 


L 


27 


01 


04 


AUDIO CONNECTOR FIELD PILOT 


J1 




6 


A 


25 


02 


35 


VU-METER PANEL 


CONNECTOR 






4 


L 


27 


02 


04 


AUDIO CONNECTOR FIELD PNVU 1 


MK2 






N 


25 


03 


05 


VU-METER PANEL 




J3 




4 


0 


33 


01 


09A 


PILOT SYNCHRONIZER MK2 


J1 








30 


02 


06 


MONITOR PANEL 1 


. 081. 900. 81 


J1 




2 


0 


33 


01 


24A 


PILOT SYNCHRONIZER MK2 


J1 








30 


03 


06 


MONITOR PANEL 1 


.081.900.81 


J2 




9 


J 


34 


08 


18 


BASIS BOARD PILOT 


J8 




6 


J 


34 


03 


04 


BASIS BOARD M-S 


-SWITCH 


J3 








34 


20 


01 


CONN. PILOT IN/CUT 


J20 






J 


34 


04 


11 


BASI S BOARD REC-1 


J4 




















6 




34 


29 


05 


CONN. VU-PANEL 


(AUDIO CHI) 


J 29 


QP-DIRl 


7 


N 


07 


01 


08 


TAPE MOTION SENSOR 


J1 




6 


B 


35 


01 


35 


VU-METER PANEL 


CONN TO PN/U 


MK2 




7 


N 


18 


01 


08 


COUNTER 


J1 


REC2 


6 


B 


25 


01 


48 


VU-METER PANEL 


CONNECTOR 




QP-DIR2 


2 


N 


07 


01 


05 


TAPE MOTION SENSOR 


J 1 




6 


A 


25 


02 


48 


VU-METER PANEL 


CONNECTOR 






2 


N 


18 


01 


06 


COUNTER 


J1 






N 


25 


09 


05 


VU-METER PANEL 




J9 
























30 


02 


01 


MONITOR PANEL 1 


.081.900.81 


J 1 


QP-END 


9 


N 


21 


01 


04 


TAPE TRANSPORT CONTROL 


J 1 








30 


03 


01 


MONITOR PANEL 1 


.081.900.81 


J2 




9 


D 


22 


01 


07 


CONNECTION BOARD AUDIO 


J1 




6 


J 


34 


03 


02 


BASIS BOARD M-S 


-SWI TCH 


J3 




9 


D 


22 


03 


09 


CONNECTION BOARD AUDIO 


J3 






J 


34 


05 


11 


BASIS BOARD REC-2 


J5 




9 


A 


24 


01 


28 


HEAD BLOCK ASSEMBLY 






6 




34 


27 


01 


CONN. VU-PANEL 


(AUDIO CH2) 


J27 




9 


L 


34 


11 


01 


FIELD TO LIGHT SENSOR 




REPRl 


9 


J 


34 


03 


30 


BASIS BOARD M-S 


-SWITCH 


J3 


QPWRIB 


5 


Y 


08 


01 


07 


SPOOLING MOTOR CTRL, SUPPLY 






9 




34 


28 


09 


CONN. VU-PANEL 


(AUDIO CHI MS)J28 




5 


L 


20 


01 


03 


SUPPLY MOTOR TRANSISTOR 




REPR2 


9 


J 


34 


03 


31 


BASIS BOARD M-S 


-SWITCH 


J3 


QPWRIC 


2 


Y 


08 


01 


05 


SPOOLING MOTOR CTRL, SUPPLY 






9 




34 


26 


05 


CONN. VU-PANEL 


(AUDIO CH2 MS)J26 




2 


L 


20 


01 


01 


SUPPLY MOTOR TRANSISTOR 




REPl 


0 


B 


25 


01 


03 


VU-METER PANEL 


CONNECTOR 




QPWRIE 


6 


Y 


08 


01 


06 


SPOOLING MOTOR CTRL, SUPPLY 






0 


A 


25 


02 


03 


VU-METER PANEL 


CONNECTOR 






6 


L 


20 


01 


02 


SUPPLY MOTOR TRANSISTOR 








N 


25 


04 


04 


VU-METER PANEL 




J4 




















9 


N 


25 


12 


06 


VU-METER PANEL 


MONITOR CON. 


J 12 


QPWR2B 


5 


Y 


10 


01 


07 


SPOOLING MOTOR CTRL, TAKE-UP 






2 


N 


30 


02 


14 


MONITOR PANEL 1 


.081 . 900.81 


J1 




5 


L 


20 


02 


03 


TAKE-UP MOTOR TRANSISTOR 










30 


03 


14 


MONITOR PANEL 1 


.081.900. 81 


J2 






















J 


34 


01 


10 


BASIS BOARD REPR-1 


J1 


QPWR2C 


2 


Y 


10 


01 


05 


SPOOLING MOTOR CTRL, TAKE-UP 






0 


J 


34 


03 


07 


BASI S BOARD M-S 


-SWI TCH 


J3 




2 


L 


20 


02 


01 


TAKE-UP MOTOR TRANSISTOR 










34 


24 


03 


CONN. MONITOR 




J24 




















0 




34 


29 


09 


CONN. VU-PANEL 


(AUDIO CHI! 


J29 


QPWR2E 


6 


Y 


10 


01 


06 


SPOOLING MOTOR CTRL, TAKE-UP 






0 


B 


35 


01 


03 


VU-METER PANEL 


CONN TO PNVU 


MK2 




6 


L 


20 


02 


02 


TAKE-UP MOTOR TRANSISTOR 






9 


B 


39 


01 


15 


CONN. TO MONITOR 


IF (REAR 3AN 


EL ) 


QPWR3B 


5 


Y 


16 


01 


07 


CAPSTAN MOTOR CONTROL 




REPl-O 




B 


25 


01 


19 


VU-METER PANEL 


CONNECTOR 






5 


L 


20 


03 


03 


CAPSTAN MOTOR TRANSISTOR 








B 


25 


01 


20 


VU-METER PANEL 


CONNECTOR 
























A 


25 


02 


19 


VU-METER PANEL 


CONNECTOR 




QPWR3C 


2 


Y 


16 


01 


05 


CAPSTAN MOTOR CONTROL 








A 


25 


02 


20 


VU-METER PANEL 


CONNECTOR 






2 


L 


20 


03 


01 


CAPSTAN MOTOR TRANSISTOR 








N 


25 


04 


01 


VU-METER PANEL 




J4 






















N 


25 


04 


03 


VU-METER PANEL 




J4 


QPWR3E 


6 


Y 


16 


01 


06 


CAPSTAN MOTOR CONTROL 






4 


N 


30 


02 


13 


MONI TOR PANEL 1 


.081.900.81 


J1 




6 


L 


20 


03 


02 


CAPSTAN MCTOR TRANSISTOR 






8 


N 


30 


03 


13 


MONITOR PANEL 1 


.081. 900. 81 


J2 




















S 


J 


34 


03 


06 


BASIS BOARD M-S 


-SWITCH 


J3 


R-MAN 


8 


Q 


25 


15 


11 


CONNECTOR TO PILOT PANEL 


J 15 








34 


28 


08 


CONN. VU-PANEL 


(AUDIO CHI MS)J28 




8 


0 


33 


01 


lie 


PILOT SYNCHRONIZER HK2 


J1 








34 


28 


12 


CONN. VU-PANEL 


(AUDIO CHI MS)J28 




8 


B 


35 


01 


25 


VU-METER PANEL CONN TO PNVU 


MK2 




S 




34 


29 


08 


CONN. VU-PANEL 


(AUDIO CHI) 


J 29 

./. 



♦ ♦4*44 444 4 4 444*4*«4*****44***44**444**4**4*4c4c4c4:4c4c4c4c4c4c4c4 4 444!44*4 44c*#4**4c4*#4*4*#«***4c«4c4c**4c4c4c#4c4c4t4c4<4c4«44c4c4c*4c4c4;4:4!4c4c4c4c4c4c4c4c4c4c4c4e4c4c4:4c4c4ci4c 4c4c 

# STUDER* SIGNAL WIRE LIST * 81/02/06 * 08:31 * P A G E 34 * 

4c4c4c4c4c4c4c4c4c4c4c4c4c4c4c4c4c<c4c4c4c4c4:4c4c4c4c4c4c4c4c4c4c4c4c4c4c4c4c*4c4c4c4c4c4c4c4 4c4c4c4c4 4c4c4c4c4c4c4«4c4<44c4c4c4c4cc4c4c44c4 4<4c4c4c4c4c*4c4c4c4c4c4c4c4c4c4c4c4c4c44c4:4c4c4c 4<4c4c4c4c4c*4 4c4c4c4c4c4c4c4c4c4c4:«:#4c4t4!4c4 4c4c44c 44 
TAPE TRANSPORT 6 AUDIO CIRCUITS * STUDER B67 -2CH-MK2 * 1.167.559.00 80/12/03 

SIG.NAME COLOR TYPE GR EL PT S DESCRIPTION OF ELEMENT SIG.NAME COLOR TYPE GR EL PT S DESCRIPTION OF ELEMENT 



(CONT. ) S 34 29 12 

B 35 01 19 

REP2 0 B 25 01 13 

0 A 25 02 12 

N 25 10 04 

9 N 25 13 06 

2 N 30 02 11 

30 03 11 
J 34 02 10 

0 J 34 03 10 

34 24 09 
0 34 27 05 

9 B 39 01 11 

REP2-0 B 25 01 30 

B 25 01 31 

A 25 02 30 

A 25 02 31 

N 25 10 01 

N 25 10 03 

4 N 30 02 10 

8 N 30 03 10 

5 J 34 03 09 

34 26 04 
34 26 08 
S 34 27 04 

5 34 27 08 

S-AUTO D 22 05 07 

D 22 08 11 

S-CAPEXT 6 B 28 03 23 

6 32 01 05 

6 L 32 02 03 

6 0 33 01 17A 

S-CON-1 9 G 25 15 26 

9 0 33 01 26C 

9 B 35 01 12 

S-CON-2 4 Q 25 15 27 

4 0 33 01 27C 

4 B 35 01 11 

S-FAST 5 N 15 01 01 

5 N 18 01 04 

5 D 22 01 02 

5 D 22 03 04 

5 D 22 07 05 

5 0 33 01 03A 

J 34 01 24 

J 34 02 24 

J 34 03 24 

J 34 04 24 

J 34 05 24 



CONN. VU-PANEL (AUDIO CHI) J29 
VU-METER PANEL CONN TO PNVU MK2 



VU-METER PANEL CONNECTOR 
VU-METER PANEL CONNECTOR 
VU-METER PANEL JIO 

VU-METER PANEL MONITOR CON. J13 

MONITOR PANEL 1.081.900.81 J1 

MONITOR PANEL 1.081.900.81 J2 

BASIS BOARD REPR-2 J2 

BASIS BOARD M-S-SWITCH J3 

CONN. MONITOR J24 

CONN. VU-PANEL (AUDIO CH2) J27 



CONN. TO MONITOR IF (REAR PANEL) 



VU-METER PANEL CONNECTOR 
VU-METER PANEL CONNECTOR 
VU-METER PANEL CONNECTOR 
VU-METER PANEL CONNECTOR 
VU-METER PANEL JIO 

VU-METER PANEL JIO 

MONITOR PANEL 1.081.900.81 J1 

MONITOR PANEL 1.081.900.81 J2 

BASIS BOARD M-S-SWITCH J3 



CONN. VU-PANEL (AUDIO CH2 MS)J26 
CONN. VU-PANEL (AUDIO CH2 MS)J26 
CONN. VU-PANEL (AUDIO CH2) J27 
CONN. VU-PANEL (AUDIO CH2) J27 

CONNECTION BOARD REMOTE CTRL J1 
CONNECTION BOARD TAPE TRSP CTRL 

CAPSTAN CONTR.CCNN. (DC CONTR.) 



CONN. TO PILOT-SYNCHR. MK2 J1 
CONN. TO REM. CONTR. PANEL 
PILOT SYNCHRONIZER MK2 J1 

CONNECTOR TO PILOT PANEL J15 

PILOT SYNCHRONIZER MK2 J1 

VU-METER PANEL CONN TO PNVU MK2 

CONNECTOR TO PILOT PANEL J15 

PILOT SYNCHRONIZER MK2 J1 

VU-METER PANEL CONN TO PNVU MK2 

CAPSTAN SPEED CONTROL J1 

COUNTER J1 

CONNECTION BOARD AUDIO J1 

CONNECTION BOARD AUDIO J3 

CONNECTION BOARD COUNTER 
PILOT SYNCHRONIZER MK2 J1 

BASIS BOARD REPR-1 J1 

BASIS BOARD REPR-2 J2 

BASIS BOARD M-S-SWITCH J3 

BASIS BOARD REC-1 J4 

BASIS BOARD REC-2 J5 

./. 



(CONT. ) 5 J 34 06 24 

J 34 08 24 

5 34 23 05 

S-FORW 8 N 21 02 06 

8 D 22 05 09 

8 D 22 08 14 

8 B 28 01 37 

S-INPl 2 B 25 01 38 

2 A 25 02 38 

N 25 03 02 

2 B 35 01 38 

S-INP2 7 B 25 01 43 

7 A 25 02 43 

N 25 09 02 

S-LINE 11 MM 03 01 01 

1 L 03 02 01 

1 FF 21 05 01 

S-LINE 26 MM 03 01 02 

1,6 L 03 03 01 

1 L 03 04 01 

6 FF 21 05 02 

S-MAN 5 Q 25 15 07 

5 0 33 01 07C 

5 B 35 01 29 

S-MEO 1 N 15 01 03 

1 D 22 01 03 

1 D 22 03 05 

J 34 01 23 

J 34 02 23 

J 34 03 23 

J 34 04 23 

J 34 05 23 

1 J 34 06 23 

J 34 08 23 

S-MONO 0 D 22 03 01 

0 D 22 06 06 

0 8 25 01 11 

0 A 25 02 11 

0 N 25 14 07 

0 B 28 01 42 

0 J 34 03 29 

1 34 25 04 

0 L 38 01 00 

S-MUTE 7 N 21 01 03 

7 D 22 01 01 

7 D 22 03 03 

J 34 01 31 



BASIS BOARD OSCILLATOR J6 
BASI S BOARD PILOT J8 
CONN. PIL. FOL. (FR. AUDIO ) J23 

TAPE TRANSPORT CONTROL J2 
CONNECTION BOARD REMOTE CTRL J1 



CONNECTION BOARD TAPE TRS^ CTRL 
REMOTE CONTROL CONNECTOR 

VU-METER PANEL CONNECTOR 
VU-METER PANEL CONNECTOR 
VU-METER PANEL J3 

VU-METER PANEL CONN TO PN\/U MK2 

VU-METER PANEL CONNECTOR 
VU-METER PANEL CONNECTOR 
VU-METER PANEL J9 

CONN. TO MAINS SWITCH CABLE 
MAIN FUSE 

MAINS SWITCH CABLE 

CONN. TO MAINS SWITCH CABLE 
VOLTAGE SELECTOR 
POWER TRANSFORMER 
MAINS SWITCH CABLE 



CONNECTOR TO PILOT PANEL J15 

PILOT' SYNCHRONIZER MK2 J1 

VU-METER PANEL CONN TO PNVU MK2 

CAPSTAN SPEED CONTROL J1 

CONNECTION BOARD AUDIO J1 

CONNECTION BOARD AUDIO J3 

BASIS BOARD REPR-1 J1 

BASI S BOARD REPR-2 J2 

BASIS BOARD M-S-SWITCH J3 

BASIS BOARD REC-1 J4 

BASI S BOARD REC-2 J5 

BASIS BOARD OSCILLATOR J6 

BASIS BOARD PILOT J8 

CONNECTION BOARD AUDIO J3 

CONNECTION BOARD REMOTE CTRL J2 
VU-METER PANEL CONNECTOR 
VU-METER PANEL CONNECTOR 
M-S CONTROL CONNECTOR J 14 

REMOTE CONTROL CONNECTOR 
BASIS BOARD M-S-SWITCH J3 

CONN. VU-PANEL (SUPPLY) J25 

SWITCH BOARD FIELD 

TAPE TRANSPORT CONTROL J1 

CONNECTION BOARD AUDIO J1 

CONNECTION BOARD AUDIO J3 

BASIS BOARD REPR-1 J1 

. /. 




SECTIOfSI 9/18 



^ ^ ^ ^ >«E ^ ^ 9^ It. ^ 1 «!<< ««« 4= «<!*«**««*** :4c «« >{c « i{c «« :{c :(e ^ ^ ^ :$c >«c i|c :«e :«c ^ * :«E 4: ^ 

*STUDER* SIGNAL WIRE LIST * 81/02/06 * 08:31 * PAGE 35 * 

TAPE TRANSPORT £ AUDIO CIRCUITS * STUOER B67 -2CH-MK2 * 1.167.559.00 80/12/03 



SIG.NAME COLOR TYPE GR EL PT S DESCRIPTION OF ELEMENT 



SIG.NAME COLOR TYPE GR EL PT S DESCRIPTION OF ELEMENT 



(CONT. ) 

S-OFF 

S-DN 



J 


, 34 


02 


31 


BASIS 


BOARD REPR-2 


J2 


(CONT. ) 


6 


D 


22 


09 


01 


CONNECTION BOARD CAP SP 


CTRL 


j: 




















5 


n 


22 


10 


04 


CONNECTION BOARD CAP SP 


riRi 


j: 


N 


21 


04 


03 


TAPE 


TRANSPORT 


CONTROL 


J4 




6 


D 


22 


11 


04 


CONNECTION BOARD CAP SP 


CTRL 


j: 




















6 


B 


28 


02 


23 


CAPSTAN CONTR.CONN. (AC 


CONTR, 


. } 


N 


21 


04 


02 


TAPE 


TRANSPORT 


CONTROL 


J4 




6 


D 


32 


03 


01 


CONN. TO INTERCONN. BOARD 


p] 



S-PAUSE 



S-READY 9 



D 


22 


05 


06 


CONNECTION 


BOARD 


REMOTE CTRL J1 


S-REPR 


6 


N 


21 


02 


12 


TAPE TRANSPORT CONTROL 


J2 


D 


22 


08 


10 


CONNECTION 


BOARD 


TAPE TRSP CTRL 




6 


D 


22 


05 


10 


CONNECTION BOARD REMOTE CTRL 


J1 


















6 


D 


22 


08 


15 


CONNECTION BOARD TAPE TRSP C 


TRL 


C 


25 


15 


09 


CONNECTOR 


TO PILOT PANEL J15 




6 


B 


28 


01 


38 


REMOTE CONTROL CONNECTOR 





S-READYl 


9 


D 


22 


02 


01 


CONNECTION BOARD AUDIO 


J2 


S-REPl 


1 




9 


D 


22 


04 


01 


CONNECTION BOARD AUDIO 


J4 




1 




9 


A 


24 


01 


07 


HEAD BLOCK ASSEMBLY 










9 


B 


25 


01 


37 


VU-METER PANEL CONNECTOR 






1 




9 


A 


25 


02 


37 


VU-METER PANEL CONNECTOR 










9 


N 


25 


03 


04 


VU-METER PANEL 


J3 


S-REP2 


6 




9 


J 


34 


04 


31 


BASIS BOARD REC-1 


J4 




6 




5 


L 


34 


12 


01 


FIELD READY 














34 


28 


02 


CONN. VU-PANEL (AUDIO CHI MS1J28 








5 




34 


29 


02 


CONN. VU-PANEL (AUDIO CHI) 


J29 


S-RESET 


1 




9 


B 


35 


01 


37 


VU-METER PANEL CONN TO PNVU 


MK2 




9 




9 


L 


37 


01 


09 


SWITCH BOARD CHI FIELD 






9 

1 

1 


S-READY2 


4 


D 


22 


02 


02 


CONNECTION BOARD AUDIO 


J2 






4 


D 


22 


04 


02 


CONNECTION BOARD AUDIO 


J4 




1 




4 


A 


24 


01 


26 


HEAD BLOCK ASSEMBLY 










4 


B 


25 


01 


44 


VU-METER PANEL CONNECTOR 




S-REW 


5 




4 


A 


25 


02 


44 


VU-METER PANEL CONNECTOR 






5 




4 


N 


25 


09 


04 


VU-METER PANEL 


J9 




5 




4 


J 


34 


05 


31 


BASIS BOARD REC-2 


J5 




5 








34 


26 


15 


CONN. VU-PANEL (AUDIO CH2 MS)J26 








7 




34 


27 


15 


CONN. VU-PANEL (AUDIO CH2) 


J27 


S-SLOW 


0 




4 


L 


37 


02 


09 


SWITCH BOARD CH2 FIELD 






0 


S-READY3 


6 


D 


22 


02 


03 


CONNECTION BOARD AUDIO 


J2 




0 




6 


D 


22 


04 


03 


CONNECTION BOARD AUDIO 


J4 




0 




6 


A 


24 


01 


06 


HEAD BLOCK ASSEMBLY 






0 




9 


0 


33 


01 


09C 


PILOT SYNCHRONIZER MK2 


J1 








6 


J 


34 


08 


31 


BASIS BOARD PILOT 


J8 








9 


B 


35 


01 


27 


VU-METER PANEL CONN TO PNVU 


MK2 






S-READY4 




D 


22 


02 


04 


CONNECTION BOARD AUDIO 


J2 










D 


22 


04 


04 


CONNECTION BOARD AUDIO 


J4 




0 




7 


A 


24 


01 


27 


HEAD BLOCK ASSEMBLY 








S-REC 


2 


N 


21 


02 


07 


TAPE TRANSPORT CONTROL 


J2 








2 


D 


22 


05 


12 


CONNECTION BOARD REMOTE CTRL 


J1 


S-STOP 


7 




2 


D 


22 


08 


17 


CONNECTION BOARD TAPE TRSP CTRL 




7 




2 


B 


28 


01 


40 


REMOTE CONTROL CONNECTOR 






7 


S-REF 


7 


Q 


25 


15 


28 


CONNECTOR TO PILOT PANEL 


J15 








7 


0 


33 


01 


28C 


PILOT SYNCHRONIZER MK2 


J 1 


S-TACHO 


6 




7 


B 


35 


01 


1C 


VU-METER PANEL CONN TO PNVU 


MK2 




6 


S-REFEXT 


6 


N 


15 


02 


06 


CAPSTAN SPEED CONTROL 


J2 

./. 







B 25 01 39 
A 25 02 39 
N 25 03 01 
B 35 01 39 



VU-METER PANEL 
VU-METER PANEL 
VU-METER PANEL 
VU-METER PANEL 



CONNECTOR 

CONNECTOR 

J3 

CONN TO PNVU MK2 



B 25 01 42 
A 25 02 42 
N 25 09 01 



VU-METER PANEL CONNECTOR 
VU-METER PANEL CONNECTOR 
VU-METER PANEL 



J9 



N 18 02 10 
N 18 04 02 
L 19 01 12 
D 22 06 02 
D 22 07 02 
B 28 01 45 



COUNTER J2 

COUNTER J4 

COUNTER DISPLAY 

CONNECTION BOARD REMOTE CTRL J2 
CONNECTION BOARD COUNTER 
REMOTE CONTROL CONNECTOR 



N 21 02 05 
D 22 05 11 
D 22 08 16 
B 28 01 36 



TAPE TRANSPORT CONTROL J2 

CONNECTION BOARD REMOTE CTRL J1 
CONNECTION BOARD TAPE TRSP CTRL 
REMOTE CONTROL CONNECTOR 



N 

N 

D 

D 

D 

0 

J 

J 

J 

J 

J 

J 

J 



15 01 02 CAPSTAN SPEED CONTROL J1 
18 01 03 COUNTER J1 
22 01 04 CONNECTION BOARD AUDIO J1 
22 03 06 CONNECTION BOARD AUDIO J3 
22 07 06 CONNECTION BOARD COUNTER 

33 01 02A PILOT SYNCHRONIZER MK2 J1 

34 01 22 BASIS BOARD REPR-1 J1 
34 02 22 BASIS BOARD REPR-2 J2 
34 03 22 BASIS BOARD M-S-SWITCH J3 
34 04 22 BASIS BOARD REC-1 J4 
34 05 22 BASIS BOARD REC-2 J5 
34 06 22 BASIS BOARD OSCILLATOR J6 
34 08 22 BASIS BOARD PILOT J8 
34 23 04 CONN. PIL. FOL . ( FR . AUD 1 0 ) J 23 



21 02 04 TAPE TRANSPORT CONTROL J2 

22 05 08 CONNECTION BOARD REMOTE CTRL J1 

22 08 12 CONNECTION BOARD TAPE TRSP CTRL 
28 01 39 REMOTE CONTROL CONNECTOR 



Q 25 15 02 CONNECTOR TO PILOT PANEL J15 
0 33 01 02C PILOT SYNCHRONIZER MK2 J1 
B 35 01 48 VU-METER PANEL CONN TO PNVU MK2 



*STUDER* SIGNAL WIRE LIST * 81/02/06 08:31 * P A G E 36 * 

TAPE TRANSPORT £ AUDIO CIRCUITS * STUDER B67 -2CH-MK2 * 1.167.559.00 80/12/03 



SIG. 


NAME 


COLOR 


TYPE 


GR 


EL 


PT 


S DESCRIPTION OF ELEMENT 






SIG.NAME 


COLOR 


TYPE 


GR 


EL 


PT 


S DESCRIPTION OF ELEMENT 


S-TTl 


5 


N 


06 


02 


02 


TAPE END SENSOR LEFT 






(CONT. ) 


5 


0 


33 


01 


18A 


PILOT SYNCHRONIZER MK2 






5 


N 


07 


03 


02 


TAPE END SENSOR RIGHT 




J3 




































SPD-CTL2 


1 


B 


28 


03 


25 


CAPSTAN CONTR.CONN. (DC C3NTR. 


S-TT2 


8 


N 


07 


01 


09 


TAPE MOTION SENSOR 




J 1 




1 


L 


32 


02 


10 


CONN. TO REM. CONTR. PANEL 






8 


N 


07 


03 


01 


TAPE END SENSOR RIGHT 




J3 




































T- 2 


3 


L 


03 


03 


03 


VOLTAGE SELECTOR 


S-24 


. 0 


7 


N 


06 


02 


03 


TAPE END SENSOR LEFT 








3 


L 


03 


04 


02 


POWER TRANSFORMER 






7 


N 


07 


01 


07 


TAPE MOTION SENSOR 




J1 




















7 


N 


07 


03 


03 


TAPE END SENSOR RIGHT 




J3 


T- 3 


2 


L 


03 


03 


02 


VOLTAGE SELECTOR 






7 


X 


12 


01 


01 + 


PRESSURE SOLENOID 








2 


L 


03 


04 


03 


POWER TRANSFORMER 






7 


X 


13 


01 


01 + 


TAPE LIFT SOLENOID 
























7 


N 


14 


01 


06 


BRAKE LIFT SOLENOID 






T- 4 


4 


L 


03 


03 


04 


VOLTAGE SELECTOR 






7 


N 


14 


01 


07 


BRAKE LIFT SOLENOID 








4 


L 


03 


04 


04 


POWER TRANSFORMER 






7 


N 


14 


01 


08 


BRAKE LIFT SOLENOID 
























7 


N 


21 


03 


04 


TAPE TRANSPORT CONTROL 




J3 


T- 5 


6 


L 


03 


03 


06 


VOLTAGE SELECTOR 






7 


N 


21 


03 


05 


TAPE TRANSPORT CONTROL 




J3 




6 


L 


03 


04 


05 


POWER TRANSFORMER 






7 


N 


21 


03 


06 


TAPE TRANSPORT CONTROL 




J3 






P 


04 


04 


050 


DISTRIBUTION BOARD, DC OUT 


























J 


05 


01 


05 


POWER SUPPLY, DC IN 


SCREEN 


0 


L 


03 


04 


08 


POWER TRANSFORMER 


























AA 


24 


01 


06 


HEAD BLOCK ASSEMBLY 






T- 6 


5 


L 


03 


03 


05 


VOLTAGE SELECTOR 








AA 


24 


01 


25 


HEAD BLOCK ASSEMBLY 








5 


L 


03 


04 


06 


POWER TRANSFORMER 






N 


J 


34 


04 


07 


BASIS BOARD REC-I 




J4 




















N 


J 


34 


05 


07 


BASIS BOARD REC-2 




J5 


T- 9 


4 


L 


03 


04 


09 


POWER TRANSFORMER 






N 


J 


34 


08 


03 


BASIS BOARD PILOT 




J8 




4 


L 


04 


01 


05 


DISTRIBUTION BOARD, MOTORS IN 






N 


J 


34 


08 


08 


BASIS BOARD PILOT 




J8 




































T-ACl 


5 


N 


04 


02 


IOC 


DISTRIBUTION BOARD, MOTORS OUT 


SCREEN-1 


N 


AA 


24 


01 


03 


HEAD BLOCK ASSEMBLY 








5 


N 


21 


04 


07 


TAPE TRANSPORT CONTROL 






N 


J 


34 


01 


03 


BASIS BOARD REPR-1 




J 1 




































T-Ml 


8 


N 


04 


02 


06C 


DISTRIBUTION BOARD, MOTORS OUT 


SCREEN-2 


N 


AA 


24 


01 


2 2 


HEAD BLOCK ASSEMBLY 








0 


Y 


08 


01 


02 


SPOOLING MOTOR CTRL, SUPPLY 






N 


J 


34 


02 


03 


BASIS BOARD REPR-2 




J2 




8 


Y 


08 


01 


03 


SPOOLING MOTOR CTRL, SUPPLY 
























4 


Y 


08 


01 


13 


SPOOLING MOTOR CTRL, SUPPLY 


SEG. 


A 


1 


N 


18 


03 


06 


COUNTER 




J3 




4 


Y 


09 


01 


01 


SUPPLY MOTOR Ml 






1 


L 


19 


01 


08 


COUNTER DISPLAY 








0 


L 


20 


04 


01 


SUPPLY MOTOR CAPACITOR 


SEG. 


B 


2 


N 


18 


03 


05 


COUNTER 




J3 


T-M2 


9 


N 


04 


02 


04C 


DISTRIBUTION BOARD, MOTORS OUT 






2 


L 


19 


01 


09 


COUNTER DISPLAY 








0 


Y 


10 


01 


02 


SPOOLING MOTOR CTRL,TAKE-JP 
























9 


Y 


10 


01 


03 


SPOOLING MOTOR CTRL, TAKE-UP 


SEG. 


C 


3 


N 


18 


03 


07 


COUNTER 




J3 




4 


Y 


10 


01 


13 


SPOOLING MOTOR CTRL,TA<E-UP 






3 


L 


19 


01 


03 


COUNTER DISPLAY 








4 


Y 


11 


01 


01 


SUPPLY MOTOR M2 
























0 


L 


20 


05 


01 


TAKE-UP MOTOR CAPACITOR 


SEG. 


D 


4 


N 


18 


03 


08 


COUNTER 




J3 




















4 


L 


19 


01 


01 


COUNTER DISPLAY 






T-M3 


0 


N 


04 


02 


08C 


DISTRIBUTION BOARD, MOTORS OUT 
























0 


Y 


16 


01 


02 


CAPSTAN MOTOR CONTROL 


SEG. 


E 


5 


N 


18 


03 


09 


COUNTER 




J3 




0 


Y 


16 


01 


03 


CAPSTAN MOTOR CONTROL 






5 


L 


19 


01 


06 


COUNTER DISPLAY 








5 


Y 


16 


01 


13. 


CAPSTAN MOTOR CONTROL 
























5 


Y 


17 


01 


01 


CAPSTAN MOTOR ASSEMBLY M3 


SEG- 


F 


6 


N 


18 


03 


10 


COUNTER 




J3 




0 


L 


20 


06 


01 


CAPSTAN MOTOR CAPACITOR 






6 


L 


19 


01 


07 


COUNTER DISPLAY 








































T-REF-M 




N 


04 


02 


OIC 


DISTRIBUTION BOARD, MOTORS OUT 


SEG. 


G 


7 


N 


18 


03 


04 


COUNTER 




J3 




















7 


L 


19 


01 


02 


COUNTER DISPLAY 






T-10 


9 


L 


03 


04 


10 


POWER TRANSFORMER 
























9 


L 


04 


01 


07 


DISTRIBUTION BOARD, MOTORS IN 


SPD- 


CTL 1 


5 


B 


28 


03 


24 


CAPSTAN CONTR.CONN. (DC 


CONTR. 


. ) 




















5 




32 


01 


0 2 


CONN. TO PILOT-SYNCHR. 


MK2 


J1 


T-11 


8 


L 


03 


04 


11 


POWER TRANSFORMER 






5 


L 


32 


02 


09 


CONN. TO REM. CONTR. PANEL 






8 


L 


04 


01 


06 


DISTRIBUTION BOARD, MOTORS IN 



./. 



MOTORS IN 





TAPE TRANSPORT £ AUDIO CIRCUITS * STUDER B67 -2CH-MK2 * 1.167.559.00 80/12/03 



SECTION 9/19 



SIG.NAME 


COLOR 


TYPE 


GR 


EL 


PT 


S DESCRIPTION OF ELEMENT 




SIG.NAME 


COLOR 


TYPE 


GR 


EL 


PT 


S DESCRIPTION OF ELEMENT 




T-12 


0 


L 


03 


04 


12 


POWER TRANSFORMER 






(CONT. ) 


7 


B 


28 


01 


46 


REMOTE CONTROL CONNECTOR 






0 


L 


04 


01 


08 


DISTRIBUTION BOARD. 


MOTORS 


I N 




































Y-FBMl 




Y 


08 


01 


09 


SPOOLING MOTOR CTRL, SUPPLY 




T-12N 




P 


04 


04 


03D 


DISTRIBUTION BOARD, 


DC OUT 
























J 


05 


01 


03 


POWER SUPPLY, DC IN 






Y-FBM2 




Y 


10 


01 


09 


SPOOLING MOTOR CTRL, TAKE-UP 




T-12P 




P 


04 


04 


07 D 


DISTRIBUTION BOARD, 


DC OUT 




Y-FBM3 


8 


N 


15 


01 


12 


CAPSTAN SPEED CONTROL 


Jl 






J 


05 


01 


07 


POWER SUPPLY, DC IN 








8 


Y 


16 


01 


09 


CAPSTAN MOTOR CONTROL 




T-13 


5 


L 


03 


04 


13 


POWER TRANSFORMER 






Y-MOVE-C 


9 


N 


07 


01 


06 


TAPE MOTION SENSOR 


Jl 




5 


L 


04 


01 


10 


DISTRIBUTION BOARD, 


MOTORS 


IN 




9 


N 


21 


03 


13 


TAPE TRANSPORT CONTROL 


J3 


T-14 


1 


L 


03 


04 


14 


POWER TRANSFORMER 






Y-PEAK-1 


8 


B 


25 


01 


40 


VU-METER PANEL CONNECTOR 






1 


L 


04 


01 


09 


DISTRIBUTION BOARD, 


MOTORS 


IN 




8 


A 


25 


02 


40 


VU-METER PANEL CONNECTOR 
























8 


N 


25 


06 


01 


VU-METER PANEL 


J6 


T-15 


0 


L 


03 


04 


15 


POWER TRANSFORMER 








4 


J 


34 


03 


26 


BASIS BOARD M-S-SWITCH 


J3 




0 


L 


04 


01 


03 


DISTRIBUTION BOARD, 


MOTORS 


IN 








34 


28 


03 


CONN. VU-PANEL (AUDIO CHI MS)J28 






















4 




34 


29 


03 


CONN. VU-PANEL (AUDIO CHI) 


J29 


T-16 


0 


L 


03 


04 


16 


POWER TRANSFORMER 








8 


B 


35 


01 


40 


VU-METER PANEL CONN TO PNVJ MK2 




0 


L 


04 


01 


04 


DISTRIBUTION BOARD, 


MOTORS 


IN 




































Y-PEAK-2 


9 


B 


25 


01 


41 


VU-METER PANEL CONNECTOR 




T-17 


7 


L 


03 


04 


17 


POWER TRANSFORMER 








9 


A 


25 


02 


41 


VU-METER PANEL CONNECTOR 






7 


L 


04 


03 


01 


DISTRIBUTION BOARD, 


DC IN 






9 


N 


25 


08 


01 


VU-METER PANEL 


J8 






















3 


J 


34 


03 


25 


BASIS BOARD M-S-SWITCT 


J3 


T-18 


7 


L 


03 


04 


18 


POWER TRANSFORMER 












34 


26 


14 


CONN. VU-PANEL (AUDIO CH2 MS)J26 




7 


L 


04 


03 


02 


DISTRIBUTION BOARD, 


DC IN 






3 




34 


27 


14 


CONN. VU-PANEL (AUDIO CH2) 


J27 


T-19 


6 


L 


03 


04 


19 


POWER TRANSFORMER 






Y-REC 


3 


N 


21 


03 


10 


TAPE TRANSPORT CONTROL 


J3 




6 


L 


04 


03 


03 


DISTRIBUTION BOARD, 


DC IN 






3 


D 


22 


01 


06 


CONNECTION BOARD AUDIO 


Jl 






















3 


D 


22 


03 


08 


CONNECTION BOARD AUDIO 


J3 


T-20 


6 


L 


03 


04 


20 


POWER TRANSFORMER 








3 


0 


33 


01 


25A 


PILOT SYNCHRONIZER M<2 


Jl 




6 


L 


04 


03 


04 


DISTRIBUTION BOARD, 


DC IN 








J 


34 


04 


30 


BASIS BOARD REC-1 


J4 






















3 


J 


34 


05 


30 


BASIS BOARD REC-2 


J5 


T-21 


3 


L 


03 


04 


21 


POWER TRANSFORMER 










J 


34 


06 


30 


BASIS BOARD OSCILLATOR 


J6 




3 


L 


04 


03 


05 


DISTRIBUTION BOARD, 


DC IN 








J 


34 


08 


30 


BASIS BOARD PILOT 


J8 






















3 




34 


23 


06 


CONN. PIL. FOL.(FR. AUDIO ) 


J23 


T-22 


3 


L 


03 


04 


2 2 


POWER TRANSFORMER 
























3 


L 


04 


03 


06 


DISTRIBUTION BOARD, 


DC IN 




Y-REFEXT 


5 


N 


15 


02 


05 


CAPSTAN SPEED CONTROL 


J2 






















5 


D 


22 


09 


02 


CONNECTION BOARD CAP SP CTRL 


Jl 


T-23 


2 


L 


03 


04 


23 


POWER TRANSFORMER 








5 


D 


22 


10 


05 


CONNECTION BOARD CAP SP CTRL 


J2 




2 


L 


04 


03 


07 


DISTRIBUTION BOARD, 


DC IN 






5 


D 


22 


11 


05 


CONNECTION BOARD CAP SP CTRL 


J3 






















5 


B 


28 


02 


24 


CAPSTAN CQNTR.CONN. (AC CDNTR 


. ) 


T-24 


2 


L 


03 


04 


24 


POWER TRANSFORMER 








5 


D 


32 


03 


02 


CONN. TO INTERCONN. BOARD 


PI 




2 


L 


04 


03 


08 


DISTRIBUTION BOARD, 


DC IN 
























P 


04 


04 


010 


DISTRIBUTION BOARD, 


DC OUT 




Y-REFINT 




N 


15 


02 


07 


CAPSTAN SPEED CONTROL 


J2 






J 


05 


01 


01 


POWER SUPPLY, DC IN 








































Y-REVRS 


5 


N 


18 


02 


09 


COUNTER 


J2 


T-2 5 


3 


L 


03 


04 


25 


POWER TRANSFORMER 








5 


D 


22 


06 


03 


CONNECTION BOARD REMOTE CTRL 


J2 




3 


L 


04 


01 


01 


DISTRIBUTION BOARD, 


MOTORS 


IN 




5 


D 


22 


07 


03 


CONNECTION BOARD COUNTER 
























5 


B 


28 


01 


13 


REMOTE CONTROL CONNECTOR 




T-26 


3 


L 


03 


04 


26 


POWER TRANSFORMER 
























3 


L 


04 


01 


0 2 


DISTRIBUTION BOARD, 


MOTORS 


IN 


Y-TACHD 


1 


N 


15 


02 


03 


CAPSTAN SPEED CONTROL 


J2 






















1 


D 


22 


09 


07 


CONNECTION BOARD CAP SP CTRL 


Jl 


Y-CLK 


7 


N 


18 


02 


07 


COUNTER 




J2 




8 


B 


28 


03 


05 


CAPSTAN CQNTR.CONN. (DC CDNTR 


. ) 




7 


D 


22 


06 


01 


CONNECTION BOARD REMOTE CTRL J2 




8 




32 


01 


01 


CONN. TO PILOT-SYNCHR. MK2 


Jl 




7 


D 


22 


07 


01 


CONNECTION BOARD COUNTER 






8 


L 


32 


02 


04 


CCNN. TO REM- CDNTR. PANEL 





♦STUDER* SIGNAL WIRE LIST ♦ 81/02/06 * 08:31 ♦ PAGE 38 ♦ 

TAPE TRANSPORT S AUDIO CIRCUITS ♦ STUDER 867 -2CH-MK2 ♦ 1.167.559.00 80/12/03 



SIG.NAME COLOR TYPE GR EL PT S DESCRIPTION OF ELEMENT 



ICONT.) 8 D 32 03 07 CONN. TO INTERCONN- BOARD PI 

8 0 33 01 13A PILOT SYNCHRONIZER MK2 J1 

34 21 07 CONN. TAPE DECK (TO PIL.F0L.)J21 

8 34 22 07 CONN. PIL. FOL.tFR.TAPE DECK)J22 

YAC1-M3 2 Y 15 03 01 CAPSTAN SPEED CONTROL J3 

2 Y 17 02 01 CAPSTAN MOTOR ASSEMBLY M3 

YAC2-M3 2 Y 15 03 02 CAPSTAN SPEED CONTROL J3 

2 Y 17 02 02 CAPSTAN MOTOR ASSEMBLY M3 

YAN-Ml 3 Y 08 01 08 SPOOLING MOTOR CTRL, SUPPLY 

3 N 21 04 12 TAPE TRANSPORT CONTROL J4 

YAN-M2 0 Y 10 01 08 SPOOLING MOTOR CTRL, TAKE-UP 

0 N 21 04 15 TAPE TRANSPORT CONTROL J4 

YAN-M3 9 N 15 01 11 CAPSTAN SPEED CONTROL J1 

9 Y 16 01 08 CAPSTAN MOTOR CONTROL 

YAN-TCL 4 N 21 06 04 CONN. TO TAPE TENSION ACJ- J6 

4 N 36 01 04 CONN. TO TAPE DECK CONTROL PI 

YAN-TCR 0 N 21 06 10 CONN. TO TAPE TENSION ADJ. J6 

0 N 36 01 10 CONN. TO TAPE DECK CONTROL PI 

YAN-TTL 9 N 21 06 09 CONN. TO TAPE TENSION ADJ. J6 

9 N 36 01 09 CONN. TO TAPE DECK CONTROL PI 

YAN-TTR 6 N 21 06 06 CONN. TO TAPE TENSION ADJ. J6 

6 N 36 01 06 CONN. TO TAPE DECK CONTROL PI 

YAN-TTl 1 N 06 01 01 TAPE TENSION SENSOR LEFT 

1 N 21 04 17 TAPE TRANSPORT CONTROL J4 

7 N 21 06 07 CONN. TO TAPE TENSION ADJ. J6 

7 N 36 01 07 CONN. TO TAPE DECK CONTROL PI 

YAN-TT2 9 N 07 02 01 TAPE TENSION SENSOR RIGHT J2 

9 N 21 04 14 TAPE TRANSPORT CONTROL J4 

1 N 21 06 01 CONN. TO TAPE TENSION ADJ. J6 

1 N 36 01 01 CONN. TO TAPE DECK CONTROL PI 

YANO-TTl 8 N 21 06 08 CONN. TO TAPE TENSION ADJ. J6 

8 N 36 01 08 CONN. TO TAPE DECK CONTROL PI 

YAN0-TT2 2 N 2 1 06 02 CONN. TO TAPE TENSION ADJ. J6 

2 N 36 01 02 CONN. TO TAPE DECK CONTROL PI 

YBI-MOVE 0 N 07 01 02 TAPE MOTION SENSOR J1 

0 N 21 01 05 TAPE TRANSPORT CONTROL J1 

Yl-END 1 N 18 01 07 COUNTER J1 

1 N 21 01 06 TAPE TRANSPORT CONTROL J1 

1 N 21 01 07 TAPE TRANSPORT CONTROL J1 

1 0 33 01 04A PILOT SYNCHRONIZER MK2 J1 

34 21 06 CONN. TAPE DECK (TO PIL.F0L.)J21 

./. 



SIG.NAME COLOR TYPE GR EL PT S DESCRIPTION OF ELEMENT 

(CONT-) 1 34 22 06 CONN. PIL. FOL.(FR.TAPE DECK)J22 



Y2-F0RW 9 N 18 01 10 COUNTER J1 

9 N 21 03 08 TAPE TRANSPORT CONTROL J3 

Y2-REVRS 8 N 18 01 09 COUNTER J1 

8 N 21 04 13 TAPE TRANSPORT CONTROL J4 

0-ERAS-l 6 A 24 01 19 HEAD BLOCK ASSEMBLY 

6 J 34 04 04 BASIS BOARD REC-1 J4 

O-ERAS-2 6 A 24 0 1 37 HEAD BLOCK ASSEMBLY 

6 J 34 05 04 BASIS BOARD REC-2 J5 



O-ERAS-3 9 A 24 0 1 17 HEAD BLOCK ASSEMBLY 

O-ERAS-4 9 A 24 01 35 HEAD BLOCK ASSEMBLY 

O-MOVE 4 N 07 01 01 TAPE MOTION SENSOR JI 

4 N 21 01 01 TAPE TRANSPORT CONTROL Jl 

0-Ml 4 Y 08 01 10 SPOOLING MOTOR CTRL, SUPPLY 

4 N 21 04 04 TAPE TRANSPORT CONTROL J4 

0-M2 4 Y 10 01 10 SPOOLING MOTOR CTRL,TA<E-UP 

4 N 21 04 11 TAPE TRANSPORT CONTROL J4 

0-M3 4 N 15 01 10 CAPSTAN SPEED CONTROL Jl 

4 Y 16 01 10 CAPSTAN MOTOR CONTROL 

O-PILOTl 6 A 24 01 15 HEAD BLOCK ASSEMBLY 

6 J 34 08 04 BASIS BOARD PILOT J8 

0-PIL0T2 6 A 24 01 33 HEAD BLOCK ASSEMBLY 

6 J 34 08 06 BASIS BOARD PILOT J8 

0-REC-l 6 A 24 01 13 HEAD BLOCK ASSEMBLY 

6 J 34 04 06 BASIS BOARD REC-1 J4 

O-REC-2 6 A 24 01 31 HEAD BLOCK ASSEMBLY 

6 J 34 05 06 BASIS BOARD REC-2 J5 

0-REPR-l 6 A 24 01 02 HEAD BLOCK ASSEMBLY 

6 J 34 01 01 BASIS BOARD REPR^l Jl 

O-REPR-2 6 A 24 01 21 HEAD BLOCK ASSEMBLY 

6 J 34 02 01 BASIS BOARD REPR-2 J2 

O-REPR-3 8 A 24 01 05 HEAD BLOCK ASSEMBLY 

O-REPR-4 8 A 24 01 24 HEAD BLOCK ASSEMBLY 

O-SOLEND 4 D 05 02 14 POWER SUPPLY, DC OUT TAP-TR 

4 N 21 03 20 TAPE TRANSPORT CONTROL J3 

0-STT 4 N 06 02 01 TAPE END SENSOR LEFT 

./ . 
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SIG. NAME 


COLOR 


TYPE 
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S DESCRIPTION OF ELEMENT 
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09 
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J4 


0-TT2 
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07 


02 


02 


TAPE 


TENSION SENSOR RIGHT 


J2 
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04 


10 
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TRANSPORT CONTROL 


J4 
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10. ANHAfSiG 



10.1 

OPTIONEN 



10.1.1 

FM-Pilotton (NAGRASYNC®) 

Eine Version fur FM-Pilotton-Wiedergabe, 
B67-2-2.00-PFM MK2 istunterderBestell- 
nummer 60.100.00001 erhaltlich. 



Es handelt sich dabei um ein tragbares Auf- 
nahme-/Wiedergabegerat fur 6,25 mm 
Tonband. Stereo/2 Spur mit 2 mm Tonspu- 
ren und Vollspurloschkopf. Laufwerkab- 
deckung mit eingebautem Monitorlaut- 
sprecher. 

Es ist keine Pilottonnachsteuerung einge- 
baut. 

Beim FM-Pilottonsystem NAGRASYNC® 
wird zwischen den beiden Tonspuren eine 
0,8 mm breite Pilottonspur (bei 32 nWb/m> 
geiegt. Der Sicherheitsabstand zu den Ton- 
spuren betragt somit 0,75 mm. 

Die FM-Tragerfrequenz ist 13,5 kHz, der 
maximale Hub ±4,5 kHz (40... 70 Hz fur 
den Pilotton, 200 ... 3500 HzfurKom.m.enta- 
re bzw. Datensignale. 



10.1.2 

Umbaukit fur Markiervorrichtung 



Best. Nr.; 1.167.875.00 
Der Umbaukit enthalt; 

Neue Kopftrager-Abdeckung mit zwei 
zusatzlichen Lochern, Markiervorrichtung, 
weitere mechanischeTeile. 



Wenn viele Gerate geandert werden mus- 
sen, konnen deren Abdeckplatten im Her- 
stellerwerk modifiziert werden. 



10. APPENDIX 



10.1 

OPTIONS 



10.1.1 

FM PILOTTONE (NAGRASYNC®) 

The B67-2-2.00-PFM MK2 allows, besides 
recording/reproducing of audio signals, 
the replay of an FM pilottone. It is available 
under the order number: 60.1 00.00001 . 



It is a portable recorder/reproducer for W' 
tape. Stereo/2 track with 2 mm audio 
tracks and full track erasure. Tape transport 
cover with built-in monitor loudspeaker. 
There is no follow-up system incorporated. 



The NAGRASYNC® FM pi lot system utilizes 
the space between the two audio tracks: a 
pilot track of 0.8 mm (at 32 nWb/m) lies in 
the tape center. There are two security zo- 
nes of 0.75 mm each between the pilot 
track and the audio tracks. 

The FM carrier frequency is 13.5 kHz, the 
maximum, frequency deviation is ±4.5 kHz 
(40... 70 Hzforthe pilottone, 200... 3500 Hz 
for comments and data information). 



10.1.2 

Conversion kit for tape marker 



Order No: 1.167.875.00 

The conversion kit contains the following 

items; 

A new head block cover plate (with two ad- 
ditional holes), tape marker and additional 
mechanical parts. 

If many recorders need to be converted, the 
existing cover plates could be modified at 
the factory. 



10. APPENDICE 



10.1 

OPTIONS 



10.1.1 

SIGNAL PILOTE FIVI (NAGRASYNC®) 

Le B67-2-2.00-PFM MK2 autorise, outre 
I'enregistrement lecture de signaux audio, 
la lecture d'un signal pilote FM. II est di- 
spensible sous le numero de commande 
60.100.00001. 

II s'agit d'un enregistreur/lecteur portable 
pour bande 6,25 mm, stereo 2 pistes et ef- 
facement pleine piste. Le cache du trans- 
port de bande est equipe d'un haut-parleur 
de controle. 

Le system e d'asservissement pilote n'est 
pas incorpore. 

Le sy Sterne pilote NAGRASYNC® FM utilise 
I'espace entre les deux pistes audio: une 
piste pilote de 0,8 mm (a 32 nWb/m) est si- 
tuee au milieu de la bande. Deux zones de 
securite de 0,75 mm chacune separent la 
piste pilote des pistes audio. 

La frequence porteuse FM est 13,5 kHz, la 
deviation de frequence m.aximale est de 
±4,5 kHz (40 ... 70 Hz pour le signal pilote, 
200 ... 3500 Hz pour des commentaires et 
des donnees). 



10.1.2 

Kit de conversion pour marquer de 
bande 

Numero de commande: 1.167.875.00 
Le kit d'extension comprend: 
un nouveau couvercle de bloc detetes avec 
deux trous supplementaires, un ensemble 
de marquage et diverses pieces mecani- 
ques. 

Si beaucoup d'appareils doiventetre modi- 
fie, les couvercles peuvent etre modifie en 
usine. 
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10.1.3 

Umbaukit fur Bandschere 



Bei haufigem Schneiden kann der Hebel- 
mechanismus verschmutzen. 



Aus diesem Grund ist ein Umbaukit erhalt- 
lich, das auch bei alteren Geraten einge- 
baut werden kann. 

Bestellnummer 1.020.849.00. 

Der Umbaukit umfasst: 

neue Kopftragerabdeckung mit zusatzli- 

chem Loch, weitere mechanische Teile. 



Wenn viele Gerate geandert weden mus- 
sen, konnen deren Kopftragerabdeckun- 
gen im Herstellerwerk modifiziert werden. 




10.2 

WEITERE STUDER-PRODUKTE 



10.2.1 

STUDER 169/269 Regiepufte 

STUDER Regiepulte der Reihe 169/269 
verleihen mit einem Hbchstmass an Flexi- 
bilitat gestalterische Freiheiten, wie sie bis- 
hernur bei wesentlich grosseren, ortsfesten 
Aniagen anzutreffen waren. Mit ausserst 
kompakten Abmessungen wird eine sehr 



10.1.3 

Conversion kit for the tape scissors 



When the tape transport is used for heavy 
editing work, the lever mechanism may be- 
come sticky. 

For this reason a conversion kit, which can 
be added to existing recorders too, is avail- 
able under the order no. 1 .020.849.00. 



The conversion kit contains the following 
items: 

a new head block cover (with an additional 
hole) and additional mechanical parts. 



If many recorders need to be converted, the 
existing head block covers could be modi- 
fied at the factory. 



Fig. 10.1.1 

Teilansicht des Kopftragers 
Head block, partial view 
Bloc des tetes, vue partielle 



10.2 

OTHER STUDER PRODUCTS 



10.2.1 

STUDER 169/269 mixing consoles 

The STUDER 169/269 series mixing con- 
soles offers exceptional flexibility, with a 
variety of features to enhance the creativity 
of sound engineers. Although small in 
physical dimensions, the performance and 
features of the 169/269 series can be easily 



10.1.3 

Kit de conversion pour ciseau de 
bande 

Lors de travaux de montage tres frequents., 
le mecanisme elevateur peut se salir. 



C'estpourcette raison qu'un kitd'extension 
pour les magnetophones existants est dis- 
ponible sous le numero 1.020.849.00. 



Le kit de conversion comprend les articles 
suivants: 

un nouveau couvercle pour le bloc de td;es 
(avecuntrousupplementaire)etdes pieces 
mecaniques supplementaires. 

Si beaucoup de magnetophones doivent 
etre modifies, les couvercles des blocs de 
tetes existants peuvent etre modifies par 
I'usine. 



10.2 

AUTRES PRODUITS STUDER 



10.2.1 

Consoles de mixage STUDER 169/269 

Les consoles demixage STUDER serie 169/ 
269 offrent une flexiybilite exceptionnelle 
et une grande variete de possibilites pour 
repondre a la creativite des ingenieurs du 
son. Bien que de dimensions reduites, les 
series 169/269 ont des performances lar- 
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hohe Leistungsdichte erreicht: die gewohn- 
te Produktionstechnik kann ohne Ein- 
schrankungen, selbst bei engen Platzver- 
haltnissen Oder im mobilen Einsat, ver- 
wirklicht werden. 



Dank ausgereifter 30 mm-Modultechnik, 
dem weitgehenden Einsatz identischer Ein- 
heiten in der ganzen Regiepultreihe und 
rationeller Serienfertigung wurde zudem 
ein hervorragendes Preis-Leistungsverhalt- 
nis erzielt Damit sind auch bei einge- 
schrankten Budgets absolut professionelle 
Losungen realisierbar - was wiederum 
typisch ist fOr STUDER-Systemtechnik. 

Die verschiedenen AusfOhrungen der 
Regiepulte169 und 269 unterscheiden sich 
inn wesentlichen in der BestOckung der Ein~ 
gangs™ und Summeneinheiten. Bei alien 
Varianten kann das Vorhorsignal uber den 
eingebauten PFL-Lautsprecher abgehort 
werden (Ausnahme; 4-Kanal-Regiepult 
169), ebenso verfugt jedes Regiepuit uber 
zwei Hilfsausgange (Nachhalb und (Fold- 
back). 



Die Frontabmessungen des Regiepultes 
169 und der Tonbandmaschine B67 sind 
identisch. Dadurch ergeben sich optimale 
Gestaltungsmoglichkeitenfurraumlicheng 
begrenzte Studios. 



compared to much larger stationary con- 
soles, thanks to their compact construction. 
With the 169/269 series, STUDER offers a 
range of mixing consoles capable of a uni- 
formly high performance level, but still at a 
reasonable price. Thanks to their compact 
design, these consoles are ideally suited for 
remote recording, small broadcast studios, 
and for installation in outside broadcasting 
OB vans. 

Standardization of modules throughout the 
series, together with partially automated 
serial production in our plants, enables 
these consoles to achieve an excellent 
price/performance ratio. A range of special 
input and monitoring modules, plus a long 
list of options will custom-fit a STUDER 
console in this series for almost any appli- 
cation - and any budget. 

The main difference between the 169 and 
269 is their frame size. The 269, with its 
larger frame, can accomodate a larger 
number of input units. The 169/269 series is 
available with up to 4 master buses. All ver- 
sions of the 169/269 have a built-in loud- 
speaker located in the meter panel for 
monitoring of the PEL (pre-fader listening) 
signal (exception: the 4 bus version of 
STUDER 169). Additionally, all consoles 
have two auxiliary buses for (Reverb) and 
(Foldback). 

Identical front panel dimensions of the 
STUDER 169 console and the STUDER B67 
tape machine permit optimal layouts in 
small studios. 



gement comparables a celles d'ensembles 
fixes beaucoup plus importants. Cela est du 
a leur conception modulaire. Avec les se- 
ries 1 69/269, STUDER offre une gamme de 
consoles de mixage capables de perfor- 
mances homogenes et de haut niveau a un 
prix cependant raisonable. Grace a leur 
compacite, ces consoles sont ideales pour 
les enregistrements a distance, les petits 
studios mobiles ou fixes. 

La standardisation des modules 30 mm et 
la production rationnelle partiellement au- 
tomatisee autorise un excellent rapport 
performance/prix. Les budgets les plus re- 
duits peuvent ainsi acceder a un niveau de 
performance absolumentprofessionnelce 
qui est une fois encore le privilege du syste- 
me STUDER. 



La difference principiale entre les series 1 69 
et 269 concerne leur taille. La 269, qui est 
plus importante, peut recevoir un plus 
grand nombre d entrees. Les 169/269 peu- 
vent comprendrejusqu'a 4 bus master. Tou- 
tes les versions sont equipees d'un haut- 
parleur integre au panneau des VU-metres 
pour le controle du PEL (pre-fader liste- 
ning), ce a I'exception de la version 169 a 4 
bus. Toutes les consoles possedent en ou- 
tre 2 bus auxilliaires pour lecho et le fold- 
back. 

Les dimensions identiques du panneau 
avant de la STUDER 169 etdu STUDER B67 
permettent une disposition optimale dans 
les petits studios. 



Fig. 10.2.1 
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10.2.2 

STUDER AIM D igita I -FIH -Monitor- 
Tuner 

An einen MonitorTuner zur Oberwachung 
von UKW-FM -Prog ram men muss eine Rei- 
he von strengen Forderungen gestellt wer- 
den. Abgesehen von moglichst grosser 
Verzerrungsfreiheit, ohne die eine Beurtei- 
lung der "on-air"~Modulationsqualitat un- 
moglich ist sind Faktoren wie Abstimm- 
Treffsicherheit Stabilitat und Linearitat 
entscheidend fOr die Brauchbarkeit eines 
FM-Tuners im professionellen Einsatz. 

Hier bietet sich das Synthesizer-Prinzip als 
bewahrte Technik an. Das Konzept des 
A726 verbindet Quarzstabilitat mit ausser- 
ordentlich hoher Kanalraster-Auflosung 
von 12,5 kHz, entsprechend 1680 digital 
einstellbaren Frequenzen im IIKW-Bereich, 
Davon lassen sich 20 beJiebige Frequenzen 
elektronisch einspeichern und durch Ta~ 
stendruck abrufen. Die Stationstasten 1 ... 5 
sowie die Funktionen SCAN UP / DOWN 
und POWER OFF sind zudem durch einfa- 
che Gleichstromkontakte auch fernbedien- 
bar. Ob eine Frequenz manuell eingestellt 
Oder vom Speicher abgerufen wird, ist 
ohne Einfluss auf die hochgenaue Ab- 
stimmTreffsicherheit 

STUDER REVOX hat jahrelange Erfahrung 
im Bau von hochwertigen FM-Tunern. Auf 
dieserGrundlage istderaussergewohnlich 
pr&ise und stabile Monitor-Tuner A726 
entstanden. 



10.2.2 

STUDER A726 Professional Digital FiVi 
Monitor Tuner 

A series of strict requirements have to be 
met by a monitor tuner for FM-programs. 
Besides of exceptional freedom from dis- 
tortion - an absolute necessity forjudging 
the on-air modulation quality - such featu- 
res as stability, linearity and tuning accu- 
racy are decisive on its utility for professio- 
nal applications. 



Here the synthesizer principle represents 
the state-of-the-art. The STUDER A726 
concept combines quartz stability with a 
channel pattern resolution in steps of 
12.5 kHz, corresponding to 1680 digitally 
selectable frequencies in the FM range. Pro- 
grammable memory for 20 frequencies. 
Retrieval by means of push-buttons. Remo- 
te control facilities for stations 1 ... 5 as well 
as for the functions SCAN UP /DOWN and 
POWER OFF by means of simple DC switch 
contacts. Whether a tuning to a station's 
frequency is effected manually or by retrie- 
val from the mem.or\/ has no influence on 
the high tuning accuracy. 



Based upon their extensive experience in 
the construction of high quality FM tuners, 
STUDER REVOX have created the extraor- 
dinary precise and steady A726 monitortu- 
ner. 




10.2.2 

Tyner M¥ digital de monitoring 
STUDER A276 

Uii tuner de monitoring destine au controle 
des emissions fVlF doit repondre a une serie 
d'exigences elevees. Outie une repreduc- 
tion aussi exempte de distorsion qu'il est 
possible, sans laquelle une apprecation de 
la qualite d emission est impossible, des 
facteurs tels que I'exacitude de I'accord, la 
stabilite et la linearite sont decisifs pour 
I'utilisation professionnelle d'un tuner. 



Le principe du synthetiseur repond a cette 
attente. Le conceptdu A726 allie a la stabili- 
te du quartz I'exceptionnelle resolution des 
pas de 12,5 kHz, ce qui correspond a 1680 
frequences, digitalement selectionnables, 
dans le domaine MF. 20 de ces frequences 
peuvent etre memorisees et rappelees par 
simple pression d'une touche. Les prese- 
lections! ... 5 sonten outre telecommanda- 
hles par de simples contacts en courant 
continu, de meme que les fonctions SCAN 
UP / DOWN et POWER OFF. Que I'accord 
soit manuel ou par preselection reste sans 
influence sur sa haute precision. 



STUDER REVOX compte de nombreuses 
annees d'experience dans la construction 
de tuners MF de pointe. Les extraordinai- 
res performances du tuner de monitoring 
A726 en sont la consequence. 



Fig. 10.2.2 
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10.2.3 

STUDER A68 Professionelfer 
Leistungswerstarker 

Bei der Entwicklung des Studio-Leistungs- 
verstarkers A68 waren ausschliesslich Kri- 
terien der professionellen Tontechnik 
massgebend. Neben der hohen Obertra” 
gungsqualitM gait als primares Ziel Zuver- 
lassigkeit, verbunden mit extremer Stabili- 
tat und Sicherheit 



10.2.3 

STUDER ASS Professional Power 
Amplifier 

The A68 studio power amplifier has been 
developed to conform in every respect to 
professional audio standards. In addition to 
high quality transmission, the primary aims 
were reliability, stability and fail-safe pro- 
tection. 



10.2.3 

Amplificateur de puissance profes- 
sionnel STUDER ABB 

Lamplificateur de puissance de studio A68 
a ete developpe pour satisfaire a tous les 
standards audio-professionnels. II allie a sa 
haute qualite de reproduction une fiablite, 
stabilite et securite qui ont ete notre souci 
constant. 



Die Erfahrungen im professionellen Einsatz 
haben den Beweis erbracht: der Leistungs- 
verstarker A68 passt mit seiner fortschritt- 
lichen Konzeption ideal zu den weiteren 
Studioeinrichtungen. Er arbeitet im Dauer- 
betrieb - auch bei hoher Belastung - zu- 
verlassig und erfOllt selbst hochste Sicher- 
heitsanspruche gegenuber den Monitor- 
lautsprechern, Im Dauerlastverhalten ge- 
nugt der A68 den strengen FTC-Vorschrif- 
ten. Die grosszugige Oberdimensionierung 
gibtinjedem Anwendungsfall und beijeder 
Programmart Oberdurchschnittliche Resul- 
tate und Freiheit fur unbelastetes Arbeiten. 
Damit ist der A68 der ideate Leistungsver- 
starker fur Studiomonitoring, fur Beschal- 
lungsaufgaben und fOr (Public address) - 
Betrieb in Monoschaltung. 



Experience in professional use has pro- 
vided the proof that the A68 power ampli- 
fier, with its advanced design concept is 
ideally suited to other studio equipment 
Dependable in continuous operation, even 
under extreme loading, it meets the most 
exacting safety requirements imposed by 
monitor speakers. Under sustained load 
conditions the A68 satisfies the stringent 
FTC specifactions. Ample reserves are 
designed into the system to give excellent 
results and a generous safety margin in all 
applications and with any kind of program 
material. 

The A68 is the ideal power transformer for 
studio monitoring, sound reinforcement 
and public address duties (in mono). 




Eexperience en usage professionnel a 
prouve que I'amplificateur de puissance 
A68 s'adapte idealement, grace a sa con- 
ception avancee, aux autres equipements 
de studio. Capable defoncionnementcon- 
tinu, meme dans des conditions extremes, 
il repond aux tres strictes exigences de se- 
curite des enceintes de monitoring. Le A68 
repond, meme a pleine charge, aux tres se- 
veres normes FTC. Le dimensionnementge- 
nereux du systeme lui confere une marge 
dynamique importante pourtoutes les ap- 
plications et quel que soit le programme 
musical. 

Le A68 est I'amplificateur ideal pour le mo- 
nitoring de studio, la sonorisation et le pu- 
blic adress (en mono). 



Fig. 10.2.3 
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10.P.4 

;>r:Uti€e Balancing Unit 

Die STUDER Balancing Unit wire! ein- 
gesetzt um bis zu drei asymmetrische 
Stereoeinheiten (z.B. semiprofessionelle 
Equalizer, Begrenzer/Kompressoren, Ton-- 
bandgerate, Kassettengerate usw.) an 
Gerate mit symmetrischen und erdfreien 
Ein-und Ausgangen anzupassen. 

Neben dem Anschluss asymmetrischer 
Gerate an die Mischpulte 169/269 ermog^ 
licht die Balancing Unit auch die Sym- 
metrierung und Pegelanpassung der Ein- 
schleifpunkte (INSERT). 

Alle symmetrischen Em- und Ausgange 
sind mit XLR-AnschlOssen bestuckt (Ein- 
gange: Buchsen, Ausgange: Stecker); fur 
die asymmetrischen Anschlusse sind Pho- 
nostecker vorhanden (Cinch). 



10.2.4 

GUJDER Balancing Unit 

The STUDER balancing unit is used to 
change up to three unbalanced stereo 
equipments (e.g. semi-professional equa- 
lizers, limiter/compressors, tape recorders, 
cassette recorders, etc.) into equipments 
with balanced and floating line in- and out- 
puts. 

The balancing unitallowsthe connection of 
unbalanced equipment to the 169/269 
mixers as well as the balancing and level 
adaptation of the insert points. 



All balanced in- and outputs are equipped 
with XLR-type- connectors (inputs: female, 
outputs: male) and all unbalanced in- and 
outputs with phono sockets (cinch). 



10 . 2.4 

Unite de sy metrisation STUDER 

Eunite de symetrisation STUDER sent a 
transformer trois appareils stereo (par ex. 
des egaliseurs semi-professionnels, enre- 
gistreurs a bande ou a cassette, etc . . .) en 
appareils equipes d entrees/sonies syme- 
triques flottantes. 



Eunite de symetrisation permet la connec- 
tion d'appareils assymetriques aux conso- 
les de mixage 169/269 ainsi que I'adaption 
en niveau et la symetrisation des points 
dinsertion. 

Toutes les entrees et sorties symetriques 
sont equipees de prises XLR (entrees: fe- 
melle, sorties: male) alors que les entrees et 
sorties sont pourvues de prises Phono 
(cinch). 




Fig. 10.2.4 



10=2.5 

STUDER Telefori" Hybrid 

Um ein Telefongespradi zvcischetu dem 
Studiosprecher und dem Teilnehmer uber- 
tragen zu konnen, muss die Telefonverbin- 
dung an das Mischpultangeschlossen wer- 
den. Da auf einer normalen 2 -Draht-Tele- 
fonleituny beide Gesprachssignale vorhan- 
den sind, ist die vollstandige Ubertragung 
gev'/ahrleistet Alierdings wird dadutch 
auch der Studiosprecher in Telefonqualitat 
(300 Hz ... 3409 Hz) ubertragen. Durch ein 
direktes Zumischen des Sprechersignales 
eigibt sich aber eine Addition des guten 
und desschlechten Signales. Dadurch wircl 
das Signal verfalscht und verzerrt. 



10.2.5 

STUDER Telephone Hybrid 

In order to transmit the conversation bet- 
ween the announcer in the studio and a per- 
son being interviewed by telephone, the 
call has to be connected to the mixing con- 
sole. The full conversation is transmitted 
since botti voice signals r^re carried on a 
normal 2-wire telephone line. However, the 
voice of the person in the studio is thereby 
also transmtitted in poor telephone quality 
(300 Hz to 3400 Hz). By mixing the good 
and poor voice signals the output is untrue 
and distorted. 



10.2.5 

Teiephooe-Hf bride STUDER 

Pour pouvoit tiansmettre une conversation 
telephone entre ranimateur en studio et un 
conespondant exterieur, il faut pouvoir re- 
layer I'appel a !a table de mixage. Comme le 
signal esttransmis par une ligne telephoni- 
que 2 cables standard, toute la conversa- 
tion est diffusee, Cependant, la voix de la 
personne en studio estegalementtransmi- 
se avec la faible qualite du telephone 
(300 Hz a 3400 Hz). Un mixage direct de la 
voix de ranimateur conduit a deteriorei le 
signal. 
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Eine wesentliche Verbesserung der Uber-^ 
tragungsqualitat kann durch die gezielte 
Dampfung (ROckhordampfung) des 
schlechten Sprechersignales erreicht wer- 
den. Dazu dient die aus der Telefonie 
bekannte Gabelschaltung (Hybrid). 

Die STUDER Telefongabel ermoglicht es, 
ein Gesprach zwischen dem Sprecher im 
Studio und einem auswartigen Telefonge- 
sprachspartner mit optimaler Qualitat zu 
Obertragen. Ausser dem Aufschalten auf 
die Amtsleitung braucht das Gerat keine 
weitere Bedienung, 

Der STUDER Telefon-Hybrid gewahrleistet 
eine maximale ROckhordampfung des 
Sprechersignales in den Empfangerpfad. 
Diese optimale ROckhordampfung wird er- 
reicht indem der Hybrid automatisch zur 
Leitung eine Ersatzlast bildet Dieser auto- 
matische Ableich erfolgt zudem elektro- 
nisch, indem der Real- und Imaginaranteil 
der Leitung bestmoglich nachgebildet wird 
(Kapazitat und Widerstand). Die Nachstim- 
mung des Abgleiches setzt ein, sobald 
Sprechmodulation vorhanden ist. 



The quality of transmission can be greatly 
improved by selectively suppressing the 
poor signal (sidetone reduction). This is 
done with a hybrid circuit a familiar feature 
in telephony. 



The STUDER telephone hybrid permits 
highquality transmission of telephone con- 
versations between the announcer in the 
studio and outside callers. Apart from con- 
necting to the exchange line the device 
functions completely automatically. 



The STUDER telephone hybrid ensures 
maximum sidetone attenuation of the 
studio voice signal in the receiver line. The 
reason for this very effective attenuation is 
that the hybrid automatically constitutes a 
dummy load for the line. This automatic 
adjustment is performed electronically, the 
line being matched as near as possible by 
capacitance and resistance. The matching 
process begins as soon as voice modula- 
tion occurs. 



La qualite de la transmission peut etre con- 
siderablement amelioree en supprimant 
selectivement le signal de faible qualite (re- 
duction du retour). Ceci est realise par un 
circuit hybride, ce que Ton rencontre fre- 
quemment en telephonie. 

Le "telephone hybrid" STUDER permet une 
transmission de haute qualite des conver- 
sations telephoniques entre I'animateur en 
studio et un correspondant exterieur. A I'ex- 
ception de sa connection sur la ligne, cet 
appareil fonctionne completement auto- 
matique. 

Le telephone hybrid STUDER assure une at- 
tenuation maximale des phenomenes de 
retour de la voix studio dans la ligne de re- 
ception. Cette forte attenuation est due au 
fait que le circuit hybride constitue automa- 
tiquement une charge fictive pour la ligne. 
Son ajustement est realise electronique- 
ment et il s'identifie tres precisement aux 
parties reelle et imaginaire de la ligne. Ce 
processus d'adaption commence des 
qu'apparait la modulation vocale. 




Fig. 10.2.5 
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10.2.6 

STUDER A710 Professionelles Kasset- 
tengerit 

In Rundfunk- Fernseh- und Schallplatten- 
studios ebenso wie in AV- und industriean- 
wendungen fasst die CompacACassette 
zunehmend Fuss. Ihre Flandlichkeit und die 
stark verbesserten Eigenschaften von 
Bandmaterial und Kassettenmechaniksind 
GrOnde dafur, dass auch der Profi mit die- 
sem Tontrager arbeitet. 



Das Vollmetall-Druckgusslaufwerk des 
STUDER A710 sorgt fur dauerhafte Prazi- 
sion. EsistmitseinenvierlVlotoren(2direkt- 
antreibende Capstanmotoren mitOuarzre- 
ferenz, 2 DC-Wickelmotoren fur Direktan- 
tried derBandwickel) und derMikroprozes- 
sorsteuerung Basiskonzeptfur interessante 
Anwendungen wie Rundfunkautomation, 
Audiosysteme Oder AV-Informationsver- 
mittlung. 



Die Bedienungselemente sind funktionell 
klargegliedert. Dereinfache, direkteZugriff 
zur Kassette erlaubt sicheres, unproblema- 
tisches Arbeiten. Ober einen 10-poligen 
Stecker konnen alle Laufwerkfunktionen, 
sowie TAPE MONITOR und die FADER 
START-Einrichtung fernbedient werden. 
FADER START istauch Ober einen weiteren 
Anschluss moglich. 

Die professionelle Audioelektronik ist nach 
Funktionsgruppen getrennt und auf einem 
gemeinsamen Basisprint steckbar an- 
geordnet Das STUDER A710 Kassetten-- 
gerat ist serienmassig mit DOLBY B/C® (auf 
Wunsch mit HIGH COM)-Rauchverminde~ 
rungssystem ausgerustet Dank getrennter 
Einheiten fur Aufnahme und Wiedergabe 
ist decodierte Hinterbandkontrolle mog- 
lich. Die flexible Konzeption lasst auch den 
Einsatz anderer Rauschverminderungssy- 
steme zu. 



10.2.6 

STUDER AT10 Piofessional Cassette 
Recorder 

The compact cassette has gained a strong 
fooihoid noi only in radio and television stu- 
dios butalso in recording studios, industrial 
and audiovisual applications. Its ease of 
use, combined with the greatly improved 
tape characteristics and cassette techno- 
logy, are convincing reasons why many 
professionals are working with this conve- 
nient recording medium. 

The solide metal, die-cast tape transport 
chassis ensures enduring precision. With 
its four motors (2 direct drive capstan 
motors, 2 DC spooling motors for fast res- 
ponse direct drive of cassette tape spools), 
and its microprocessor control, it is a basic 
concept for interesting applications as au- 
tomated broadcasting, audio control sys- 
tems, or audio-visual supplying of informa- 
tions. 



The operator controls are functionally ar- 
ranged. The easy and direct access to the 
cassette allows simple and safe operating. 
All tape transport functions including TAPE 
MONITOR and FADER START can be re- 
mote controlled via a 10 pole connector. 
FADER START is also possible through an 
additional terminal. 



The professional type audio electronics are 
arranged by function groups and intercon- 
nected by a master board. The STUDER 
A710 Cassette Recorder is equipped with 
DOLBY B/C® noise reduction as standard 
feature (HIGH COM noise reduction on re- 
quest). Separate units for record and repro- 
duce allow decoded monitoring. Flexiblity 
of conceptpermits implementation of other 
noise reduction systems. 



10.2.6 

Magnetophone professionnei a 
cassettes STUDER A710 

La cassette compacte occupe une place 
croissante dans ies studios denregistre- 
ment de radio- ou telediffusion ainsi que 
dans I'audiovisuel et I'industrie. Les proprie- 
tes tres nettement ameliorees de la bande 
et du mecanisme de la cassette sont telles 
que le professionnei travaille aujourd'hui 
aussi avec ce support. 



Le chassis massif en metal injecte du 
STUDER A710 assure une precision dura- 
ble. Le concept de base, avec ses quatre 
moteurs (2 moteurs de cabestan a entraine- 
ment direct regularises par quartz et deux 
moteurs CC a entrainemetdirectpour le bo- 
binage) et sa commande a microproces- 
seur, est d'un grand interet pour applica- 
tions tellesquel'automatisationdesstudios 
de radiodiffusion, les systemes de com- 
mandes audio ou encore la communica- 
tion d'informations audiovisuelle. 

Les organes de commande sont repartis 
fonctionellement Lacces facile et direct a 
la cassette permetun travail suretsans pro- 
blemes. Toutes les fonctions du transport 
de bande, ainsi queTAPE MONITOR et I'ex- 
tension FADER-START sontelecommanda- 
bles a travers un connecteur 10 poles. Le 
FADER-START peut egalement disposer 
d'une connection separee. 

Lelectronique audio-professionnelle est re- 
parliepargroupesdefonctionsenfichables 
sur un circuit de base commun. Le magne- 
tophone a cassette STUDER A710 est equi- 
pe en serie d'un systeme reducteur de bruit 
DOLBY B/C® (du HIGH-COM en option), 
Les unites separees pour I'enregistrement 
et la lecture autorisent I'ecoute apres-ban- 
de decodee. La construction flexible per- 
met I'implantation d'autres dispositifs re- 
ducteurs de bruit. 




Fig. 10.2.6 




